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Stand  Pipe.     "Water."     H.  M.  P.  Birkinbine 234 

Steam  Boiler.     See  Boilers. 

Steel  Bars,  Rules  for  Calculating  Weight  of.     Durfee,  W.  F 215 

Steel  in  Engineering  Practice 73 

Sngar,  Product  of,  in  Louisiana.     Editorial 285 

Telegraphy,  Quadruplex.     S.  M.  Plush 266 

Telegraphs,  Pneumatic.     M.  A.  Crespin 280,  401 

Thermoscope,  Theory  of.     Leroy  C.  Cooley 134 

Thttrston,  R.  H.     On  a  Mechanical  Laboratory 409 

Tunnel,  British  Channel 87 

Tonnel,  River  Mersey 144 

Tunnel)  Mt.  St.  Gothard 816 

UsefulEffect  of  Gunpowder  in  a  Cannon 408 

Tentilation.     Note  on  Dr.  Smith.     Paper  on  Quantity  of  Air,  etc.,  accompanying 

Respiration.     Editorial 358 

Tentilation.     Dr.  De  Chaumont.     Abstract  of  paper  with  Editorial  Note 426 

Vessel,  Raising  by  means  of  Air  Bags 887 

Wane-edged 152,  229 

Wamerke,  Leon.     Glass  Negatives  in  Dry  Photography... 67 

Water  Supply  Commission  of  City  of  Philadelphia 1,  79,  218,  292 

Water  Works  and  Drainage  of  Atlantic  City ,  6 

Water  Works,  First,  in  the  Country ^ 144 

Weights  and  Measures,  Metric  System.     Editorial 145 

Wilson,  J.  M.     Bridge  Specification.* 116 
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Frcl. 


THE 


PULSOMETER, 


The  Blmplesty  most  durable  and  effSectlTe 
steam  pump  now  in  use. 

Will  pump  gritty  or  maddj  water  without 
wear  or  injury  to  its  parts. 

It  cannot  get  out  of  order. 

C.  HEM  HALL  &  CO., 

20  Corllandt  Street, 

N«w  York  City. 


BRANCH  DEPOTS. 

11  Pemberton  Square,  Boston. 
1327  Market  Street,  Philadelphia. 
59  Wells  Street,  Chicago. 
Southwestern  Exposition,  New  Orleans. 
811  &  813  N.  Second  Street,  St.  louis. 

SEND  rOB  CXBCnLl.B. 


ALL  BUSINESS  RELATING  TO  PROCURINQ 

American  and  European  Patents 

OONDUOTED   BY 

STEZPHEinsr    TJSTIOIC, 

IM    SOUTH  FOUBTH   8TBEET,    BHILAJDELBHIS. 
Residence.  Wo-  iai7  Worth  Twelfth  Street. 


tinged. 


QTTAT?rrT\rP     "**    Oeanng,    Pulleys,    Hangers    and    Couplings, 
O-LLlLX!  ±  111  vJ    Speeds    calculated.       Shafting    and    Gearing   ar- 


GEO.  0.  HOWARD,  17  S.  18th  st,,  PhiU.,  Pa. 


MACHINISTSMOOLS,  K.S,'T.^  '1h 

Boiler  Makers,  combining  the  latest  improyements.  GRINDSTONES  Boxes, 
Truing  and  Hacking  Machines,  will  keep  the  stones  true  and  sharp  for  quick  and 
pieuant grinding    No  dust.  GEO.  0.  HOWARD,  17  S.  18th  st.,  Pbila..Pa. 
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PAPER  HAHUFACTDRERS 


AND  AGENTS  OF  THE 


mmm  Mni  %^n  Cf!^.* 


OFFICES  AND  WAREHOUSES: 
■o.    S7    NOBTH  SIXTH    STREET,    PHILADELPHIA, 

tf a.  128  WnUAX  STREET,  NEW  YORK 


Hat6  on  hand  and  make  to  order,  at  short  notiee, 

«BW«  AiTB  BOOS  vsnranro  vafiu. 

AIX  QVAUrm  AM)  nzM. 

M^I^^ILLA.      PA.PEB8. 

IMPORTERS  OF  CHEMICALS  AND  FELTINGS, 
0nli  Miric«l  PrtoM  Nd  tar  iH  klMb  of  Piper  Slmk. 
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HaU  of  the  FRANKLIN  INSTITUTE, 

Philadslfhia,  July  14th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  PennsylTania  for  the  promotion  of  the  Mechanic  Arts  have,  in 
aeeordanoe  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awmrded  The  Scott  Legacy  Medal  and  Preminm  to  John  £.  Prxjntt,  of  Bal- 
tzm<M«,  Md.,  for  his  Automatic  Belief  Valve  for  Steam  Fire  Engines ;  and  said 
medal  and  premium  will  be  delivered  to  him  unless  within  three  months  from 
this  date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention  is 
lodsed  with  the  undersigned. 

D.  SHEFHEBD  HOLMAN 

J,ly3t  ACTUARY, 


FOR 

PRACTICAL  &  ANALYTICAL  CHEMISTRY 

Chant  Street,  Tenth  Street,  below  Market, 

PHll-ADELPHIA. 


Rear  of  St.  Stephen's  Chorch.) 


ESTABLISHED  IN  1836. 


Attraction  giyen  in  CHEMISTRY,  MINERALOGY  and  GKOLOOY,  bj  LBC- 
TUBES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TQBXS  and  MEDiCIMB. 

Analjsea  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce  and 
naniifactare.    Opinions  giyen  on  chemical  questions. 

BOOTH  A  GARRETT. 

Jakss  C.  Booth, 

Thos.  H.  Gasebtt. 

HaU  of  the  FRANKLIN  INSTITUTE,        ~ 

Philadelphia,  July  14th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  PenDsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legacy  Medal  and  Preminm  to  Geo.  Wale  &  Co.,  of 
HoboJces,  N.  J.,  for  the  College  Lantern  and  attachments  ;  and  said  medal  and 
ptgBiimn  will  be  deliyered  to  them  unless  within  three  months  from  this  date; 
satisfactory  evidence  of  the  want  of  originality  of  said  invention  is  lodged  with* 
the  undersigned. 

B.  SHEPHERD  HOLMAN, 

Julytt  ACTUARY. 


RICHARDS,  LONDON  &  KELLEY 

(Successors  to  RICHARDS,  KELLEY  ACQ.) 

Engineers   and    Machinists,. 

Manufacturers  of 

IMPROVED  BAND  SAW  MACHINES,. 

And  other  Wood- Working    Machinery  for  Ship  Work 

and  Car  Building,.  Planing  Mills,  Ave. 

TwantjHMOoad  Straot  alioTO  Aroh  Street*.. 

PHILADELPHIA. 
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flJOTiidcn   Inn    Works 


JiaSI  W.  STiLRR  &  SOH 

ES'GIXEERS,  CONTRACTORS, 

All  KAXUTAerUBEES  :f  fiiS  APPABATUg 


MX*  Ali 


ito 


IROW     FOnBIDERS. 

CAtT-nr/y  KaTS  te  Wfliv  itti  Gm.  ^n  Om  i^i  m  B^f  i»  rC«7T-IIOHT 


CXSTffGS  «r  aay-  ivm  cr  ■»  rrf«3tr4. 
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Office,  2316  Frankford  Aye.,  Philadelphia. 
STEAM  ^ 

•ICAL  ^^^ 

AVD 

soataL  MULTITUBUUR. 

t*%  Fore«i   Blast  FrtSBiirf  Blowtn 

.■waMuaut.  JuasvnBUB&v.  nrav.wiLBBAUK,  sb. 

^^J>^  (Established  1859.)  ^$Z>^ 

t^^     GEO.  V.  CRESSON,        ^ 

Eighteenth  &  Hamilton  Sts.,  Philadelphia,  Pa. 

Loose  Pulleys  of  all  sizes 

Pulley  Hangers,  Patent 

Vise  Couplings^ 
Partiiig  Hangers, 

Pat.  Internal  Clamp 
TmproYed  and  Easily  Couplings, 

Adjustable 
Mole  Pulleys,  Improved  Pulleys 

Binder  PnUeys,  made  in  halve. 

Flange  Pulleys,  Improved  Pat.  Ball 

and  Socket 
Guide  PnUeys,  &c.  Adjustable  Hangers. 

STerj  deBcripUon  of  Flztnres  used  in  the  trftasmission  of  Steam  Power. 

ALL  WOftK  THOBOUGHLT  ICADI  AND  rURNISHID  PBOKPTLT. 

Balanoed  Pulleyt  of  every  size  on  hand  and  made  to  order.        ^ 
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The  Best  Nautical  Newspaper  in  the  World 

Published  Every  Saturday^ 
AT    83    SOUTH   ST.^ 


—  CIRCITLATES  — 

In  orer  200  ship  yards,  50  machine  shops,  55  vessels  of  war,  80  rer- 

enae  cotters,  in  all  the  navy  yards  and  stations,  on  board  nearly 

200  yachts,  150  steamboat  offices,  and  reaches  orer  2000 

ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commeroe,    Navigation,   Ship  -  Building, 

MABINE  ENGINEERINQ,  YACHTING, 
The  Kavy  Bevenue  and  Mercantile  Marine, 

And  treaU  of  NatUiecH  Matter »  generatty. 


Subscription,  $5.00  s  year,  in  advance.    Advertising  rates  sent  on 
application. 

Sand  for  Bamplo  Copy. 

B.  s.  osBonr^ 

EDITOR  AND  PROPRIEOR. 
P.  O.  Box,  4778, 
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Vo.  4  Car  Wheel  Borer. 


Wc  have  the  test  and  most 
complete  assortment  of 

HacliiDists'  Tools 

In  the  Conntry, 

Comprising  all  thoso 
uecd  in 

mCHINE,  lOCOIOKTB, 

R.  R.  Repaih  Shops. 

^"  For  Photographs,  Prices  and  Descriptton,  et&, 
address 

HIW  70BE  STEA1£  ENailTE  CO., 

08  Cbambera  StreeW  New  Tork. 


MOKG^N'S  PATENT 

DOUBLE  BOTATINQ  DROP  PIPE, 
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For  Railroad  use.    It  is  water-tight,  and  will  acoommodate  itself  to  the  varylnn 
iMighto  of  looomotive  tenders. 

O.  O.  M:0RG>-A.M,  Sole  IMCanufUotTiireir, 

Room  Ko.  16,  Major  Block, 

0.  B.  Corner  Zoi  Salle  and  BKadison  8treots«  Ohieaf  o. 
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Bumham,  Parry,  WiUiaoos  &  Go. 

FHUASBLFEIA,  PSNITA. 


ESPECIALLY  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Woodj  CokCy  BituminofM  and  Anthracite  Coal  as  Fuel     All  Work 

accurateltf  fitted  to  Gauges^  and  thoroughly  interchangeable. 

Planj  Materiaby    Workmanship^  Finish  and 

Fffieiency  fully  guaranteed. 

Geo.  Barnham.  Ghas.  T.  Parrj.  Edw.  H.  Williama. 

Wm.  P.  Henszej.  Bdw.  Longstreth.  Joha  H.  GonT«iM. 


JACOB  NAYLOR, 

Successor  to  HUNSWORTH  k  NAYLOR, 

QIRARD  AVE.  AND   FRONT  STREET 
FHILADELFHIA. 


STCAM  EN6INES,  BOILERS  AND  TANKS, 

Bhafting  and  Gearing,  Coaplinga,  Pnlleya  and  Hangars. 

STEAM  AND  HAND  CRANES. 

FaBsenger  and  Freiglit  Hoisting  Manhiaery  for  Stores  &  Factories, 

Marble  Sawing  and  Polishing  Machinery  of  all  Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTURERS, 
Retorta,  Metara,  Stilla,  Ac,  for  Chamlstfl. 

Sagar  Boilers,  Tanks  and  Machinerj.    Castings  in  green  sand  or  Loam,  and 
Machinery  in  general. 

1^.  1^.  TtJPPXB  A  CO'8  FAT3DHT  aBATSB  AND  QBATB  BABS. 
RIDEf^'3  PilTBNT  AUTOMATIC  CUT-OFF  ENQINB,  either  TerUcal  or  HoriiontaL 
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BOSH  HiLi  leoN  mm 

Corner  f6th  and  Buttonwood  Streets, 

PHILAmPHIA. 

JAMES   MOORi:, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Machinist,  Founder,  and  Boilermaker, 

OA-SXINOS  ol*  e-vezT-  desorlptioii. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

SollB  Snmed  for  &allif  Saanu,  Anrles,  and  all  shapes  for  Xron, 
■te«l  or  Oomposltloii  Motals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MJLLWRIGHTING  IN  GENERAL. 
BOTTiH»— nn».    Tnbolari   and  Oylindw,  and   all   kinds   af 

TAinE  AND  PLATB  IRON  WORK. 

CAPITAL  1500,000 


U  BIBCOCK  J.M.ALLEM, 

IBBVBB    POLICIES     OF    INBURANCB, 

IPTEB  A  OABBFUL  IHSPEOTIOH  OF  THE  B0ILEB8, 
OO^VBRIM^O-    A.1^1^     L.08S    OR    DiLlWIilLGhB     O?  O 

BOILERS,  BUILDINGS,  AND   MACHINERY, 

ABIBCSra    FBOli    8TBAM    BOIIiEB    EXFIiOSIONB. 
^I^IUi  <n/bi  mathn  caneerM^  tht  plan  qf  ttu  Qmpany^s  operaticm  can  bt  oblaimd  ai  th€  Obmpany*i  qgk^ 

ADVISORY   BOARD    OF    DIRECTORS.         <* 

Wm.  B.  Bement,  of  Wm.  B.  Bement  ft  Son ;  B.  F.  Hart,  of  Verr«>e  k  Mitoh«ll j  Stephen  P.  IL 
Tkiker.  of  Morrto,  Tuaker  ft  Co. ;  Henry  DiMBion,  of  Henry  Dlf>ston  ft  Son  ;  John  Gardner,  of  Wm, 
\tmtmr  A  Co. ;  aTh.  McFadden,  of  MarRhall,  Philips  ft  Co. ;  Caleb  Marshall,  of  Marakall,  Philipa  ft 
Gbu;  Wm.  AdaiiMoa,of  Baeder,  AdamMon  ft  Co.;  Robert  Gray,  Brewer:  Robert  Wood,  of  Robeii 
lood  ft  Co. :  Stephen  Bobbins,  Iron  Manufacturer;  Chas.  T.  Parry,  of  Baldwin  Loooraotive  Worka. 
Bw  F.  HABT,  Secretary.  CHAa  T.  FABRY,  Chairman. 

CORBIN  A  GOODRICH,  General  Agents, 
480   "VCTAJLaxiAt  S'tarootp   aE*3xlX«^c9loXx>lxlA« 
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PATENT  IMnoVEl/teAPPLE-DRIDQC.* 


BUILDERS  OF  STEAM  DREDGING  MACHINES, 

GUNPOWDER  PILE-DRIVERS,  &0. 


CONTRACTORS  FOR 


IMPROVINa-  RIVERS  AND  I 

EXCAVATTITCt   CANAX 

RECLAIMING  AND    FILLING   L( 
PnJNG  FOR  FOUNDATIONS,  PIEI 

Offices,  No,  10  South  Delaware  Av* 

GUNPOWDER  PILE-DRIVER  CO. 

Om  TUB  UNITKI^  STATES. 


OWNERS  OP 

SHAW'S  PATENT 

Gnnpowder  FUe-Driver 

For  the  Economical  and  Rapid 

SriTing  of  Piles  for  Piers,  Fonndations,  &c., 

SECURING  THE  GREATEST  PENETRATION 
Without  Injury  to  the  piles. 


MACHINES  FURNISHED, 

With  or  without  Exclusive  Rights. 


No.  10  South  Delaware  Ave.,  Philadelphia.     ' 

Digitized  by  VjOOQ  IC 


AMERICAN  AND  EUROPEAN, 

0? 

MIXJN'N'   &   CO., 

Ifo.  37  PARK  BOW,  New  Tark. 


?0K  a  period  of  nearlj  twentj-fire  years,  Muim  k  Oo.  hare  occupied  the  position 
of  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
I  aperience  of  nearlj  a  quarter  of  a  century,  thej  have  examined  not  less  than  fiftj 
thoasand  alleged  new  inyentions,  and  haye  prosecuted  upwards  of  thirty  thousand 
^plications  for  patents ;  and,  in  addition  to  this,  they  bare  made  at  the  Patent  Office 
ever  twenty  thousand  preliminary  examinations  Into  the  noyelty  of  inventions,  with 
a  careful  report  on  the  same. 

Hxniir  k  Oo,  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
spplications  made  for  ««tents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  l^  resisted  by  a  Branch  Office  at  Washington,  which  waj^ches 
tad  snperrises  all  t'lclc  ca9es  as  they  pass  through  official  examination. 

loTenton  who  desire  to  consult  with  us  are  cordially  ioTited  to  do  so.    We  shall 
be  ha|»py  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.    In  all 
csaes,  they  may  expect  from  us  an  honest  opinion.    For  such  consultations,  opinion  . 
tnd  adrioe,  we  make  no  ekargt,    A  pen«and-ink  sketch,  and  a  description  of  the 
iftTtntion  should  be  sent. 

PBttiiaHA.BT  ExAXiNATioH  Is  made  into  the  novelty  of  an  invention  by  personal 
Kttth  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
■pedal  iearch  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
sbIj  fai  very  doubtful  cases. 

To  AfPLir  yoB  ▲  Patbnt,  a  model  must  be  furnished— not  over  a  foot  in  any 
^esiions.  Send  model  to  Munn  j-  (7o.,  37  Park  Row,  Ntw  Tork^  by  express, 
chargif  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
6ovetan«nt  fee,  revenue  and  postage  stamps. 

Gsfeats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained, 
iiii^uents  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Pafeots  are  obtained  in  all  European  countries. 

For  iastructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  oa 
Briliog  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  Ac, 
IK  oar  Inatraction  Book.    Sent  free,  by  mail,  on  application, 
all  communications  to 

MXJinr  &  CO., 

^  No.  37  Park  Bow,  New  York  CUy. 

we  in  Washington,  comer  of  F  and  Seventh  Streets. 
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Professor  HENRY  WURTZ, 

Sdmiifie  and  Practical  CEEIQST  &  fiEOLOGIST 

Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL. 
(Private  Office  JJo.  12  Hudson   Terrace,  Hobehen,  J7.  J, 

Immediately  Fronting  the  Feny  Houses. 

Consultations  in  New  York  may  be  arranged  by  appointment  at  Gas- 

Light  Journal  Office,  No.  42  Pine  Street,  Room  18  or  elsewhere. 


Geological  Explorations  and  Reports  niK>n  Coal  Lands  and 
Other  Mineral  rroperties. 

Chemical  Analyses,  Advices  and  Investigation  in  all  the 
Chemical  Aits,  Chemical  Inventions  and  Improve- 
ments made. 

Professor  W.  makes  a  specialty  of  Gaa-Chemistry,  and  the  Analysia  of 
Gas,  Gas  Coals  and  Water.    Has  special  laboratories  and  unequal- 
led facilities  for  these  purposes* 

Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office,  and  j^eculiarly 
competent  as  an  Expert  in  Patent  cases. 


FOR  PROCURING 

[mtel  w   mi  j'^rap  iHtettte, 

FORREST  BUILDINGS, 

AND 
[Opposite  U.  S.  Patent  Office,] 

WASJBJJVGTOir,  n.  c. 


H.  HOWSON.  C.  HOWSON, 

Solicitor  of  Patents.  Attorney  at  Law. 


Qommunioations  should  be  addressed  to  ths  ^BINOKPjiL  OFFICES, 
(PHIL:fig>£]L(PHL/i.  ^ 
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r    No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

DILER  MilCERS'  TOOLS. 

SHAFTING, 

Ball  and  Socket-bearings  and  Double  Gone  Yise-couplings,   admitting    of 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OP 

FLLET  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EQDIFHBNTS, 

rnniing  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  UANnFACTTTRERS  AND  LICENSEES  OF 

IFFi^KD'S        IISTJECTOR 

FOR  FEEDING  BOILERS. 
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POPULAR  BOOKS, 

FDBUSHED  BT  THE  INDUSTRIAL  PUBLICATION  GONPANT, 

176  Bpoad^vay,  Ne^v  York. 

What  to  Do  and  How  to  Do  It,  in  case  of  Accident  One  of  the 
most  asefol  books  ever  pablished.  Tells  exactly  what  to  do  in  case  of  cuts, 
braises,  barns,  poisoning,  drowning,  kc.  &c.    12mo ,  cloth,  75  cents. 

Plain  Directions  for  acquiring  the  Art  of  Shootine  on  the 

Wing.      ^7  -^^  Old  Gamekkbpbr.    12mo,  cloth.    lUastrated.    75  cts. 
By  long  odds  the  best  book  pablished  on  shooting. 

The  Chemical  History  of  the  Six  Days  of  the  Creation.— 

By  John  Phin,  G.  E.    12nio.,  cloth.    Price  75  cents. 
A  readable  and  thoroogh  book  on  Genesis  and  Geology. 

Lightning  Bods,  and  How  to  Construct  Them.— By  John 

Pbin,  G.  is.    Second  edition.     Enlarged  and  fally  illustrated.     12mo.,  cloth. 
Price  50  cents.    Not  written  in  the  interest  of  any  particular  rod. 
V  Any  of  the  above  sent  free  by  mail,  first  post,  on  receipt  of  price.    Send 
for  onr  Gatalogue. 

The  motl  practical^  findy  ilhutraUd,  and  eheaput  Induttrial  Journal  in  (he  country. 

THE    TECHNOLOGIST, 

OR 

INDUSTRI^I.  MOISTTHLY. 

A  Practical  Jonrnal  for  Mannfactarers,  Mechanics.  Bailders,  Investors,  En- 
gineers, Architects,  &c.  $1.50  a  year.  Single  nombers  15  cents.  Send  for 
Specimen  Copy. 

Barker's  Patent  Coml}ined  Heating  and  Ventilating 
Rue  Apparatus  and  DouUe  Register, 

For  Public  and  Private  Buildings.  Used  in  connection  with  Heating  by 
Steam  or  with  the  common  Warm  Air  Furnace. 

This  system  of  Ventilation  has  already  elicited  favorable  notice  tsom  eminent 
sanitary  authorities  in  this  city,  New  York  and  Washington.  It  has  been  iiitio> 
duced  with  great  success  in  many  recently  erected  public  and  private  buildings, 
and  is  rapidly  gaining  favor  among  architects  and  practical  builders. 

For  full  particulars,  apply  to 

ca-Eo.  R.  ba.rk:br, 

lOl  Price  St.,  GermAiitown*  PUla* 

A.  PURVES  &  SONT^^^^^ 

COR.  SOUTH  &  PENN  STS.,  PHILA., 

DEALERS  IN 

Scnp  Iron  and  Metals,  Haclmiery^ 

Tools,  Shafting  and  Pulleys,  Steam  Engines,  Pomps  and 

Boilers,  Copper,  Brass,  Tin,  Babbit  Metals,  Foundry 

Facings.     Best  Quality  Ingot  Brass* 

CAS//   PA/D    FOR    ALL    K/NDS    OF  METALS  AND    TOOJLS, 
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THE  BOYDEN   PREMIUM. 


IIIIIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  Franklin 
lattitate  the  snro  of  one  thousand  dollars,  to  be  awarded  as  a  preminm  to 


"Any  resident  of  liforth  Amerioa  irho  bIulU  determine  by  experiment 

whetlier  all  rayi  of  Uglit,  and  ether  physical  mtb,  are  or  are 

not  transmitted  with  the  same  reloeitj." 

The  following  conditions  have  been  established  for  the  award  of  this 
preminm  : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
eompetitor  for  the  preminm ;  the  southern  boundary  of  Mexico  being  consid- 
ered as  the  southern  limit  of  North  America. 

2.  Each  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
iim  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-six,  wUl,  as  soon  as  possible  after 
tins  date^  be  transmitted  to  the  Committee  of  Judges. 

3u  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  ono  thousand  eight  hundred  and  seventy-seven  select  three 
citisena  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
nemoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,  which  of 
tiMir  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklm 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommecded 
by  the  Jndges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  contam  some  motto  or  siga 
bywhich  it  can  be  recognized  and  desigoated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,  and  con- 
laining  the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
dnty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
aad  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
riumld  the  Jndges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
pnaisiB,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
r  eommnnicaced  to  the  Institute. 


5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
h  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
y^iDklin  Institute,  and  shall  be  published  as  it  may  direct. 
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CLARKE,  REEVES  &  CO. 


Office,  410  Walnut  St.,  Philadelphia. 


ENGINEERS  AND  CONSTRUCTORS  OF 


IBOH  BBIDGES,  BOOFS  AHD  YIAIKJCTS 


OP  EVEEY  DESCRIPTION. 


N.  B. — ^An  illustrated  Album,  showing  different  styles 
of  construction,  will  be  mailed  on  receipt  of  75  cents. 
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EDITORIAL. 


ITEMS  AND  NOVELTIES. 
The  Commission  on  Water  Supply  of  the  City  of  Fhila-> 

delphia. — The  Commission  of  Civil  Engineers  appointed  by  the 
Major  met  together  at  the  Franklin  Institute,  on  the  29th  of  June, 
and  organized  by  the  election  of  W,  Milnor  Roberts,  as  Chair- 
man. The  ordinance  of  Councils  makes  it  the  duty  of  this  commis- 
sion to  examine  and  report  upon  the  present  and  future  water  supply 
of  the  city  of  Philadelphia.  The  commission  consists  of  the  follow- 
iag  gentlemen :  W.  Milnor  Roberts,  C.E.,  of  New  York ;  Hon.  VVm. 
J.  McAlpine,  C.E.,  of  Albany;  Col.  Julius  W.  Adams,  C.E.,  of 
Brooklyn;  S.W.Roberts,  C.E.,  of  Philadelphia;  Wm.  E.  Morris, 
C.E.,  of  Philadelphia ;  who,  according  to  the  ordinance,  act  in  con- 
junction with  Dr.  Wm.  II.  McFadden,  Chief  Engineer  of  the  City 
Water  Department. 

We  learn  that  these  gentlemen,  ever  since  their  organization  as  a 
commission,  have  been  almost  constantly  engaged  in  the  performance 
of  the  very  important  and  responsible  duty  which  has  been  assigned 
'^  them.     They  have  visited  and  examined  all  the  pumping  woiks 
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at  Fairmount,  SpVing  Garden,  Belmont,  Roxtorough,  Chestnut 
Hill,  and  Kensington,  and  the  Fairmount,  Belmont,  Roxboroogh, 
Chestnut  Hill,  Mount  Airy,  Germantown,  Lehigh  Avenue  and 
Corinthian  reservoirs ;  also  the  large  unfinished  reservoir  in  East 
Park.  They  have  also  made  special  examinations  of  the  Wissahickon 
Valley,  of  the  Valley  of  the  Perkiomen,  and  of  the  proposed  reser- 
voir site  in  that  valley,  in  company  with  Mr.  Birkinbine,  former 
Chief  Engineer  of  the  Water  Department,  who  recommended  its  con- 
struction, in  reports  made  by  him  about  ten  years  ago. 

The  members  of  the  commission,  by  invitation  of  Mr.  Gowen, 
President  of  the  Reading  Rail  Road  Company,  who  kindly  placed 
special  engines  at  their  disposal,  made  a  very  satisfactory  visit  to  the 
upper  Schuylkill,  accompanied  by  James  F.  Smith,  Chief  Engi- 
neer of  the  Schuylkill  Navigation  Co.,  who  showed  and  explained  the 
Company's  reservoirs  at  Tumbling  Run.  They  made  an  examination 
of  the  Delaware  river,  accompanied  by  Mayor  Stokley,  as  far  up  as 
Beverly,  a  few  miles  above  the  city  boundary,  making  special  obser- 
vations at  all  important  sewage  and  creek  outlets.  Afterward,  mem- 
bers of  the  commission  examined  the  Delaware  river  above  tide,  par- 
ticularly at  New  Hope,  Easton,  and  the  Delaware  Water  Gap. 
They  visited  Ewing's  Spring,  which  is  2J  miles  from  New  Hope. 
They  also  made  an  examination  of  the  Schuylkill  river,  between  Fair- 
mount  dam  and  Spring  Mills,  passing  through  the  locks  of  the  Navi> 
•  gation  Company,  and  visited  the  fine  spring  near  Spring  Mills. 

The  commission  have  requested  the  Chief  Engineer  of  the  Water 
Department  to  have  rapid  surveys  made  from  the  Perkiomen,  and 
from  the  vicinity  of  New  Hope  to  the  city,  to  enable  them  to  judge 
correctly  of  the  nature  and  extent  of  the  obstacles  in  the  way  of 
possible  lines  of  conduit.  Meanwhile,  the  members,  whether  in  ses- 
sion or  otherwise,  are  almost  constantly  engaged  in  collecting  and 
collating  data  to  aid  them  in  their  investigations. 

It  is  well  known  to  those  who  are  familiar  with  the  water  system 
of  Philadelphia,  that  it  is  one  of  peculiar  complication  ;  owing  not 
so  much  to  the  topography  as. to  the  comparatively  late  consolidation 
into  one,  of  a  number  of  separate  municipal  or  civil  corporations, 
each  having  its  own  water  supply  arrangement. 

The  object  of  the  commission  is  to  ascertain  what  is  most  advan- 
tageous for  the  immediate  demands  of  the  city;  and,  which  is  still 
more   important,  what   is  the  best   plan  or  plans   for  the  future. 
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While  much  preliminary  work  has  already  been  accomplished  by  the 
commission,  some  time  will  necessarily  be  required  to  arrange  the 
rarioos  data,  which  are  daily  accamalating,  as  well  as  for  their  com- 
plete study  and  discussion  before  any  definite  conclusions  can  be 
reached. 

We  learn  that  at  the  request  of  the  commission  our  fellow-towns- 
man, Mr.  Jas.  Haworth,  appeared  before  them  and  presented  some 
views,  in  addition  to  those  he  has  before  made  public  in  several 
pamphlets. 

The  Chief  Engineer  of  the  Water  Department,  and  his  assistants, 
have  been  kept  busy  in  preparing  statistics  of  various  kinds,  relating 
to  the  subject,  for  the  use  of  the  commission,  and  in  making  measure- 
ments of  the  flow  of  certain  streams.  It  is  obvious  that  the  mat* 
ter  is  in  the  hjtnds  of  gentlemen  competent  to  fulfill  the  duty  as- 
signed to  them,  and  that  they  have  entered  upon  their  labors  with  a 
determination  to  make  their  investigations  in  the  most  thorough 
manner. 

Elgerton*8  Oxy-Hydro-Carbon  Light.— At  the  June  meeting 
of  the  Institute,  this  invention  was  exhibited  and  described.  It  con- 
sists of  a  small  copper  vessel,  placed  immediately  over  the  flame  of 
a  jet,  arranged  as  in  the  ordinary  oxy-hydrogen  light  and-so  connected 
with  a  reservoir  that  hydro-carbon  oil  can  be  fed  into  it  as  required.. 
The  heat  of  the  flame  converts  the  oil  into  vapor  of  high  tension,  which 
is  carried  to  a  chamber  of  about  one-half  cubic  inch  capacity  at  the 
base  of  the  jet  where  it  mingles  with  oxygen  and  is  burned  in  the 
ordinary  jet,  and  the  flame  projected  against  a  piece  of  lime,  as  in  the 
oxy-hydrogen  light.  In  order  to  start  the  light  it  is  necessary  to  first 
heat  the  generator  with  a  spirit  lamp,  until  vapor  is  produced,  when 
the  oxygen  is  turned  on  and  the  spirit  lamp  withdrawn.  The  inventor 
claims  that  the  light  thus  produced  is  more  brilliant  and  cheaper  as 
well  as  more  convenient,  where  it  is  diflScult  to  obtain  ordinary  illu- 
minating gas. 

American  Association  for  the  Advancement  of  Science. 

— From  the  circular  just  issued  by  Professor  Putnam,  the  permanent 
secretary,  we  learn  that  the  twenty-fourth  annual  meeting  of  the 
American  Association  for  the  Advancemeiit  of  Science  will  open  at 
Detroit,  on  Wednesday  morning,  August  11th,  1875,  at  ten  o'clock. 
Present  appearances  indicate  one  of  the  largest  meetings  the  associa- 
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tion  has  ever  held.  As  it  is  the  first  meeting  under  the  new  consti- 
tution, adopted  at  Hartford,  it  is  believed  that  many  of  the  evils 
noticeable  in  former  meetings  will  be  remedied,  and  that  the  efficiency 
of  the  association  as  a  whole  will  be  largely  increased.  It  will  be 
remembered  that  at  the  chemical  centennial,  held  at  Northumberland 
last  year,  a  movement  was  made  toward  the  formation  of  a  chemical 
section  in  the  American  Association.  At  Hartford,  the  proposition 
was  favorably  received,  and  a  permanent  sub-section  of  Section  A 
was  formed,  devoted  to  chemistry,  chemical  physics,  chemical  tech- 
nology, mineralogy,  and  metallurgy.  It  is  hoped  that  all  who  are 
interested  in  the  above  subjects,  especially  those  who  are  engaged 
in  the  larger  chemical  and  metallurgical  industries,  will  be  present 
at  Detroit  and  make  the  new  sub-section  of  chemistry  a  success. 
The  officers  of  the  sub-section  are  permanent  officerp,  being  elected 
at  the  meeting  previous  to  the  one  at  which  they  are  to  serve. 
Professor  S.  W.  Johnson,  of  Yale  College,  is  President,  and  Pro- 
fessor F.  W.  Clarke,  of  Cincinnati,  is  Secretary  of  the  Chemical 
sub-section  for  the  Detroit  meeting.  Beside  this,  a  special  gathering 
of  Entomologists  is  expected,  and  the  entomologists  and  archaeolo- 
gists intend  to  organize  a  section  of  anthropology.  The  local  organiza- 
tion at  Detroit  is  most  complete,  and  it  is  clear  that  nothing  will  be 
wanted  to  make  the  meeting  a  noteworthy  one  socially,  as  it  now 
promises  to  be  intellectually. 

The  Flat-footed  or  Tee  Bail. — The  following  letter  addressed 
to  the  President  of  the  Institute  was  read  at  the  stated  meeting,  for 
June,  and  will  prove  of  interest  as  it  seems  to  establish  beyond  doubt 
the  fact  of  Mr.  Stevens  being  the  original  designer  of  the  flat-footed, 
pr,  as  it  is  more  commonly  known  in  this  country,  the  Tee  rail,  and 
not  Charles  B.  Vignoles,  late  President  of  the  Institute  of  Civil 
Engineers  of  England,  as  is  commonly  believed  in  Europe. 

Dear  Sir : — I  herewith  send  you  two  pieces  of  rail,  one  nickled, 
the  other  plain,  just  as  cut  from  the  rail.  I  present  them  to  the  In- 
stitute as  specimens  of  what  we  may  call  un  historical  rail;  they 
are  cut  from  one  of  the  first  flat-footed  rails  ever  rolled.  This  rail  was 
designed  in  1830,  by  Robert  L.  Stevens,  of  New  Jersey,  for  the 
Camden  and  Amboy  Railway,  was  rolled  in  1831,  and  laid  in  1832. 
Many  of  these  rails  I  saw  laid.  I  now  bring  this  rail  to  your  atten- 
tion, chiefly  to  show  that  Mr.  Stevens  was  the  designer  and  origin- 
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ator  of  the  first  flat-footed  rail,  a  rail  now  known  throughout  all  Europe 
as  the"  Vignoles"  rail.  As  the  flat-footed  rail  has  been  adopted  by. 
every  country  in  the  world,  but  England,  it  is  not  out  of  place  for 
us  to  give  the  credit  to  whom  it  undoubtedly  belongs.  This  original 
Camden  and  Amboy  rail  is  worthy  of  some  attention  on  account 
of  its  superior  quality,  some  of  these  rails  having  done  service  in  the 
main  tracks  for  about  twenty  years,  and  an  additional  service  in 
side  tracks  for  twenty  years  more. 

I  was  informed,  some  years  since,  by  the  local  Supt.  of  the. 
Camden  and  Amboy  Railway,  that  the  quality  of  iron  in  this  rail  is 
so  good,  that  when  they  wished  a  hundred  tons  of  good  bar  iron  they 
took  these  rails  from  the  track  and  had  them  rolled  into  bar  iron. 

Another  point  worthy  of  notice  in  the  design  of  this  rail  of  Mr.- 
Stevens,  and  carried  out  in  construction,  is  that  it  had  the  first  ap- 
proach to  the  "Fish-plate,**  now  in  general  use.  The  ends  of  the 
rails  had  one  bolt-hole  in  each  end ;  the  ends  were  connected  by 
plates  and  bolts,  and  difiered  only  from  the  fiih  plates  of  the  present 
day  by  having  one  bolt,  instead  of  two,  in  each  end  of  each  rail/ 
This  end  plate,  or  connecting  link,  is  shown  in  the  original  design  of 
Mr.  Stevens,  in  the  circular  he  addressed  to  the  mill-owners,  in  Eng-  ' 
land,  in  1833,  a  photo-printed  copy  of  which  I  sen  1  you.  This  ori- 
ginal design  shows  it  was  intended  to  have  a  bulge,  or  widening  of 
the  lower  flange  every  two  feet,  where  it  rested  on  a  sleepor,  but  as 
there  were  mechanical  diflSculties  in  the  way  of  rolling  this  rail,  Mr. 
Stevens  altered  the  design  to  the  pattern  of  which  I  sen  i  you  pieces. 

I  am,  Dear  Sir,  yours  most  sincerely, 

W.  W.  Evans, 

M.  Am.  Society  Oivil  Eagineerg^ 
M.  ImL  Civil  Engineers. 

We  give  also  a  copy  of  the  letter  of  Mr.  Frank  Tiiompson,  Gen- 
eral Manager,  Pennsylvania  Railroad  Gjmpany,  accompanying  A 
piece  of  the  rail. 

Pennsylvania  Railroad  Company. 

Philadelphia,  February  27,  1875. 

Thomas  C.  Clarke,  Esq. 

Dear  Sir: — I  take  pleasure  in  forwarding  you  one  yard  of  the  rail 
known  as  Mr.  St<^vens*  pattern,  laid  in  1832  on  the  Camden  and  Am- 
boy Railway.  Trie  following  is  a  quotation  from  a  letter  from  the 
Superintendent  of  the  Amboy  Division,  indicating  that  the  rail  has 
really  been  in  service  for  about  40  years. 
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"  No  record  to  enable  us  to  tell  when  the  piece  of  iron  was  taken 
from  the  main  track.  My  recollection  is  that  it  was  all  replaced 
about  1852  or  1853.  The  piece  sent  you  was  probably  on  the  main 
track  for  about  twenty  years,  and  in  a  siding  for  about  twenty 
years  more." 

"  Yours,  Respectfully, 

*'  Frank  Thompson,  General  Manager." 

The  cuts  given  are  fac-similes  of  the  drawings  in  the  circular  sent 
to  mill  owners  by  Mr.  Stevens  in  1830. 

Water  Works  and  Drainage  at  Atlantic  City.— The  geo- 
logical formation  of  the  island  on  which  Atlantic  City  is  situated, 
does  not  furnish  water  suitable  for  cooking  and  drinking,  and  it  has 
been  necessary  to  use  rain  water  stored  in  cisterns  for  these  and 
other  domestic  purposes.  This  source  of  supply  being  both  expen- 
sive and  unreliable,  and  the  want  of  an  ample  supply  of  water  as 
protection  against  fire,  has  led  the  Camden  and  Atlantic  Railroad 
•  Co.  to  take  steps  towards  the  erection  of  water  works. 

It  is  proposed  to  take  the  water  from  Absecom  Creek,  at  the  gristmill 
of  A.  Doughty,  situated  about  8  miles  from  Atlantic  City,  where 
there  is  a  fall  of  5  feet.  At  this  point  it  is  proposed  to  place 
two  turbine  wheels,  each  driving  two  piston  pumps,  forcing  the 
water  through  a  16-inch  main  pipe,  to  a  standpipe  14  feet  in  diameter, 
and  100  feet  high,  located  at  some  convenient  point  in  the  town. 

These  pumps  are  to  have  a  combined  capacity  of  500,000  gallons 
per  day,  under  a  head  of  80  feet  in  the  standpipe,  which  will  be  an 
ample  supply  for  9  months  of  the  year.  The  two  wheels  will  be  so 
controlled  by  a  governor,  operated  by  the  pressure  in  the  main  pipe, 
that  both  will  run  until  the  head  reaches  80  feet,  when  one  will  stop 
and  remain  so  as  long  as  the  other  can  maintain  it  at  that  point* 
The  second  wheel  will  continue  to  run  until  the  head  reaches  100  feet, 
when  it  also  will  stop — the  wheels  starting  again  as  the  head  falls  be- 
low the  points  named. 

A  larger  supply  being  required  during  the  summer  and  in  case  of 
fire,  there  will  be  located  in  the  town,  near  the  standpipe,  a  steam 
pumping  engine,  which  shall  take  suction  from  the  16-inch  main,  and 
maintains  a  head  of  100  feet  in  the  standpipe,  the  water  wheels  running 
at  the  same  time  to  overcome  the  friction  in  the  eight  miles  of  main 
pipe. 

For  fire  service,  the  connection  with  the  standpipe  will  be  cut  off, 
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and  the  water  forced  directly  through  the  distributing  main  under  a 
pressure  of  one  hundred  pounds  per  square  inch,  which  will  be  suffi- 
cient to  throw  water  over  the  highest  buildings,  by  connecting  the 
hose  directly  to  the  hydrants.  The  arrangement  by  which  this 
change  is  made,  and  the  governor  controlling  the  action  of  the  water 
wheels,  are  the  inventions  of  Mr.  H.  P.  M.  Birkinbine,  by  whom  the 
designs  for  the  entire  works  are  being  prepared.  The  whole  cost  of 
the  works,  not  including  the  real  estate,  is  estimated  at  $180,000. 
The  Railroad  Co.  asks  the  co-operation  of  the  citizens  and  property 
owners,  both  for  the  raising  of  the  funds  and  that  they  may  have  a 
voice  in  the  management  of  the  works,  but  we  are  informed  that  it 
will  probably  build  the  works  even  if  the  citizens  do  not  take  part  in 
the  enterprise. 

Another  much  needed  improvement  is  the  main  sewer  proposed  to  be 
built,  beginning  at  a  point  near  where  the  road  bridge  crosses  Seach- 
thoroughfare,  thence  through  Florida,  Atlantic,  and  Massachusetts 
Avenues  to  Clam  Creek,  a  distance  of  13,000  feet.  The  bottom  of 
this  main  sewer  is  to  be  one  foot  below  low  tide,  and  to  be  five  feet 
high  in  the  clear.  The  distance  between  the  ends  of  this  sewer  by 
the  course  it  takes,  being  about  three  miles  less  than  by  the  channel 
of  the  natural  water  course,  it  is  believed  that  the  ordinary  flow  will 
keep  it  clear,  but  to  secure  a  more  certain  and  rapid  action,  it  is  de- 
signed to  construct  gates  or  valves  at  either  end  of  the  sewer,  to  be 
closed  when  the  tide  is  high  and  the  sewer  full  of  water,  and  opening 
them  alternately  when  the  tide  is  low.  This  system  of  flushing,  we 
are  told,  has  been  in  use  for  several  years  in  Charleston,  and  has 
proved  very  satisfactory.  The  total  cost  of  the  main  sewer  is  estima- 
ted at  from  seventy  to  ninety  thousand  dollars.  The  branch  sewers 
to  be  paid  for  by  the  property  immediately  benefited. 

K. 

Faton  and  Harris'  Fyroletori  for  the  Extinction  of  Fire 
on  Board  Ships. — Under  the  supervision  of  Dr.  B.  Carter  Mofiat, 
who  conducted  the  experiments,  a  large  party  of  gentlemen  connected 
with  shipping  and  the  Board  of  Trade  assembled  at  Greenhithe,  near 
Gravesend,  recently,  to  witness  the  power  of  the  pyroletor  to  ex- 
tinguish fire  in  closed  places.  The  pyroletor  consists  of  a,  small  dou- 
ble pump  worked  by  hand,  which  sucks  up  from  tubes  on  either  side 
of  it  strong  muriatic  acid. and  a  solution  of  bicarbonate  of  soda,  which 


Digitized  by  VjOOQ  IC 


8  Editorial 

commingle  in  a  generator  forming  part  of  the  pump,  and  the  carbonic 
acid  gas  and  solution  of  salt  pass  at  once  down  a  metal  pipe  to  the 
hold,  along  whose  keelson  runs  a  perforated  wooden  box  which  admits 
of  the  gas  passing  through  to  the  burning  material.  The  agent, 
therefore,  for  the  extinction  of  fire  is  dry  carbonic  acid  gas,  which 
has  no  action  on  cargo.  A  well-appointed  steamer  convejed  the 
party  from  Blackwall  to  Greenhithe,  where  a  large  wooden  barge  had 
been  prepared  for  the  experiments*  Its  entire  hold  was  covered  to  a 
depth  of  several  feet  with  wood  shavings,  cotton- waste  saturated  with 
turpentine,  and  naphtha.  A  temporarily-raised  and  by  no  means  air- 
tight wooden  deck,  with  loosely-fitting  boards,  formed  the  wide  hatch- 
way covering.  After  the  apparatus  had  been  explained  by  Dr.  Moffat, 
its  action  as  a  common  wash-deck  pump  and  fire-engine  for  fire  above 
board  had  been  observed,  when  it  acted  very  efiSciently,  throwing 
water  a  distance  of  at  least  30  feet,  the  pipes  to  the  chemicals  were 
attached,  and  the  signal  given  to  set  fire  to  the  inflammable  materials 
in  the  hold.  Immediately  the  flames  ran  along  the  entire  cargo  and 
issued  above  the  temporary  deck,  which  was  then  covered  with  boardi 
iog.  The  pyroletor  having  been  brought  into  action,  and  although! 
nearly  half  a  gale  of  wind  was  blowing,  the  fire  was  completely  ex- 
tinguished in  four  minutes.  The  experiments  were  so  completely 
successful,  and  the  efiSciency  of  the  apparatus  so  apparent,  that  the 
party  at  once  agreed  to  sign  a  memorial  to  ask  Government  to  com- 
pel all  long-passage  ships  conveying  passengers  and  cargo  to  carry 
one  of  these  instruments.  It  is  computed  that  a  1200-ton  ship  re- 
quires about  half-a-ton  of  each  of  the  chemicals,  which,  with  their 
packages,  cost  about  X20. — Chemical  New9 
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Hall  op  the  Institute,  June  16ih,  1875. 

The  stated  meeting  of  the  Institute  was  called  to  order  at  8  o'clock, 
P.  M.,  Vice-President  B.  H.  Moore  in  the  chair. 

The  attendance  was  very  large,  the  room  being  crowded  to  excess, 
and  many  members  not  able  to  gain  admittance. 
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The  minutes  of  the  stated  meeting  for  May  were  read  and  approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  their  meeting  held  on  the  9th  inst.,  there  were 
12  persons  elected  members,  and  the  following  donations  made  to 
the  library  : 

Report  of  the  Superintendent  of  the  United  States  Coast  Survey, 
showing  the  Progress  of  the  Survey  during  the  year  1871.  Wash- 
ington, 1874.     From  C.  P.  Patterson,  Supt.  U.  S.  C.  S. 

Report  of  the  Permanent  Committee  of  the  First  International 
Meteorological  Congress  at  Vienna,  for  the  year  1874.  From  the 
Meteorological  Committee.    London. 

Notes  on  Public  Works  in  the  United  States  and  Canada,  including 
a  description  of  the  St.  Lawrence  and  Mississippi  Rivers  and  their 
Main  Tributaries.  By  Sir  Charles  A.  Hartley,  M.  Inst.  C.E.  From 
the  Author. 

Bulletin  of  the  United  States  Geological  and  Geographical  Survey 
of  the  Territories.  Bulletin  No.  2.  From  the  Department  of  the 
Interior.     Washington. 

Bulletin  of  the  United  States  Geological  and  Geographical  Survey 
of  the  Territories.  Bulletin  No.  8.  From  the  Department  of  the 
Interior.     Washington. 

Ueber  die  Wasserabnahme  in  den  Quellen,  Fliissen  und  Ste'omen 
bei  gleichzei tiger  Steigerung  der  Hochwasser  in  den  Culturlandern. 
Von  Guatav  Wex.     Wein,  1873.     From  the  Author. 

Annales  des  Ponts  et  Chauss^es,  for  May,  1875.  From  the  Edi- 
tor.    Paris. 

Annual  Report  of  the  Committee  of  Management  of  the  Man- 
chester Steam  Users'  Association,  1874.     From  the  Association. 

Annual  Report  of  the  Chief  Engineer  of  the  Water  Department  of 
the  City  of  Philadelphia,  for  the  year  1874.  From  Wm.  H.  McFad- 
den.  Chief  Engineer. 

Minutes  of  the  Proceedings  of  the  Institution  of  Civil  Engineers, 
with  other  selected  and  abstracted  papers.  Vol.  39.  By  James 
Forrest.     From  the  Society. 

English  Patent  Specifications  for  1873  and  1874,  with  an  Index  q{ 
Patents  and  Patentees  for  1872.  And  the  following  Abridgements 
of  Specifications: 

Milking,  Churning  and  Cheese-Making,  A.  D.  1777-1866.  Lon- 
don, 1874. 
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Drains  and  Sewers ;  including  the  Manufacture  of  Drain  Tiles  and 
Pipes.    A.  D.  1619-1866.     London,  1874. 

Anchors,  A.  D.  1796-1866.     London,  1874. 

Mining,  Quarrying,  Tunneling  and  Well  Sinking,  A.  D.  1688- 
1866.     London,  1874. 

Masts,  Sails,  Rigging,  etc.,  including  apparatus  for  raising  and 
lowering  ship's  boats,  A.  D.  1625-1866.     London,  1874. 

Wearing  Apparel,  Division  1.  Head  Ccrverings,  A.  D.  1637-1866. 
London,  1874. 

Metallic  Pipes  and  Tubes,  A.  D.  1741-1866.     London,  1874. 

Electricity  and  Magnetism  ;  their  generation  and  applications. 
Part  2.     A.  D.  1858-1866.     London,  1874. 

Hydraulics,  A.  D.  1617-1866.  London,  1874.  From  the  Com- 
missioner  of  Patents  of  Great  Britain. 

Index  to  the  Commissioner  of  Patents  Journal,  for  1874.  Index 
to  Foreign  Scientific  Periodicals  contained  in  the  Free  Public  Library 
of  the  Patent  OflSce.  Indexes  of  Authors  and  Subjects  for  1872. 
Chronological  and  Descriptive  Index  of  Patents  applied  for,  and  Pa- 
tents granted,  in  1874.  List  of  Specifications  and  other  Publications  is- 
sued weekly,  for  1874.  From  the  Commissioner  of  Patents.  Great 
Britain. 

Lecture  on  the  late  Improvements  in  Steam  Navigation  and  the 
Arts  of  Naval  Warfare,  with  a  brief  notice  of  Ericsson's  Caloric  En- 
gine.    By  John  0.  Sargent.     From  Mary  A.  Cox.     Philadelphia. 

Observations  on  the  best  means  of  Propelling  Ships.  By  Alex- 
ander S.  Byrne.     New  York,  1841.     From  Mary  A.  Cox.     Phila: 

The  Actuary  also  reported  that  in  accordance  with  the  recommen- 
dation of  the  Committee  on  Science   and  the  Arts,  the   Board  of 
Managers  have  awarded  the  Scott  Legacy  Medal  and  Premium  to  . 
E.  A.  Goodes  for  his  improvement  in  Sewing  Machines. 

The  Secretary  read  a  letter  from  W.  S.  Stokley,  Mayor  of  the 
city,  transmitting  to  the  Board  a  certified  copy  of  the  following  or- 
dinance, approved  June  5th,  1875. 

''  An  ordinance  to  appoint  a  commission  on  supply  of  water  of  the 
City  of  Philadelphia : 

"  Sec.  1.  The  Select  and  Common  Councils  of  thi?  City  of  Phila- 
delphia do  ordain,  That  the  Mayor  be  requested  to  appoint  a  Com- 
mission of  five  scientific  and  practical  engineers,  to  be  selected  by 
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him  from  not  less  than  eight  names,  'which  are  to  be  recommended  by 
the  Bo^rd  of  Managers  of  the  Franklin  Institute,  to  whom,  in  con- 
nection with  the  Chief  Engineer  of  the  Water  Department,  shall  be 
referred  the  entire  subject  of  the  present  and  future  water  supply  of 
the  City  of  Philadelphia,  and  to  report  their  views  to  Councils. 

^*  Sec.  2.  That  the  sum  of  one  thousand  dollars  be,  and  the  same  is 
hereby  appropriated  to  pay  the  expenses  of  the  above  commission, 
and  warrants  shall  be  drawn  by  the  Chief  Engineer  of  the  Water 
Department  in  conformity  with  existing  ordinances." 

The  following  communication  to  the  Mayor,  showing  the  action 
taken  by  the  Board,  was  also  read : 

Franklin  Institute,  June  10th,  1875. 
"  To  the  Honorable  W.  S.  Stokley,  Mayor  of  Philadelphia  :— 

^'  Sir  :  I  have  the  honor  to  transmit  herewith  the  names  of 
the  eight  engineers,  recommended  by  the  Board  of  Managers  of  the 
Franklin  Institute,  at  a  meeting  held  June  9th,  1875,  in  accordance 
with  an  ordinance  to  '  Appoint  a  commission  on  Supply  of  Water  for 
the  City  of  Philadelphia,'  approved  June  5th,  1875. 

^^  The  names  are  as  follows : 

Fairman  Sogers,  James  E.  Smith, 

Wm.  E.  Morris,  Solomon  W.  Roberts, 

W.  MiLNOR  Roberts,  W.  Hassel  Wilson, 

Frederick  Graef,  Wm.  J.  McAlpine. 


Respectfully, 


D.  S.  HoLMAN,  Actuary. 


The  Secretary  also  read  the  following,  from  the  minutes  of  the 
meeting  of  the  Board,  held  on  the  1st  inst. 

"  The  Treasurer  reported  that  he  had  received  to-day,  from  the  ex- 
ecutors of  Asa  Whitney,  twelve  shares  of  the  stock  of  the  Railway 
Equipment  Trust  of  Pennsylvania,  for  one  thousand  dollars  each, 
bearing  eight  per  cent,  per  annum  interest,  and  five  hundred  dollars 
in  cash,  making  in  all  twelve  thousand  five  hundred  dollars,  being  in 
full  for  the  legacy  given  to  the  Institute  by  the  will  of  Mr.  Whitney; 
and  that  the  family  of  Mr.  Whitney  had  paid  the  collateral  inheri- 
tance tax  on  said  legacy,  amounting  to  six  hundred  and  twenty-five 
dollars,  whereby  the  Institute  had  received  the  whole  amount  of  the 
benefaction,  free  of  any  charge. 
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"  And,  on  motion  of  Mr.  Fraley,  it  was 

"  Resolved^  That  the  Secretary  of  the  Institute  be  requested  to  pre- 
sent thanks  to  the  family  of  Mr.  Whitney  for  their  liberal  gift  of  the 
collateral  inheritance  tax  on  the  legacy  of  Mr.  Whitneyj  and  to  ac- 
knowledge the  receipt  of  the  bequest  as  reported  by  the  Treasurer." 

The  Secretary  stated  that  the  printing  of  the  Report  of  the  late 
Exhibition  had  so  far  progressed  that  it  will  be  ready  for  distribu- 
tion in  a  few  days. 

The  Secretary  then  presented  his  Report  on  Novelties  in  Science 
and  the  Mechanic  Arts,  which  embraced  a  paper  barrel,  the  invention 
of  M.  N.  Keely;  a  new  street  car  starter,  the  joint  invention  of 
Chas.  J.  Shdin  and  Geo.  L.  Waite;  a  new  method  of  canceling  post- 
age stamps,  invented  by  John  Shinn;  a  new  mail  bag  fastener, 
by  Geo.  0.  Clark ;  an  automatic  car  brake,  by  Thos.  E.  Thompson  ; 
and  a  piece  of  flat-bottomed  or  Tee  rail,  from  one  of  the  first  ever 
made,  having  been  designed  by  Robt.  L.  Stevens  in  1830,  rolled  in 
1831,  and  laid  on  the  Camden  and  Amboy  Railroad  in  1832,  and  had 
been  in  service  40  years. 

The  Secretary  then  described  with  the  aid  of  diagrams  and  pic- 
tures on  the  screen,  the  fall  of  the  bridge  across  the  Big  Black  River, 
on  the  line  of  the  railroad  leading  from  Vicksburg  to  Jackson,  Miss.* 

The  Secretary  projected  on  the  screen  a  number  of  views,  show- 
ing the  progress  on  the  Centennial  Buildings,  and  also  described  his 
improved  method  of  illustrating  the  dissection  or  negative  crystalliza- 
tion of  ice. 

Prof.  Geo.  F.  Barker  was  then  invited  to  describe  his  new  Lecture 
Galvanometer,  which  he  did,  giving  a  number  of  illustrations  of  its 
delicacy  and  general  adaptability  to  lecture  purposes. 

The  new  oxy-hydro-carbon  light,  invented  by  N.  H.  Edgerton, 
was  described,  and  its  illuminating  power,  as  compared  with  the 
lime  light,  was  shown  by  projecting  pictures  on  the  screen. 

Prof.  Barker  then  described  and  gave  some  illustrations  of  the  pow- 
er of  the  Gramme  Magneto-Electric  Machine,  which  was  placed  on 
the  stage  and  driven  by  a  Shapley  steam  engine;  both  of  which  will 
be  found  described  in  the  Journal  for  June,  1875. 

Ou  motion  the  meeting  then  adjourned. 

J.  B.  Knight,  Secretary. 

*  An  aooount  of  this,  by  Wm.  E.  Morris,  C.E.,  will  be  found  elsewhere  in  this  No. 
of  the  Journal. 
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The  Challenger's  Scientific  Work  in  the  West  Pacific— 

The    following   is   a   short    account   of  the   scientific   work  of  the 
Challenger  in  the  West  Pacific  Ocean  : — 

We  established  seven  deep-sea  observing  stations  between  Mindanao 
and  the  Admiralty  Islands,  and  at  each  of  these  we  sounded,  took 
samples  of  the  bottom,  took  a  series  of  temperatures  at  different 
depths,  and  got  specimens  of  water  from  surface,  the  bottom,  and 
intermediate  depths,  for  the  determination  of  the  specific  gravity  and 
for  chemical  analysis.  At  five  of  the  seven  stations,  the  trawl  was 
sent  down  and  a  fair  representation  of  the  deep  sea  fauna  was  procured. 
The  greatest  depth  on  this  line — 2,500  fathoms — we  found  between 
the  Molucca  Passage  and  the  Pellew  Islands.  The  samples  of  bottom 
varied  in  character  according  to  the  depth,  very  much  as  in  the 
Atlantic.  The  average  temperature  of  the  sea  surface  during  this 
part  of  the  cruise  was  82  5  deg.  Fahrenheit.  The  serial  temperature 
soundings  seem  to  show  that  a  great  part  of  the  Western  Pacific  is 
not  entirely  in  free  communication  with  the  Southern  Sea,  for  the 
water,  after  sinking  rapidly  in  temperature  until  it  reaches  34  5  deg. 
Fahr.,  at  a  depth  of  1,500  fathoms,  maintains  that  temperature  for 
all  the  greater  depths.  The  section  from  the  Philippines  to  the 
Admiralty  Islands  may  be  considered  to  have  been  taken,  roughly, 
along  the  Equator,  as  it  was  all  between  lat.  5  deg  N.  and  lat.  3  deg. 
3  min.  S.  The  section,  2,250  miles  long,  from  the  Admiralty  Islands 
to  Japan,  was  practically  meridional.  The  observing  stations  in  the 
second  section  were  12  in  number,  and  pretty  regularly  distributed 
with  regard  to  distance.  The  greatest  depth  was  found  on  the 
23rJ  of  March  in  4,575  fathoms.  This  is  the  deepest  trustworthy 
sounding  on  record,  with  the  exception  of  two  taken  by  the  Tuscarora, 
off  the  east  coast  of  Japan,  in  4,643  and  4,655  fathoms  respectively, 
but  no  sample  of  the  bottom  was  procured  on  either  of  these  occasions. 
The  sounding  in  4,575  fathoms  was  taken  in  the  morning.  Only  a 
very  small  sample  of  the  bottom  came  up,  and  the  depth  was  so  un- 
expected that  it  was  decided  to  repeat  the  sounding  to  avoid  all 
possibility  of  error.  In  the  meantime  the  ship  had  drifted  a  little, 
and  the  second  sounding,  which  was  most  satisfactory  in  every  respect, 
gave  4,475  fathoms.  The  tube  of  the  sounding  machine  contained  an 
excellent  sample  of  the  bottom,  which  was  of  a  very  peculiar  character, 
consisting  almost  entirely  of  the  siliceous  shells  of  Badiolaria. .  Three 
out  of  four  Miller-Casella. thermometers  sent  down  to  these  depths' 
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Tvere  crushed  to  piecee  by  the  enormous  pressure  they  had  to  bear — 
between  five  and  six  tons  on  the  square  inch ;  the  fourth  withstood  the 
pressure,  and  registered,  when  corrected  for  the  pressure,  at  1,600 
fathoms,  the  usual  temperature  for  that  depth,  34*5  deg.  Fahr.,  so 
that  at  that  place  there  is  a  layer  of  water  at  that  uniform  tempera- 
ture occupying  the  bottom  of  the  ocean  trough  of  the  enormous 
thickness  of  3,075  fathoms  (18,450  feet).  The  soundings  in  this 
section  were  usually  deep.  They  commenced  near  Admiralty  Island, 
with  a  depth  of  1,100  fathoms,  and  a  characteristic  globigerina  ooze. 
The  next  sounding  gives  us  *'red  clay  '*  at  2,670  fathoms,  and  this  is 
continued  at  like  depths  until  we  reach  the  western  verge  of  the 
Carolines,  where  we  have  "  gray  ooze  "  at  2,325  fathoms  and  "globig- 
erina ooze "  at  1,850.  Between  the  Carolines  and  the  Ladrones 
there  is  the  sounding  in  4,575  fathoms,  '*  red  clay,"  with  its  character 
almost  entirely  masked  by  the  quantity  of  siliceous  shells.  We  then 
pass  again  into  typical  '*  red  clay  "  which  covers  a  vast  plateau, 
almost  level,  at  2,400  fathoms,  extending  from  lat.  15  deg.  N.  to 
Japan.  The  observations  made  in  this  section,  taken  in  connection 
with  others  made  elsewhere,  would  seem  to  point  to  the  following 
law  : — That "  globigerina  ooze  " — a  rapidly  forming  deposit,  contain- 
ing the  whole  of  the  abundant  carbonate  of  lime  of  the  shells  of  the 
foraminifera  living  on  the  surface  and  beneath  it,  and  consequently 
consisting  of  almost  pure  carbonate  of  lime — generally  occupies  depths 
under  2,000  fathoms  in  the  ocean ;  that  beyond  this  depth,  the  pro- 
portion of  the  calcareous  matter  is  gradually  diminished,  and  the 
doposit,  which  now  contains  a  considerable  amount  of  clay,  goes 
under  the  name  of  gray  ooze  ;  that  at  2,600  fathoms  the  calcareous 
matter  has  almost  entirely  disappeared,  and  we  have  the  purest  form 
of  "red  clay,'*  a  silicate  of  alumina  and  iron  with  siliceous  tests  of 
animals ;  that  from  this  point  the  ^*  clay  "  decreases  in  proportion, 
and  the  siliceous  shells  increase,  until  at  extreme  depths  the  ^'clay  " 
is  represented  by  little  more  than  a  red  cement,  binding  the  shells 
together.  As  to  the  transition  from  the  "globigerina  ooze  "  to  the 
"  red  clay,'*  it  is  due  to  the  removal  of  the  lime  of  the  globigerina 
shells  by  water  and  carbonic  acid,  or  in  some  other  way ;  the  appar- 
ent disappearance  of  the  "red  clay"  is  a  fallacy  produced  by  the 
increased  proportion  of  the  siliceous  shells.  It  has  now  been  ascer- 
tained by  the  use  of  the  tow-net  at  great  depths  that  radiolarians 
and  diatoms  inhabit  the  water  all  the  way  down,  and  are  probably 
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more  abundant  at  greater  depths ,  and  it  follows  from  this  that  four 
times  more,  at  least,  must  die  and  shed  their  tests  in  4,000  fathoms 
than  in  1,000  fathoms. 

The  most  marked  temperature  phenomenon  observed  in  these  two 
sections  was  the  presence  of  a  surface  layer  of  water  of  an  average 
depth  of  80  fathoms,  and  a  temperature  above  77  deg.  Fahr.,  extend » 
ing  northwards  from  the  coast  of  New  Guinea  about  20  deg.,  and 
westward  as  far  as  the  meridian  of  the  Pellew  Islands.  The  greater 
part  of  this  huge  mass  of  warm  water  is  moving  with  more  or  less 
rapidity  to  the  westward.  The  trawl  was  used  seven  times  between 
New  Guinea  and  Japan,  but,  owing  to  the  great  depth  and  the  nature 
of  the  sea-bottom,  the  results  were  not  large.  Nearly  every  haul 
brought  up,  besides  a  few  of  the  characteristic  deep-sea  creatures, 
lumps  of  water-logged  pumice,  many  of  them  with  small  shells 
attached. — English  Mechanics'  World  of  Science, 

Preservation  of  Plaster  Casts. — Sir,  The  thorough  saturation 
of  plaster  in  melted  paraffin  will,  I  have  reason  to  believe,  preserve  it 
from  the  weather  in  this  country.  An  example  so  treated  by  me  lay 
for  some  years  on  a  marble  block,  in  my  garden  here,  in  the  open  air, 
and  remained  uninjured.  On  the  occasion,  a  good  many  years  since, 
of  a  fancy  fair  for  the  benefit  of  the  Female  School  of  Art,  connected 
with  South  Kensington,  I  contributed  several  specimens  of  small  art 
works  thus  treated.  This  application  of  paraffin  to  plaster  works  of 
art  was  subsequently  to  this  tried  on  a  larger  scale  at  South  Kensing- 
ton, without  however  any  consultation  with  me,  but  from  the  want  of 
proper  treatment,  it  resulted  in  failure.  The  examples  1  have,  and 
am  ready  to  show,  are  apt  to  get  rather  too  yellow,  like  yellow  ivory, 
but  my  friend,  Mr.  G.  F.  Wilson,  F.R.S.,  who  obtained  the  paraffin 
for  me  in  the  first  instance,  tells  me  he  thinks  that  if  it  were  quite 
pnre,  it  would  retain  its  color. 

The  mode  of  saturation  is  no  secret,  as  it  is  similar  to  that  employed 
in  the  saturation  of  plaster  casts  in  stearine.     1  am,  etc., 

John  Bell. 

16  Douro  Place,  Victoria-road,  Kensington,  W,  June  12,  1876. 

P.  S. — The  paraffin  hardens  the  plaster  so  much  that  the  nail  will 
scarcely  scratch  it.  It  increases  its  weight  considerably,  and  gives  it 
an  appearance  approaching  transparency,  like  ivory,  and  preserves  it 
in  repeated  washings. — Journal  of  the  Society  of  Arts. 
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Editorial. 


Centennial  Exhibition. — The  Art  Gallery,  of  which  we 
illustratioDS,  is  a  permanent  building,  the  funds  for  its  erection 
ing  been  appropriated  by  the  State  of  Pennsylvania  and  the  Cit 
Philadelphia,  on  condition  that  it  shall  remain  as  a  memorial  o 
great  exhibition.     It  is  located  on  a  line  parallel  with  and  north 
of  the  Main  Exhibition  Building,  on  the  most  commanding  porti 
great  Lansdowne  Plateau  and  looks  southward  over  the  city, 
elevated  on  a  terrace  six  feet  above  the  general  level  of  the  platei 
the  plateau  itself  being  an  eminence  lit)  feet  above  the  surface  o 
Schuylkill  River.     The  entire  structure  is  in  the  modern  renaiss 
The  materials  are  granite,  glass  and  iron,  no  wood  being  used  in 
construction,  the  building  is  thoroughly  fire-proof.     It  is  865  fe« 
length,  210  feet  in  width,  and  59  feet  in  height,  over  a  spacious  h 
ment  12  feet  in  height,  surmounted  by  a  dome. 

The  main  frdnt  looks  southward ;  it  displays  three  distinctive 
tures : 

Ist.  The  central  section,  95  feet  long,  72  feet  high,  in  which  is 
main  entrance,  70  feet  wide,  consisting  of  three  colossal  arched 
ways,  40  feet  high  and  15  feet  wide,  opening  into  a  hall,  and! 
preached  by  a  flight  of  thirteen  steps.     Between  the  arches  of 
doorways  are  clusters  of  columns  terminating  in  emblematic  deal 
illustrative  of  science  and  art.     The  doors,  which  are  of  iron,  an 
lieved  by  bronze  panels,  having  the  coats-of-arms  of  all  the  S 
and  Territories.     In  the  centre  of  the  main  frieze  is  the  United  S 
coat-of-arms;  the  main  cornice  is  surmounted  by  a  balustrade 
candelabras ;  and  at  either  end  is  an  allegorical  figure  represen 
science  and  art. 

2d.  A  pavilion  at  each  endj  45  feet  long,  60  feet  high,  each 
playing  a  window  30  feet  high  and  12  feet  wide;  it  is  also  orname 
with  tile  work,  wreaths  of  oak  and  laurel,  13  stars  in  the  frieze, 
a  colossal  eagle  at  each  of  its  four  corners. 

3d.  Two  arcades,  each  90  feet  long,  40  feet  high,  connecting 
pavilions  with  the  central  section,  and  consist  of  five  groined  arcl 
The  arcades,  a  general  feature  in  the  old  Roman  villas  but  enti 
novel  here,  are  intended  to  screen  the  long  walls  of  the  galU 
and  form  promenades  looking  outward  over  the  grounds  and  inw 
over   open  gardens,  which   extend  back  to   the  main  wall  of 
building.     These  garden  plats  are  each  90  feet  long  and  36  I  'Hl|^. 
deep,  ornamented  in  the  centre  with  fountains,   and   designed 
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the  display  of  statuary.  A  stairway  from  the  gardens  reaches  the 
upper  line  of  these  arcades,  forming  a  second  promenade  35  feet  above 
the  ground.  Its  balustrade  is  ornamented  with  vases,  and  is 
designed  ultimately  for  statues.  The  cornices,  the  atticas,  and  the 
crestings  throughout  are  highly  ornamented.  The  walls  of  the 
east  and  west  sides  of  the  structure  display  the  pavilions  and  the 
walls  of  the  picture  galleries,  and  are  relieved  by  five  niches  de- 
signed for  statues,  the  frieze  is  richly  ornamented — above  it  the 
central  dome  shows  to  great  advantage.  The  rear  or  north  front  is 
of  the  same  general  character  as  the  main  front,  but  in  place  of  the 
arcade  is  a  series  of  arched  windows,  twelve  in  number,  with  an  en- 
trance in  the  centre ;  in  all,  thirteen  openings  above,  in  an  unbroken 
line,  extending  the  entire  length  of  the  structure  ;  between  the  pavil- 
ions is  the  grand  balcony — a  promenade  275  feet  long  and  46  feet 
wide,  and  elevated  40  feet  above  the  ground,  overlooking  northward 
the  whole  panorama  of  the  park  grounds. 

The  dome  rises  from  the  centre  of  the  structure  to  the  height  of 
150  feet  from  the  ground.  By  reference  to  the  diagrams  of  the  dome 
construction,  it  will  be  seen  that  the  entire  weight  of  the  dome  and 
the  figure-bases  at  its  corners,  is  carried  by  four  main  wrought  iron 
truss  girders,  85  feet  8  inches  long,  by  16  feet  deep,  resting  on  the 
masonry  at  their  ends  and  8  feet  from  the  walls,  laterally.  Iron  beams 
with  one  end  in  the  masonry  cross  and  rest  upon  the  main  girders 
and  extend  inward  until  their  ends  meet  the  circle  of  the  interior  finish, 
which  is  5G  feet  in  diameter.  On  these  beams,  immediately  over  the 
main  trusses,  rise  the  elliptical  truss  girders  of  the  dome,  the  spaces 
between  them  being  filled  with  glass.  The  dome  terminates  in  an 
immense  bell  which  supports  a  colossal  figure  of  Columbia.  Figures 
typifying  the  four  quarters  of  the  globe  stand  at  the  corners  of  the 
dome. 

The  main  entrance  opens  on  a  hall,  M,  82  feet  long,  60  feet  wide, 
and  53  feet  high  (see  Ground  Plan),  decorated  in  the  modern  renais- 
sance style ;  on  the  farther  side  of  this  hall,  three  doorways,  each 
16  feet  wide  and  25  feet  high,  open  into  the  centre  hall,  N,  83  feet 
square,  the  ceiling  of  the  dome  rising  over  it  80  feet  in  height.  From 
its  east  and  west  sides  extend  the  galleries,  each  98  feet  long,  84  feet 
wide,  and  35  feet  in  height.  These  galleries  admit  of  temporary 
divisions.  A,  B,  C,  for  the  more  advantageous   display   of  paintings. 
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The  centre  hall  and  galleries  form  one  grand  hall,  287  feet 
85  feet  wide,  capable  of  holding  eight  thousand  persons,  nea 
the  dimensions  of  the  largest  hall  in  the  country.  From 
galleries,  doorways  open  into  two  smaller  galleries,  D,  28 
and  89  feet  long.  These  open  north  and  south  into  priva* 
ments  which  connect  with  the  pavilion  rooms,  E,  forming 
galleries  210  feet  long.  Along  the  whole  length  of  the  n 
of  the  main  galleries  and  central  hall  extends  a  corridor  14  1 
which  opens  on  its  north  line  into  a  series  of  private  rooms, 
m  number,  H,  I,  K,  L,  designed  for  studios  and  smaller  e 
rooms.  All  the  galleries  and  central  hall  are  lighted  from  al 
pavilions  and  studios  are  lighted  from  the  sides.  The  pavi 
central  hall  are  designed  especially  for  exhibitions  of  sculpj 

The  work  on  fhis  building  is  well  advanced,  the  main-  wa! 
all  up,  except  a  portion  of  the  west  end,  and  the  greater  p 
the  cornice  set ;  the  principal  portion  of  the  roof  is  on  an< 
frame  work  of  the  dome  is  in  place,  and  there  seems  no  roi 
it  should  not  be  completed  by  the  1st  of  January,  next. 

The  frame  work  of  the  eastern  half  of  the  Main  Exhibitic 
ing  is  up  and  nearly  all  under  roof,  and  the  erection  of  th€ 
half  progressing  very  well. 

Of  Machinery  Hall  all  of  the  eastern  end  is  under  roof 
glass  sides  are  in,  and  the  whole  being  painted ;  the  fran 
western  half  all  up  and  a  large  portion  of  the  roof  is  on. 

The  iron  and  brick  work  of  Horticultural  Hall  is  up  to  th 
story,  and  there  is  every  prospect  that  it  will  be  complete 
time  specified  in  the  contract. 

One  of  the  office  buildings,  at  the  intersection  of  Belmont 
Avenues,   containing  twenty-five  office  rooms,  besides  W«^ 
water  closets,  etc.,  is  completed  and  now  occupied. 

The  drainage,  water  supply,  grading  and  othar  preparat 
all  being  pushed  forward  with  such  energy  as  carries  con  vie 
all  will  be  in  readiness  in  due  time. 

The  interest  in  the  Exhibition  is  constantly  increasing  in 
of  our  own  country  as  well  as  abroad.     Thirty-five  of  the  Sti 
Territories  having  formed  official  advisory  boards,  most  of 
actively  at  work,  and  the  following  nations  have  accepted  t 
tion  of  the  President.  "   '"** 
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Argentine  Confederation,  Austria,  Australia,  Belgium,  Bolivia, 
Brazil,  Canada,  Chili,  China,  Denmark, '  Ecuador,  Egypt,  France, 
Germany,  Great  Britain,  Guatemala,  Hawaii,  Hayti,  Honduras,  Hol- 
land, Japan,  Liberia,  Mexico,  Netherlands,  Nicaragua,  Norway,  Or- 
ange Free  States,  Persia,  Peru,  Portugal,  Siam,  Spain,  Sweden, 
Switzerland,  Tunis,  Turkey,  United  States  of  Colombia,  Venezuela. 

A  large  portion  of  these  have  made  liberal  appropriations  for  the 
support  of  governmental  commissions. 

K. 

Fracture  of  Feed  Valve  Boxes  through  the  Bigidity  of 

the  Connections.* — Some  cases  of  straining  and  fracture  have 
recently  been  met  with,  in  boilers  under  inspection,  at  the  feed  valve 
boxes,  and  to  these  defects  it  is  thought  desirable  to  call  attention. 

It  is  a  convenient  arrangement  to  fix  the  feed  vaWe  box  directly  to 
the  front  end  plate  of  the  boiler,  and  in  many  cases  to  bring  up  the 
feed  pipe  from  below,  and  this,  when  sufficient  play  is  given  to  the 
connections,  is  found  to  work  well.  But  when  the  feed  pipes  are 
bound  so  tightly,  either  by  the  flooring  plates  or  by  the  main  feed 
pipe,  as  to  be  rendered  rigid,  a  severe  strain  is  put  upon  the  feed 
valve  box,  and  from  this  cause  the  fractures  referred  to  above  have 
arisen.  Attachments  to  boilers  should  always  be  elastic,  as  all  boilers 
move  more  or  less  from  the  varying  temperature  to  which  they  are 
subjected  which  induces  alternate  expansion  and  contraction,  while  to 
this  in  some  cases  is  added  the  efi^ect  of  settlement.  In  a  boiler  re- 
cently examined  in  which  the  feed  valve  box  had  fractured,  the  boiler 
was  found  to  have  settled  down  about  half  an  inch,  and  also  to  have 
thrust  forward*. 

In  addition  to  the  strain  induced  by  the  movements  of  the  boiler 
some  pipes  are  strained  in  fixing.  Too  frequently,  if  the  pipes  are 
not  set  out  with  sufficient  accuracy  for  the  flanges  to  come  well  to- 
gether, they  are  brought  up  by  main  force,  and  the  strain  thus  induced 
cannot  easily  be  detected  by  inspection  after  the  work  is  put  together. 


*The  practice  of  attaching  feed  pipes  to  the  front  head  of  cylindrical  boilers  is  so 
common  in  the  United  States,  that  this  extract  from  the  report  of  the  Chief  Engineer 
of  the  Manchester  Steam  Users'  Association  for  May  and  June,  1875,  will  be  of  in- 
terest. 
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In  one  range  of  boilers,  the  joint  was  found  to  spring  open  three- 
eighths  of  an  inch  on  the  bolts  being  withdrawn,  showing  how  much 
force  had  been  used  in  bringing  the  parts  together,  while,  in  another 
case,  one  of  the  feed  valve  boxes  of  a  pair  of  new  boilers  broke 
through  the  root  shortly  after  they  had  been  set  to  work. 

To  prevent  these  fractures,  it  is  recommended  that  the  opening  in 
the  flooring  plates  through  which  the  stand  pipes  pass,  should  be 
made  large  enough  to  afford  ample  room  for  play.  Sometimes  these 
pipes  have  been  found  so  bound  by  the  plates  that  as  much  as  three- 
eighths  of  an  inch  has  had  to  be  cut  away  around  them  before  they 
were  fully  relieved.  In  some  arrangements  a  flange,  cast  upon  the 
stand  pipe  as  a  base,  rests  on  the  floor  plates  and  thus  resists  the 
movement  of  the  pipe.  In  others,  loose  collars  are  introduced  which 
cover  the  opening  in  the  floor  plates  around  the  stand  pipe,  and  make 
a  neat  finish,  while  at  the  same  time  they  admit  of  free  movement. 
The  loose  collar  is  much  to  be  preferred  and  it  is  recommended  that 
all  those  flanges  that  bear  upon  the  flooring  plates  be  chipped  off". 

Further,  to  prevent  -the  stand  pipe  being  bound  fast  by  the  main 
feed  pipe,  the  connection  between  the  two  should  be  such  as  to  admit 
of  movement,  and  may  be  made  by  a  wrought  iron  horse  shoe  shaped 
pipe  or  by  a  copper  pipe  either  in  the  shape  of  a  round  elbow,  or  of  a 
'*  swan  neck,**  as  may  be  applicable  ;  while  other  arrangements  for  the 
same  purpose  will  no  doubt  suggest  themselves  as  required.  The 
horse-shoe  shaped  pipe  was  introduced  by  the  manager  of  a  large 
mill,  the  boilers  at  which  are  under  inspection,  and  has  been 
found  to  give  great  satisfaction.  When  this  elastic  connection 
is  introduced,  the  main  feed  pipe  may  safely  be  laid  on  the  solid 
brickwork  at  the  bottom  of  the  pit  beneath  the  flooring  plates,  but 
without  this  elastic  connection,  the  plan  of  bedding  the  main  feed  pipe 
on  the  solid,  throws  a  heavy  strain  upon  the  feed  valve  box  when  any 
downward  movement  of  the  boiler  takes  place. 

It  may  be  added  that  blocks  are  sometimes  found  wedged  in  beneath 
the  blow-out  elbow  pipe,  thus  forming  a  solid  abutment,  which  en- 
tirely frustrates  the  object  of  the  recess  in  the  front  cross  wall  around 
this  pipe,  and,  in  the  event  of  any  settlement  of  the  boiler,  would 
inevitably  induce  a  considerable  strain. 

The  members  are  requested  to  instruct  their  mechanics  to  examine 
the  connections  to  their  boilers   and  where   necessary,  to  have   the 
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arrangements   corrected   in    accordance   with   the   recommendations 
given  above. 

It  is  very  desirable  that  the  inspectors  should  frequently  examine 
the  feed  and  blow  out  pipes  in  the  hearth  pit,  and  this  they  are  pre- 
pared to  do,  but  have  sometimes  hesitated  to  give  the  firemen  the 
trouble  of  raising  the  flooring  plates.  The  members  will  see,  however, 
the  importance  of  having  these  pipes  examined,  and  it  would  assist 
in  the  accomplishment  of  this  if  they  would  be  good  enough  to  give 
their  boiler  attendants  the  necessary  instructions. 

L.  E.  FLETCHER, 

Ohief  Engineer. 
Offick — 41  Corporation  Street^  Manchester. 

The  Fhonoxneter.  —  One  of  the  most  fruitful  sources  of 
collision  in  navigation  is  foggy  weather ;  a  murky  atmosphere 
is  often  the  cause  of  far  greater  anxiety  to  the  mariner  than 
are  reefs,  icebergs,  and  many  other  dangers  of  the  deep.  The 
present  system  of  fog  signalling  at  sea  removes  those  in  com- 
mand of  ships  but  one  degree  from  the  utter  state  of  helpless- 
ness in  which  its  introduction  found  them.  It  consists  simply  in  one 
ship  announcing  to  another,  by  steam  whistle,  fog  horn,  or  other 
means,  that  she  is  somewhere  in  her  vicinity ;  but  as  to  what  her 
course  is,  nothing  can  possibly  be  known,  so  that  each  can  only 
slacken  her  speed  and  steer  in  an  imaginary  right  course,  which  has 
but  too  often  proved  a  really  wrong  one.  Nor  are  the  perplexities  of 
the  position  diminished,  but  sadly  increased,  by  the  unseen  presence 
of  a  third  or  even  a  fourth  vessel,  and  it  will  never  be  known  how 
many  ships  have  gone  down  with  all  hands  during  fogs.  Survivors 
there  are  now  and  then  to  tell  of  these  disasters,  but  they  are  few 
and  far  between,  and  it  is  not  too  much  to  assume  that  of  our  missing 
ships  a  very  large  number  have  been  cut  down  in  a  fog.  The  anxious 
experiences  of  Captain  R.  E.  Harris,  during  many  dense  fogs,  led 
him  to  atteuipt  the  solution  of  the  problem  of  comparative  safety  for 
vessels  under  such  conditions.  He  knew  that  at  night,  in  clear  weath- 
er, his  ship's  course  was  made  known  to  others,  and  the  course  of 
others  to  him  by  visible  means,  and  it  occurred  to  him  that  he  might 
80  improve  the  audible  means  he  had  at  command  for  rendering  the 
presence  of  his  ship  known  in  a  fog  as  to  make  her  course  known  also. 
This  idea  he  has  worked  out  to  a  practical  end,  embodying  it  in  an 
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instrument  to  which  he  has  given  the  name  of  the  Phonometer.  By 
means  of  this  invention  the  officer  in  command  of  a  steamer  can  make 
known  in  which  quadrant  of  the  compass  he  is  steering,  navigation 
being  thus  greatly  facilitated,  and  the  risk  of  accident  reduced  to  a 
minimum,  either  in  narrow  waters  or  in  the  open  sea.  The  apparatus 
consists  of  the  mechanism  of  a  clock  placed  in  a  horizontal  position 
under  a  special  dial.  The  seconds  are  arranged  near  the  outer  cir- 
cumference of  the  dial,  which  is  about  8  inches  in  diameter,  while 
the  hour  and  minute  dial  is  about  2  inches  in  diameter,  and  is  placed 
on  the  lower  part  where  the  seconds  dial  of  a  watch  is  usually  sunk. 
There  are  four  seconds'  hands  placed  at  right  angles  to  each  other 
and  radiating  from  the  centre  of  the  main  dial.  Outside  the  seconds' 
circle  are  marked  five  black  segments  with  intervals  between  them. 
One  segment  measures  ten  seconds  in  length  and  the  other  four  five 
seconds  each,  with  intervals  of  three  seconds.  Outside  the  glass 
which  protects  the  dial  and  pivoted  at  its  centre  is  a  brass  segment 
plate  so  arranged  as  to  obscure  those  segments  on  the  dial  not  re- 
quired for  immediate  use,  and  thus  to  prevent  error  in  signalling. 
Around  the  dial  and  outside  it,  is  a  fiat  ring  of  metal  about  2  in.  broad 
on  which  all  the  points  of  the  compass  are  marked.  The  apparatus  is 
placed  on  a  stand  with  the  upper  part  of  the  dial  towards  the  head  of 
the  ship,  the  stand  being  fixed  on  the  bridge  just  by  the  steam-whistle 
so  that  both  are  under  the  direct  control  of  the  officer  in  command. 
In  using  the  phonometer  the  compass-ring,  or  dumb-card,  as  Captain 
Harris  termed  it,  which  is  a  very  important  feature  of  the  instrument, 
is  moved  round  until  the  true  points  on  which  the  ship  is  sailing  is  in 
a  line  with  the  ship's  head,  all  the  true  points  of  the  horizon  being 
thus  indicated.  These  points  being  accurately  known,  it  follows  that 
all  steamers  in  each  other's  vicinity,  fitted  with  the  phonometer,  will 
have  the  true  quadrants  of  the  compass  distinctly  and  concordantly 
represented.  The  steam-whistle  or  fog-horn  is  the  important  adjunct 
of  the  phonometer,  and  it  is  the  duration  of  each  whistle  or  blast  and 
their  number  that  indicates  the  course  of  a  ship.  The  black  segment 
covering  ten  seconds  of  space  is  a  measure  of  ten  seconds  of  time, 
the  other  segments  indicating  periods  of  different  duration,  and  a^ 
whistle  of  ten  seconds'  duration  indicates  that  a  vessel  is  steering 
within  the  quadrant  from  N.  to  E.  J  N.  Assuming  this  to  be  the 
course  of  the  vessel,  the  brass-covering  segment  would  exclude  all  the 
other  black  segments,  and  the  officer  would  wait  until  one  of  the  four 
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seconds'  hands  entered  that  segment.  He  would  start  the  whistle  and 
hold  it  on  during  the  time  the  hand  traversed  that  segment.  This 
operation  must  be  repeated  at  intervals  during  the  continuance  of  the 
fog.  Another  ship  coming  within  sound  would  at  once  know  the  course 
of  the  first,  and  would  indicate  her  tack  in  like  manner.  Following 
out  Captain  Harris's  code,  two. blasts,  each  of  five  seconds  duration, 
with  an  interval  of  three  seconds,  represents  from  E.  to  S.  i  E. 
Three  blasts  of  similar  duration  and  intervals  represent  from  S.  to  W. 
I  S.,  while  four  blasts  of  the  same  length  and  spaces  indicates  from 
W.  to  N.  I  W.  The  special  object  of  the  four  seconds'  hands  is  to 
enable  the  operator  to  reply  readily  to  the  signals  from  other  ships, 
which  could  not  be  done  if  the  revolution  of  a  single  hand  had  to  be 
waited  for.  By  the  peculiar  construction  of  the  dial  the  necessity 
of  counting  the  seconds  when  signaling  is  entirely  obviated.  The 
apparatus  having  been  designed  by  a  sailor,  and  being  based  upon 
nautical  data,  commends  itself  at  once  to  the  nautical  mind,  present- 
ing no  new  theory,  but  being  engrafted  on  ordinary  practice.  An 
inspection  of  its  working  has  led  us  to  the  conclusion  that,  subject 
to  such  slight  codal  modifications  as  practice  might  suggest,  it  pre- 
sents the  true  solution  of  the  problem  of  safe  navigation  in  foggy 
weather. — The  Times,  (London.) 


Notice.— By  the  Committee  on  Publication.— Prof.  Geo.  F. 

Barker  having  resigned  the  editorship  of  this  Journal,  the  present 
number  is  issued  by  the  committee  on  publication  under  some  disad- 
vantage. 

Until  the  appointment  of  an  editor  the  Journal  will  be  issued  by  the 
committee  under  the  superintendence  of  Mr.  J.  B.  Knight,  Secretary 
of  the  Institute,  to  whom  all  communications  intended  for  the  Jour- 
nal should  be  addressed. 

The  interruption  to  regularity  of  issue,  caused  by  the  resignation 
of  the  former  editor,  the  committee  will  endeavor  to  rectify,  and  after 
the  August  number,  [whick  will  be  subject  to  some  detention]  they 
hope  to  present  the  Journal  with  regularity  to  its  re«aders. 

The  Committee  ask  from  the  members  and  friends  of  the  Franklin 
Institute  their  cordial  support  to  the  Journal.  Contributions  of 
original  matter  suitable  for  its  pages  will  be  received  by  Mr.  Knight, 
for  the  committee. 
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Notes  in  Building  Construction.  Part  L  Published  by 
Rivingtons.  London,  Oxford  and  Cambridge^  1875. — This  work,  of 
which  the  first  part,  or  elementary  course  only,  has  yet  appeared, 
and  for  sale  by  J.  B.  Lippincott  &  Co.,  has  been  arranged  to  meet 
the  requirements  of  the  syllabus  of  the  science  and  art  department  of 
the  committee  of  council  on  education  at  South  Kensington,  London, 
and  is  intended  for  the  use  of  students  preparing  for  examination  in 
building  construction.  It  is  a  work,  however,  that  strongly  commends 
itself  to  any  one  interested  in  this  specialty,  and  especially  to  those 
about  entering  an  architect's  office  to  study  the  profession. 

It  treats  of  those  matters  of  which  he  preliminarily  knows  very 
little — and  finds  the  necessity  of  knowledge  daily,  to  wit,  the  practi- 
cal details  of  his  business.  The  information  is  worked  up  in  very 
readable  shape,  being  collected  in  as  condensed  a  form  as  practicable, 
very  largely  from  first-class  authorities,  perhaps  not  accessible  to  the 
student,  or  at  least  difficult  to  cull  from  if  attainable.  Tlie  book  is 
hardly  as  "  American  "  in  style  as  we  could  wish,  some  such  matters 
as,  for  instance,  roof  details,  the  joints  and  connections,  etc.,  not 
being  always  of  the  most  improved  modern  designs  or  according  to 
the  best  practice  in  this  country.  Some  of  the  foruiul:e  also  are  not 
the  best,  nor  according  to  the  latest  authorities.  Still,  however,  those 
who  are  in  search  of  information  on  the  subject  treated  will  find  the 
work  of  great  use  and  containing  very  much  that  is  important  and  val- 
uable.    We  hope  soon  to  see  the  second  and  third  parts  of  the  work, 

W. 


The  Report  of  thk  Twenty-Seventh  Exhibition,  held  by  the 
Franklin  Institute,  is  now  published  and  ready  for  distribution  among 
the  members.  It  makes  a  volnme  of  284  pages,  and  is  a  full  history 
of  the  Exhibition  from  its  first  inception ;  including  a  catalogue  of 
Exhibitors  and  full  reports  of  the  Judges  in  the  various  classes. 
There  is  also  a  plan  showing  the  arrangement  of  the  aisles  and  pas- 
sages. The  Treasurer's  statement  of  the  total  receipts  and  expendi- 
tures, shows  a  profit  of  $52,871.37. 

While  its  financial  success  must  be  very  gratifying  to  every  mem- 
ber, it  is  but  one  of  the  benefits  which  have  been  derived  from  the 
Exhibition.  The  large  accession  of  new  members,  there  having  been 
four  hundred  and  forty- two, — an  increase  of  three  hundred  and 
eighty-two  over  the  previous  year — and  the  renewed  interest  among 
the  old  members  can  scarcely  be  measured  in  money,  and  must  prove 
of  great  and  lasting  benefit  to  the  Institute. 
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JONVAL  TURBINES,  AND  PLUNGER  AND  BUCKET  PUMPS. 
By  Emile  Geyelin. 

Djnamometrical  tests  made  on  a  Jonval  Turbine,  working  under 
high  pressure ;  also,  measurements  of  actual  delivery  of  water  from 
two  sets  of  pumps  propelled  by  said  Turbine,  constructed  for  the  city 
of  Manchester,  N.  H.,  by  the  Geyelin  department  of  the  firm  of 
R.  D.  Wood  &  Co.,  Philadelphia. 

GENERAL   DESCRIPTION. 

These  works  are  located  at  the  mouth  of  Lake  Massabesic,  and 
comprise  a  fall  of  water  of  forty-five  feet,  which  is  led  to  a  pumping 
station,  from  whence  the  water,  to  the  extent  of  five  hundred  cubic 
feet  per  minute,  is  forced  into  a  reservoir  through  an  ascending  main, 
twenty  inches  in  diameter  and  seven  thousand  feet  in  length.  The 
actual  lift  does  not  exceed,  in  ordinary  condition,  sixty-two  pounds 
to  the  square  inch  ;  but  all  parts  are  constructed  to  resist  a  pressure 
of  two  hundred  pounds  to  the  square  inch,  the  pumping  works  being 
so  constructed  as  to  force  the  water  directly  into  the  distributing 
main  when  desired.  These  works,  including  dam,  water  ways,  and 
general  design  at  the  pumping  station,  were  planned  and  directed  by 
J.  T.  Fanning,  H.  E.;  the  Turbines  and  machinery  proper  were  placed 
by  E.  Geyelin. 

DESCRIPTION  OP  TURBINES  AND  PUMPS. 

Two  Turbines  of  one  hundred  and  twenty-eight  horse-power,  each 
thirty-four  and  a  half  inches  in  diameter,  receive  the  water  from  a 
chamber  placed  at  the  bottom  of  the  fall,  on  top  of  which  chamber  is 
a  stand  pipe,  that  is  to  receive  the  recoil  in  case  of  a  sudden  closing 
of  valves.  The  motions  of  these  Turbines  are  independent  of  each  other, 
and  can  be  transmitted  to  either  of  two  sets  of  pumps,  by  means  of 
shifting  gears. 
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The  gears  are  bevel  and  spur  (mortise)  and  so  proportioned  as  to 
give  twenty-eight  strokes  to  the  pumps  a  minute,  while  the  Turbine 
makes  two  hundred  and  twenty  revolutions  per  miunte.  The  pumps 
are  four  in  number  and  are  placed  in  a  vertical  position.  Diameter 
of  plunger,  eleven  and  a  quarter  inches ;  length  of  stroke,  forty 
inches.  The  receiving  valves  are  in  each  of  the  four  pumps  of  the 
kind  known  as  "Double  Beat  Cornish"  and  are  seven  in  number  in 
each  set.  The  air  vessels,  placed  at  the  junction  of  two  pumps,  are 
supplied  with  air  by  means  of  automatic  pumps. 

DESCRIPTION  OF  THB  TESTS. 

Two  tests  were  made  and  conducted  by  Samuel  Webber,  H.  E.,  of 
Manchester,  who  used  the  dynamometer  and  water  guage,  that  served 
in  the  experiments  made  at  Lowell,  by  J.  Francis.  The  table  No. 
1,  gives  the  results  under  different  velocities,  varying  from  294  to  217 
revolutions  per  minute,  wherein  the  percentage  of  useful  effect,  varied 
only  from  0*7989  to  0'7781.  As  shown,  the  best  results  were  ob- 
tained at  velocities  of  270  to  280  revolutions  per  minute,  amounting 
to  0-8134. 

The  duty  of  the  pumps  is  given  in  table  No.  2,  the  results  therein 
stated  were  obtained  by  the  measurement  of  the  depth  of  water  flow- 
ing over  a  weir,  put  up  at  the  reservoir ;  width  of  weir,  sixty  inches. 
From  the  data  obtained,  the  actual  duty  of  the  pumps  is  at  thirty 
strokes,  equal  to  eighty-eight  per  cent,  of  the  theoretical  capacity  of 
the  pumps.  When  the  length  of  the  ascending  main  (7000  feet)  is 
taken  into  consideration  and  a  probable  leakage,  these  results  are  fair, 
though  with  a  short  and  tight  main,  the  duty  should  not  be  less  than 
ninety-four  per  cent. 


Ezpoit  of  the  manufactures  of  Iron  from  Philadelphia.— 

During  the  fiscal  year  ending  June  80th,  proximo,  Philadelphia 
exported  to  foreign  countries  the  following  iron  products,  aggre- 
gating ^1,001,387.  Railroad  bars,  $9,977;  car-wheels,  $64,900; 
machinery,  $767,560 ;  nails,  $15,030 ;  other  manufactures  of  iron, 
$143,920. 

The   total  exports    of  .the    city  during    the    same    time    were 
$28,588j019. 
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REVIEW  OF  NAVAL  CONSTRUCTOR  WILSON'S  EXPERIMENT  FOR  ASCER- 
TAINING THE  CENTRE  OF  GRAVITY  OF  THE  U.  S.  STEAMER 
"SHAWMUT." 

By  Chief  Engineer  B.  F.  Isherwood,   U.  S.  Navy. 

Having  occasion  to  consult  the  58th  volume  of  this  Journal,  my 
eye  was  arrested  on  page  97  of  the  number  for  August,  1874,  by  an 
article  headed  Experimental  Determination  of  the  Centre  of  Gravity 
of  the  United  States  Steamer  '^Shawmut*'  by  T.  2>.  Wilson^  Naval 
Constructor,  U>  S.  N,  As  this  steamer  was  one  of  a  class  of  large 
screw  gun-boats  for  which  I  designed  the  machinery  in  1863,  and 
whose  elements  and  performance  I  obtained  with  the  greatest  exact- 
ness, I  read  the  article  with  interest  in  the  jexpectation  of  finding 
the  subject  properly  handled,  and  my  knowledge  of  the  qualities  of 
those  fine  vessels  increased.  Great,  therefore,  was  my  disappoint- 
ment, when  in  place  of  a  carefully  executed  experiment  under  proper 
conditions,  and  an  accurately  calculated  result  from  correct  data,  I 
found  mainly  errors  of  fact,  procedure  and  deduction.  Now,  inas- 
much as  sagacious  experiments  of  this  kind  are  of  the  highest  value 
in  furnishing  science  with  its  indispensable  data,  so  fallacious  ones, 
being  correspondingly  injurious,  should  have  their  faults  promptly 
exposed  to  prevent  the  serious  mistakes  that  would  follow  their  ac- 
ceptance; and,  as  I  am  known  to  possess  the  true  data  in  this  case, 
I  am  not  willing  to  sanction,  by  my  silence,  the  propagation  of  errors 
I  am  able  to  correct. 

The  experimental  method  of  determining  the  position  of  the  centre 
of  gravity  of  a  ship,  was  completely  set  forth  by  Bouguer,  more  than 
one  hundred  and  twenfy  years  ago,  as  is  well  knowo  to  all  persons 
educated  in  this  and  kindred  subjects.  To  the  dead  Bouguer,  there- 
fore, is  due  the  credit  of  the  investigation  and  not,  as  the  reader  is 
left  to  infer  from  the  remarks  of  Mr.  Wilson,  to  the  living  Mr. 
Barnaby,  whose  demonstration  has  been  textually  copied  word  for 
word.  The  method,  in  fact,  is  neither  new  nor  unknown,  nor  is  there 
any  difiBculty  in  its  application. 

For  the  proper  understanding  of  an  experiment  of  any  kind,  the 
scale  on  which  it  was  tried  must  be  known,  or  the  size  of  the  object 
experimented  on,  which  in  this  case  would  be  defined  by  the  dimen- 
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sions  of  the  "Shawmut."  As  Mr.  Wilson — appnrently  unaware  of 
this  necessity — has  not  stated  these  dimensions,  I  now  give  ihtm  in 
supply  of  his  omission. 

Lencrth  on  mean  load-line  from  forward  side  of  rabbet 

of  stem  to  after  side  of  sternpost,         .         •  179*5    feet. 

Extreme  breadth, 30*0    feet. 

Mean  lo;id-line  above  the  lower  edge  of  the  rabbet  of 

the  keel, 9*33  feet. 

Lowest  port-sill  above  the  mean  load  line,     .         .  6*5    feet. 

Displacement  to  the  mean  load-line,         .         .  2921G  0    cu.  ft. 

Area  of  mean  load-line, 4196  0    sq.  ft. 

Area  of  the  greatest  immersed  transverse  section,         240  4    sq.  ft. 

Centre  of  displacement  before  the  middle  of  the  length,       0*2    foot. 

Centre  of  displacement  below  the  mean  load-line,  387  feet. 

Latitudinal   meta   centre   above   the    centre   of  dis- 
placement,          8*53  feet. 

Ratio  of  displacement  to  circumscribing  parallelopipedon,      0  5813. 

Ratio  of  load-line  to  circumscribing  parallelogram,  0*779 

Ratio  of  greatest  immersed  transverse  section  to  cir- 
cumscribing parallelogram,         ....  0-858 

Area  of  the  ten  principal  sails.     (Courses,  topsails, 

topgallant  sails,  jib  and  spanker.)         .         .         .      91P9    sq.  ft. 

Centre  of  effort  of  the  sails  before  the  middle  of  the 

length  of  the  mean  load-line,         .         .         .  6*56  feet. 

Centre  of  effort  of  the  sails  above  the  mean  load-line,        4592  feet. 

Ratio  of  forward  moment  to  after  moment,         .  1*00  to  0-75. 

In  December,  1866,  the  "  Shawmut "  having  on  board  all  she  could 
stow,  including  one  hundred  and  sixty  tons  of  coal,  one  hundred  and 
eighteen  men,  bread  for  forty  days,  other  provisions  for  sixty  days, 
and  water  in  tanks  for  eight  days,  was  officially  reported  as  having  a 
mean  draught  of  water  of  10  feet  above  the  lower  edge  of  the  rabbet 
of  the  keel,  at  which  draught  her  displacement  of  sea-water  is  017'8 
tons.  Now  Mr.  Wilson  states  that  during  his  experiment  her  draught 
of  water  was  11  feet  forward  and  13  feet  6  inches  aft  above  the  bot- 
tom of  the  keel,  corresponding  to  a  mean  draught  of  10  feet  7  inches 
above  the  lower  edge  of  its  rabbet.  As  his  experiment  was  made  at 
Washington,  this  draught  was  in  fresh  water,  but  even  after  cor- 
rection for  sea-water  it  is  still  about  4  and  6-lOths  inches  more  than 
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the  reported  deep  load  draught  of  the  vessel  in  1866.,  The  exact 
displacement  of  the  vessel  at  10  feet  7  inches  mean  draught  above 
the  lower  edge  of  the  rabbet  of  the  keel,  is  965*4  tons  in  fresh  water 
instead  of  the  1010  84  tons  stated  by  Mr.  Wilson.  Further,  I  find 
the  centre  of  displacement  or  buoyancy  at  that  draught  of  water  is 
4*42  feet  below  the  mean  load  line.  Also,  the  meta  centre  is  7*56 
feet  above  the  centre  of  displacement.  These  errors  vitiate  Mr.  Wil- 
son's calculations,  but  he  seems  to  have  made  a  still  more  serious  one  (sup- 
posing his  data  to  be  correct)  in  giving  199-32  as  the  product  of  the 
weights  into  the  distances  through  which  they  were  naoved,  whereas, 
if  we  take  the  only  weights  and  distances  he  gives,  a  very  different 
result  follows,  namely : — 

The  transfer  of  the  9  inch  gun  =  10437  pounds  =  4  66  tons 

X  20-66  feet  = 96-27 

The  transfer  of  the  11  inch  gun  =  24159  pounds  =  10-78  tons 

X  700  feet  = 76-49 

The  transfer  of  the  20  pounder  gun  =:  3793   pounds  =  1*69 

tons  X  3-665  feet  = 6-20 


177-96 


The  moments  are  thus  177*96,  and  not  19932  as  given  by  Mr. 
Wilson.  He  does  not  show  how  he  obtained  this  199  32,  but  merely 
says  the  moments  amount  to  that  figure.  Experiments  to  be  satis- 
factory and  reliable,  must  have  every  process  clearly  described,  and 
all  the  data  exhibited  in  such  manner  that  each  step  can  be  followed 
and  evf  ry  quantity  recalculated.  Nothing  should  be  ofiered  on  faith. 
Bestating  his  calculations  with  corrections,  we  have 

li  =  i.  =  3°  48'  51''  =  -0666 
20       15 

n  \€  P<^  177-96  177-96      p  7«r  ^     ,v     ,. 

tance  in  feet  that  the  centre  of  gravity  is  below  the  meta  centre,  and 
the  centre  of  gravity  is  consequently  4-80  feet  above  the  centre  of 
displacement  which  is  the  real  result  sought  by  the  experiment,  but 
which  he  neglects  to  give.  In  strictness,  the  calculations  on  the  ves- 
sel should  be  made  to  the  exact  difference  of  her  draughts  of  water 
forward  and  aft,  and  not  from  the  mean  draught. 
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Mr.  Wilson  refers  to  a  trial  made  with  the  British  sailing  sloop-of-war 
"  Scylla  "  for  the  purpose  of  determining  the  position  of  her  centre 
of  gravity.  He  does  not  state  the  result,  but  the  trial  and  the  nec- 
essary calculations  were  made  in  a  very  different  matiner  from  those 
of  the  "  Shawmut,"  and  gave,  for  the  position  of  that  centre,  042 
foot  below  the  load  water-line*;  while,  in  the  case  of  the  steamer 
"  Shawmut,"  it  seems  to  be  0*38  foot  above,  provided  the  experiment 
had  been  made  with  more  accuracy  than  the  calculations  based  on  it. 

Apart  from  the  errors  of  calculation,  the  conduct  of  the  experi- 
ment was  such  as  to  allow  of  nothing  more  than  a  very  rough  approx- 
imation to  the  truth.  Such  a  trial  to  be  of  any  value  must  be  made 
in  a  dock  or  basin  where  there  is  no  current  and  during  a  perfect  calm,  the 
vessel  being  free  from  moorings  and  merely  held  by  lines.  She  should 
also  be  inclined  both  ways  and  to  varying  inclinations,  and  the  mean 
of  the  determinations  taken.  In  the  case  of  the  "  Shawmut,**  how- 
ever, the  vessel  was  anchored  in  a  stream,  and  the  wind  is  stated  to 
have  blown  a  little  fresh,  which  must  have  caused  some  rolling,  but 
no  effort  appears  to  have  been  made  to  measure  it.  The  fact  that  the 
vessel  was  riding  with  an  anchor  down,  must  have  seriously  affected 
the  result ;  while  nothing  is  said  of  the  current  which  in  the  narrow 
and  crooked  channel  of  the  river  must  have  had  influence  and  may 
have  combined  with  the  wind  to  increase  or  diminish  the  inclination* 
And  then,  only  one  inclination  was  tried  which  is  altogether  insuffi- 
cient. As  the  pivot-gun  formed  a  large  portion  of  the  inclining 
weight,  the  distance  of  the  centre  of  gravity  of  its  slide  and  of  its 
carriage  should  have  been  given  separately,  as  well  as  that  of  the  gun, 
for  they  are  at  very  different  distances  from  the  pivot  or  axis  of 
motion.  This  seems  to  have  been  neglected,  as  only  the  distance  the 
gun  was  moved  is  mentioned. 

The  principle  on  which  the  centre  of  gravity  of  a  vessel  is  experi- 
mentally ascertained,  is  so  simple  that  an  extended  explanation  is  not 
necessary,  as  easily  appears  from  the  following : — 

If  D  represents  the  displacement  of  a  vessel,  p  the  meta  centric 
height,  and  a  the  height  of  the  centre  of  gravity  above  the  centre  of 
displacement  or  centre  of  buoyancy ;  then,  if  the  vessel  be  inclined 
through  the  small  angle  0^  the  expression  D(p  —  a)  sin  6  is  the  meas- 
ure of  stability  at  that  inclination,  provided  it  be  so  small  that  p  may 
be  taken  as  the  initial  metacentric  height  without  sensible  error.     If 
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this  inclination  produced  by  placing  a  weight,  w,  at  a  distance,  d, 
from  the  vertical  longitudinal  plane,  then  we  have  the  equality 

D  (p  —  a)  sin  d  =  wd  cos  d. 

wd  cos  0       wd  COB  6  wd 

P  —  ^=   ,> =— T^ ^'^ 


L>  bin  (/  D  i>  tang  (/ 

1  wd 

whence,  a=j9 — 

D  tang  0 

This  is  the  usual  and  proper  expression  for  the  height  of  the  centre 
of  gravity  above  the  centre  of  displacement. 

In  calculating  the  displacement  of  vessels,  the  United  States'  ton  of 
2240  pounds  is  used  both  in  this  country  and  in  England.  The  35 
cubic  feet  used  to  represent  a  ton  in  the  English  books  from  which  Mr. 
Wilson  so  extensively  copies,  shows  this,  and  is  adapted  merely  for 
simplicity  of  calculation,  though  not  correct,  as  it  makes  the  specific 
gravity  of  sea- water  1024,  and  thus  gives  a  small  error  of  immersion 
on  the  safe  side.  The  French  naval  architects  always  assume  the 
specific  gravity  of  sea-water  at  1026,  which  is  nearer  the  truth.  The 
French  ton  is  1000  kilograms,  or  2204-737  pounds,  which  closely 
approximates  the  English  ton. 

Other  errors  could  be  noted,  but  enough  have  been  pointed  out  to 
show  the  utter  worthlessness  of  the  experiment,  which  both  in  its 
method  and  in  the  calculations  based  on  it  exhibit  a  want  of  knowledge 
of  the  true  principles  governing  such  an  investigation.  The  science 
of  the  Navy  Department  must  have  been  rated  very  low  for  such  a 
report  to  have  been  submitted  to  it. 


The  n.  S.  Commission  on  tests  of  Iron  and  Steel.— Com- 
mittee F,  *'  On  the  effects  of  temperature,*'  requests  information  as 
to  the  behavior  of  rails  and  machinery  exposed  to  the  extremes  of 
temperature  in  northern  latitudes,  when  subject  to  wejar  or  breakage. 
Information  of  any  kind  on  the  subject,  such  as  specimens,  photo- 
graphs, results  of  analysis,  statistics  of  railroads,  statements  of  man- 
ufacturers, essays,  etc.,  maybe  sent  to  the  chairman,  R.  H.  Thurston, 
Stevens'  Institute,  Hoboken,  N.  J. 
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EXPERIMENTS  MADE  AT  THE  MARE  ISLAND  NAVY-YARD,  CALIFORNIA,  WIIH 

DIFFERENT  SCREWS  APPLIED  TO  THE  UNITED  STATES  STEAM 

LAUNCH  NO.  4,  TO  ASCERTAIN  THEIR  REUTIVE 

PROPELLING  EFFICIENCY. 


By  Chief  Engineer  B.  F.  Ishbrwood,  U.  S.  N. 


[Continued  from  Vol.  Ixiz,  page  405.] 

In  the  columns  of  the  following  table,  among  others,  will  be  found 
the  frictional  resistance  of  the  immersed  external  surface  of  the  hull ; 
its  resistance  in  function  of  form,  and  the  variations  of  the  latter 
from  the  law  of  the  proportionality  of  the  resistance  to  the  square  of 
the  speed  from  5*0  to  8*5  geographical  miles  per  hour,  both  inclusive. 

From  the  table,  it  will  be  seen  that  the  variation  of  the  re- 
sistance of  the  hull  in  function  of  form  alone,  is  irregular,  and  very 
great  from  the  law  of  its  proportionality  to  the  squares  of  the  speeds, 
alternately  decreasing  and  increasing.  That  variation  is  shown  nu- 
merically in  the  last  column  of  the  table,  in  per  centum  of  what  the 
resistance  would  have  been  according  to  the  above  law ;  the  prefixes 
of  minus  and  plus  indicate  that  the  variation  is  below  or  above  the 
law. 

From  the  speed  of  50  geographical  miles  per  hour,  the  resistance 
increased  in  a  less  ratio  than  the  law  of  the  squares,  up  to  the  speed 
of  5*6  geographical  miles  per  hour  where  the  difference  was  12  60  per 
centum  less  than  what  the  law  of  the  squares  required.  From  the 
speed  of  56  geographical  miles  per  hour,  the  variation  from  the  law 
slowly  decreased  until,  at  the  speed  of  nearly  6*1  geographical  miles 
per  hour,  the  resistance  was  in  accord  with  the  law.  From  the  latter 
speed,  the  resistance  rapidly  increased  above  that  due  to  the  law  up 
to  the  speed  of  7*8  geographical  miles  per  hour,  where  it  was  77'04 
per  centum  greater  than  was  due  to  the  law.  From  the  speed  of  7*8 
geographical  miles  per  hour,  the  variation  from  the  law  decreased 
until,  at  the  speed  of  8*5  geographical  miles  per  hour,  the  resistance 
was  62  per  centum  greater  than  was  due  to  the  law. 

The  resistance  of  the  vessel  at  the  different  speeds  was  not  only  af- 
fected by  the  speed,  but  also,  and  greatly,  by  the  action  of  the  screw, 
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the  slip  of  which  operated  to  excavate  the  water  at  the  stern ;  and, 
as  the  slip  of  the  screw  in  per  centum  of  its  axial  velocity  increased 
with  the  speed  of  the  vessel,  this  cause  was  aggravated  in  producing 
at  the  higher  speeds  the  great  variation  of  the  resistance  of  the  hull 
above  the  law  of  its  proportionality  to  the  squares  of  the  speeds. 

Of  the  ivfluence  of  the  number  of  blades  into  which  the  same  area 
of  the  same  kind  of  screw-surface  is  divided^  and  of  their  position. — 
Screws  A,  E,  and  F  have  exactly  the  same  diameter,  pitch,  and  sur- 
face ;  their  only  variation  being  in  the  number  of  blades  into  which 
that  surface  is  divided.  Screw  A  has  two  blades,  one  directly  opposite 
the  other.  Screw  E  has  four  blades,  arranged  in  pairs ;  the  blades 
of  each  pair  are  directly  crpposite  each  other,  and  each  pair  is  at  right 
angles  to  the  other.  Screw  F  is  a  Mangin  screw,  sometimes  called  a 
duplex  screw.  It  is  composed  of  the  two  pairs  of  blades  of  screw  E, 
with  one  pair  placed  directly  behind  the  other,  so  that  when  viewed  in 
projection  on  a  plane  at  right  angles  to  the  axis  of  the  screw, 
they  appear  as  only  one  pair.  This  was  effected  by  revolving  the 
after  pair  of  blades  upon  the  shaft,  until  it  came  in  exact  projection 
with  the  forward  pair. 

The  propelling  efficiency  of  these  three  screws  is  exactly  the  same. 
They  all  give  an  identical  slip  for  the  same  speed  of  vessel ;  and,  as 
their  surface  is  the  same  in  area  and  in  kind,  and  as  they  make  equal 
revolutions  for  equal  speeds,  the  power  absorbed  by  their  surface  in 
overcoming  the  cohesive  resistance  of  the  water  must  be  equal. 

From  these  results  the  inference  is  warranted  that,  in  the  case  of 
screws  having  the  same  kind  and  quantity  of  surface,  their  propelling 
efficiency^  in  smooth  water ,  is  not  affected  by  either  the  number  or  the 
position  of  their  blades. 

The  above  equality  of  effect  is  limited  strictly  to  the  case  of  smooth 
water,  because,  in  rough  water,  the  superiority  in  propelling  efficiency 
of  the  four-bladed  over  the  two-bladed  screw,  both  having  the  same 
kind  and  quantity  of  surface,  is  well  established.  This  superiority 
results  wholly  from  the  pitching  of  the  vessel  in  rough  water,  where- 
by, during  a  given  portion  of  the  time,  a  greater  portion  of  the  two- 
bladed  screw  is  raised  out  of  the  water  than  of  the  four-bladed  screw. 

Were  the  entire  pitch  used,  that  is  to  say,  did  the  screw-surface  fill 
its  entire  disk  when  projected  on  a  plane  at  right  angles  to  its  axis, 
the  equality  of  effect  of  screws  of  different  numbers  of  blades,  but 
Otherwise  the  same,  would  be  equal  both  in  smooth  and  in  rough 
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water ;  but  \?hen  only  a  small  fraction  of  the  pitch  (from  :J^  to  J  as 
in  the  case  in  practice)  is  used,  this  equality  no  longer  obtains,  and 
the  fewer  the  number  of  blades  into  which  the  surface  is  distributed, 
the  less  becomes  the  propelling  efficiency  in  rough  water.  For  illus- 
tration, take  the  extreme  case  of  a  screw  having  only  one  blade, 
and  using  only,  say,  one-fourth  of  the  pitch,  a  moderate  degree  of 
pitching  by  the  vessel  would  keep  the  whole  of  this  suiface  out  of  the 
water  during  one-half  of  the  time ;  if,  however,  the  same  quantity 
and  kind  of  surface  were  distributed  in  two  blades  placed  opposite 
each  other,  only  one-half  of  the  surface  could  be  kept  out  of  the 
wafer  one-half  of  the  time,  and  with  four"  equidistant  blades,  a  still  less 
portion  of  the  surface  would  be  thus  inoperative. 

In  the  following  table  will  be  found  the  slips  of  screws  A,  E,  and 
F,  for  the  speeds  of  vessel  from  5*0  geographical  miles  per  hour  to 
8-5,  increasing  by  one-tenth  of  a  geographical  mile  per  hour.  These 
slips  are  taken  from  the  curve  obtained  in  the  manner  hereinbefore 
described,  and  they  are  expressed  in  per  centum  of  the  axial  speed 
of  the  screw : 


s-°>     i 

^B       1 

t^o 

i^a     1 

^^« 

^a     1 

•CO      ^ 

fill 

Slip  of  the  Bore 
in    per    centu 
of  lis  speed. 

if 
III 

III! 

6-9 

Slip  of  the  sere 
in    per   centu 
of  its  speed. 

6-8 

Slip  of  the  sere 
in    per   centu 
of  its  speed. 

50 

7-82 

8-79 

1 
9-76 

51 

7-92 

6^0 

8-87 

6-9 

9-93 

6'tl 

803 

6-1 

8-96 

7  0 

1010 

6-3 

8-15 

6-2 

9-08 

7-1 

10-33 

6-4 

8-26 

6-3 

919 

72 

10-60 

5-5 

8-37 

6-4 

9  30 

7-3 

10-88 

6-8 

8-49 

6-5 

9-40 

7-4 

11-20 

6-7 

8-59 

6-6 

9-50 

7^6 

11-56 

6-8 

8^69 

6-7 

9-62 

7-6 

11-92 

s. 


cc 


^SSJ 


7-7 
7-8 
7-9 
8-0 
8-1 
8-2 
8-3 
8-4 
8-5 


^a 

o  p.  2 

^  r 
5-0 


12-28 
12-63 
12-96 
13  83 
13-65 
18-91 
1416 
14-38 
14-57 


Had  the  resistances  of  the  vessel  at  different  speeds  been  in  the 
ratio  of  the  squares  of  those  speeds,  and  had  the  water  acted  on  by 
tbe  screw  continued  in  the  same  condition  at  those  different  speeds, 
then  the  slip  of  the  screw  would  have  been  constant,  retaining  the 
same  per  centum  of  its  axial  speed  at  all  speeds  of  vessel.  But, 
fts  the  vessel's  resistance  at  different  speeds  varied  from  the  law  of  the 
square  of  the  speed  and  as  the  water  on  which  the  screw  acted  did 
BOt  continue  in  the  same   condition  at  different  speeds  of   vessel, 
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not  filling  the  watery  furrow  made  by  tho  passage  of  the  vessel,  as 
rapidly  at  the  higher  speeds  as  at  the  lower,  the  screw's  slip  will  vary 
accordingly  to  the  value  of  those  two  causes. 

Of  the  slips  of  screws  of  the  same  kind  of  surface^  hut  of  different 
quantities  of  surface, — Screw  B,  C,  and  D  have  the  same  diameter, 
pitch,  number  and  form  of  blades  as  screw  A,  differing  from  it  only 
in  quantity  of  surface.  The  helicoidal  surface  of  screw  A  is  G-1321 
square  feet ;  of  screw  B,  4*8078  square  feet ;  of  screw  C,  3  0661  square 
feet;  and  of  screw  D,  1*7417  square  feet.  An  examination  of  their 
slips  for  equal  speeds  of  vessels,  relatively  to  their  surfaces,  will  detect 
the  law  wliich  determines  their  slips  in  function  of  their  surfaces.  This 
examination  having  been  made  for  the  experimental  slips  of  each  of 
the  above  screws,  taken  from  its  separate  curve  of  slips,  as  herein- 
before described,  for  each  speed  of  vessel  from  5-0  geographical  miles 
per  hour  to  8*5,  increasing  by  one-tenth  of  a  geographical  mile  per 
hour,  there  results  the  following  law :  The  absolute  slips  of  screws 
having  the  same  kind  of  surface  and  differing  only  in  its  quantity^  are 
for  the  same  speed  of  the  same  vessel  in  the  ratij  of  the  square  roots  of 
their  surfaces.  By  absolute  slip  is  meant  the  speed  of  the  water- 
current,  in  geographical  miles  per  hour,  (not  in  per  centum.)  caused 
by  the  screw  in  the  exactly  opposite  direction  to  the  vessel's  course, 
and  due  to  the  mobility  of  the  water  in  furnishing  a  fulcrum  for  the 
action  of  the  screw. 

The  rationale  of  the  above  law  is — 

1st.  That  the  resistance  of  water  to  motion  is  as  the  square  of  the 
impressed  velocity. 

2d.  That  the  resistance  of  the  water  to  the  advance  of  the  vessel 
is  equilibrated  by  the  resistance  of  the  water  to  the  thrust  of  the 
screw. 

3J.  That,  let  the  surface  of  the  screw  be  what  it  may,  the  resis- 
tance of  the  water  equilibrating  its  thrust  is  equal. 

4th.  That,  the  water,  being  a  liquid,  yields  by  virtue  of  its  mobility 
to  the  thrust  of  the  screw,  and  that  the  velocity  or  absolute  slip, 
thus  imparted  to  the  water  by  the  thrust  of  the  screw,  will  be  such 
that  the  product  of  the  square  of  this  velocity  of  the  water  and  of 
the  surface  of  the  screw  will  be  constant  for  a  given  speed  of  vessel. 

Now,  if  S  =  the  surface  of  the  screw,  and  V  =  the  velocity  of  the 
water,  or  absolute  slip  of  the  screw,  for  any  given  speed  of  the  vessel, 
then  S  X  V*  will  be  a  constant  for  that  speed  of  vessel ;  and  if  the 
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value  of  S  be  changed,  then,  to  maintain  the  constancy  of  the  pro- 
duct S  X  V,  the  value  of  V  must  be  changed  in  the  inverse  ratio  of 
the  square  roots  of  S  in  the  two  cases. 

For  example:  Let  S  =  25  square  feet,  and  V  =  2  geographical 
miles  per  hour  with  any  given  speed  of  vessel:  then,  25  X  2^=100 
=the  constant.  Now,  if  S  be  reduced  to  9  square  feet,  then  to  find 
the  value  of  V  in  the  new  case,  the  speed  of  the  vessel  remaining  as 
before,  we  have  i/9 :  |/25 : :  2  :  8|  geographical  miles  per  hour,  which 
is  the  velocity  of  the  water  pressed  by  the  new  screw  surface  9  square 
feet,  to  give  the  vessel  the  same  speed  as  before,  because  3J^  X  9  = 
100  =  the  constant. 

When  the  speed  of  the  vessel  and  the  absolute  slip  of  the  screw 
are  know  in  geographical  miles  per  hour,  the  relative  slip  of  the  screw, 
that  is  to  say,  its  slip  proportionally  to  its  axial  speed,  is  easily  ob- 
tained and  is  usually  expressed  in  per  centum  of  the  latter.  For  ex- 
ample, suppose  in  the  first  of  the  above  cases  that  the  speed  of  the 
vessel  was  8  geographical  miles  per  hour  and  the  absolute  slip  of  the 
screw  2  geographical  miles  per  hour,  then  the  axial  speed  of  the  screw 
would  be  (8  -f  2=)  10  geographical  miles  per  hour,  of  which  2  geo- 
graphical miles  per  hour  is  20  per  centum,  and  this  would  be  the  slip 
of  the  screw.  Now,  in  the  second  of  the  above  cases,  when  the  sur- 
face of  the  screw  was  reduced,  but  the  speed  of  the  vessel  remained 
constant,  the  absolute  slip  of  the  screw  being  3 J  geographical  miles 
per  hour,  and  the  vessel's  speed  being  8  geographical  miles  per  hour 
as  before,  the  axial  speed  of  the  screw  becomes  (8  +  3|  =)  11 J  geo- 
graphical miles  per  hour,  and  the  slip  of  the  screw  becomes  29  41  per 
centum  of  its  axial  speed.  By  its  axial  speed  is  meant  the  product 
of  its  pitch  and  the  number  of  revolutions  made  by  it  in  a  given  time. 
This  product  is  equal  to  the  sum  of  the  vessel's  speed  and  that  of  the 
absolute  slip  of  the  screw. 

When  the  speed  of  the  vessel  is  given  in  geographical  miles  per 
hour,  and  the  slip  of  the  screw  is  given  in  per  centum  of  the  unknown 
axial  speed  of  the  screw,  the  slip  of  the  screw  in  geographical  miles 
per  hour  can  be  obtained  from  the  following  considerations : 

Assuming  the  unknown  axial  speed  of  the  screw  to  be  repre- 
sented by  100,  its  slip  being  known  proportionally  to  this  number, 
or  in  per  centum  of  the  screw's  speed,  the  vessel's  speed  will  be  repre- 
sented relatively  to  that  of  the  slip  by  tho  difference  between  these 
two  quantities,  so  that  we  thus  have  the  speed  of  the  slip  and  the 
speed  of  the  vessel  expressed  proportionally;   whence,  as  the  absolute 
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speed  of  the  vessel  per  hour  in  geographical  miles  is  given,  the  absolute 
speed  of  the  slip  of  the  screw  in  geographical  miles  per  hour  will  be  ob- 
tained by  the  simple  proportion,  as  the  vessel's  speed  in  per  centum 
of  the  screw's  speed,  is  to  the  screw's  slip  in  per  centum  of  the  screw's 
speed,  so  is  the  vessel's  absolute  speed  in  geographical  miles  per  hour, 
to  the  screw's  absolute  slip  in  geographical  miles  per  hour. 

For  example,  suppose  the  known  slip  of  the  screw  to  be  20  per 
centum  of  the  screw's  unknown  axial  speed,  and  the  known  speed  of 
the  vessel  to  be  8  geographical  miles  per  hour,  then  the  speed  of  the 
vessel  relatively  to  the  unknown  speed  of  the  screw  will  be  (100  — 
20=)  80,  and  the  proportion  for  obtaining  the  absolute  slip  of  the 
screw  in  geographical  miles  per  hour  will  be  80 :  20 : :  8 :  2,  the  screw's 
slip  in  geographical  miles  per  hour. 

The  surface  of  the  screw  may  be  the  helicoidal  surface,  or  its  pro- 
jection on  a  plane  at  right  angles  to  or  parallel  with  the  axis,  or 
it  may  be  expressed  by  the  fraction  used  of  the  pitch.  Any  of  these 
quantities  may  be  used,  so  long  as  the  same  ones  are  continued  through- 
out, the  screw-blade  having,  of  course,  the  same  form  or  outline  in  all 
cases.  That  is  to  say,  if  its  front  and  back  edges  are  parallel  and  at 
right  angles  in  one  case,  they  are  to  remain  so  for  the  other  cases. 

Of  the  influence  on  the  slip  of  the  screw  due  to  curving  the  front 
and  back  edges  of  its  blades  to  the  GrriffUh  fornt^  and  to  substituting  a 
globe  for  the  central  portion  of  the  screw-surface. — Screw  H  was  made 
from  screw  G  by  cutting  the  forward  and  after  edges  of  the  latter  to 
the  GriflSth  form,  and  by  bolting  upon  the  hub  between  the  blades 
pieces  of  wood  accurately  fitted  to  those  spaces,  forming  a  globe 
around  the  screw's  axis  of  1*25  feet  diameter,  equal  to  28*85  per 
centum  of  the  screw's  diameter.  The  diameter  of  the  hub  of  screw 
H  was  11*54  per  centum  of  the  screw's  diameter.  As  screw  G  had  a 
pitch  continuously  expanding  from  the  forward  edge  of  its  blades  to 
the  after  edge,  the  result  of  cutting  off  surface  at  those  edges  was  to 
slightly  increase  the  initial  and  lessen  the  final  pitch  for  screw  H, 
leaving  the  mean  pitch  unchanged,  and,  consequently,  the  same  in 
both  screws  H  and  G.  The  change  of  pitch  thus  made  was  not  ma- 
terial in  its  effect  upon  the  slip.  The  reduction  of  surface,  however, 
was  considerable,  both  at  the  centre  and  at  the  periphery  of  the  screw, 
and  its  effect  was  to  greatly  increase  the  slip,  raising  it  from  18*48  per 
centum,  when  the  vessel's  speed  was  8*5  geographical  miles  an  hour, 
to  21'99  per  centum,  of  the  screw's  axial  speed. 

(To  be  continued.) 
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DESTRUCTION  OF  THE  RAILROAD  BRIDGE  OVER  THE  BIG  BLACK  RIVER 
By  Wm.  E.  Morris,  Civil  Engineer. 

About  the  year  1839  there  was  erected  upon  the  Railroad  between 
Vicksburg  and  Jackson,  Mississippi,  a  high  bridge  across  the  Big 
Black  River. 

It  was  destroyed  daring  the  recent  war  and  rebuilt  in  1865  and  *66. 
There  were  three  spans,  respectively  106,  140  and  165  feet  in  length, 
supported  upon  three  high  piers  and  one  small  abutment  pier. 

The  two  middle  piers  stood  in  the  bed  of  the  river,  the  eastern  one 
upon  a  low  flat  of  land  not  many  feet  above  surface  of  low  water, 
while  the  western  one,  serving  as  an  abutment,  was  built  upon  a 
steep  clay  bank  that  formed  the  western  shore  of  the  river. 

The  abutment  was  built  of  brick,  about  10  feet  in  height,  while 
the  mi  Idle  piers  had  a  height  of  about  80  feet,  the  lower  25  feet 
constructed  of  granite  and  the  upper  55  feet  of  brick  masonry. 

Upon  the  eastern  side  the  approach  to  the  bridge  was  upon  a  high 
trestle  work.  ' 

The  bridge  was  rebuilt  upon  the  "  Fink  Plan,"  with  wooden  chords, 
wrought  iron  suspension  rods  and  cast  iron  bearing  columns,  with  the 
road-way  carried  upon  the  chords.  This  was  the  most  important  and 
expensive  structure  upon  the  road,' and  its  stability  and  permanence 
was  justly  considered  by  the  oflScers  of  the  company,  of  great  mo- 
ment. 

After  the  annual  meeting  of  the  company,  on  the  first  Monday  of 
May,  1874,  the  president,  several  of  the  directors,  the  superin- 
tendent of  the  road  and  myself,  visited  the  bridge  and  found  it  in 
good  condition,  though  the  water  of  the  river  was  quite  high,  some 
25  feet  above  low  water. 

Ten  days  afterwards,  the  west  bank  of  the  river,  both  below  the 
west  abutment  and  in  its  rear,  began  to  crack  and  slide  slowly  into 
the  river.  This  continued  until  the  abutment  slid  out  of  its  position 
obliquely  down  the  bank,  throwing  upon  the  sloping  bank  below,  the 
western  span  of  the  bridge. 

Two  days  afterwards  the  western  pier  was  noticed  to  be  moving 
bodily  eastward,  latterally.     This  it  continued  to  do  for  several  days, 
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until  it  had  moved  six  feet,  when  the  second  span  was  thrown  down. 
This  movement  of  the  pier  brought  the  top  of  the  masonry  against 
the  suspension  rods  of  the  bridge,  pressiig  them  upwards  and  carry- 
ing with  them  the  first  bearing  columns  and  breaking  the  cords  imme- 
diately over  their  top,  which  precipitated  the  second  span  into  the 
river. 

The  pier  kept  its  vertical  position  perfectly,  and  apparently  did  not 
sink.  By  an  examination  recently  made,  a  year  after  the  catastrophe, 
the  pier  is  found  to  have  moved  about  one  foot  farther,  and  still  keeps 
its  vertical  position  and  its  apparent  altitude. 

This  pier,  as  before  stated,  was  built  more  than  thirty  years  ago, 
and  during  all  that  time  had  stood  permanently,  and  safely  carried 
its  load.  By  the  estimate  of  the  resident  engineer  of  the  road,  the 
pier  contains  about  2,500  tons  of  masonry. 

It  is  understood  to  have  been  built  upon  two  courses  of  heavy  tim- 
ber, laid  crosswise. 


Upon  examination  along  the  western  shore  of  the  stream,  the 
cracking  of  the  bank,  and  its  sliding  into  the  river  was  found  to  have 
extended  some  two  or  three  hundred  feet,  both  above  and  below  the 
site  of  the  bridge. 

The  immediate  cause  of  the  sliding  of  the  bank  was  no  doubt  its 
thorough  saturation  with  water  from  rains,  and  the  high  floods  of  the 
river ;  but  this  has  almost  annually  been  the  case  heretofore,  and  fre- 
quently the  rains  were  heavier  and  the  floods  higher.  It  is  evident 
that  the  material  upon  which  the  moved  pier  rested  was  moved  in  a 
body  by  the  pressure  of  the  sliding  bank  of  the  river. 

This  sliding  mass  did  not  accumulate  and  press  against  the  side  of 
the  pier. 

The  above  cut  will  serve  farther  to  explain  this  remarkable 
occurrence. 
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REPORT  ON  THE  DEVELOPMENT  OF  THE  CHEMICAL  ARTS  DURING  THE 
LAST  TEN  YEARS  * 

By  Dr.  A.  W.  HoFMANN.f 
The  dements  of  Water.X    By  Dr.  A.  Oppenhaim. 


Oxygen. — Like  the  evolution  of  human  life,  the  development  of 
every  chemical  art  is  connected  with  oxygen ;  Directly  or  indirectly, 
it  intervenes  in  every  manufacturing  operation.  With  equal  neces- 
sity, life  and  technology  derive  it  from  that  exhaustless  source  of  all 
being,  the  atmosphere.  Furthermore,  no  discovery  has  had  a  greater 
significance  for  the  history  of  culture  than  that  of  the  material  nature 
of  the  air,  and  the  discovery — the  centenary  of  which  we  commemo- 
rate this  year— of  its  most  important  constituent,  oxygen  gas.||  To 
the  same  discoveries  chemical  industry  owes  its  rational  foundation 
and  the  possibility  of  its  advancement,  and  thus  both  the  existence 
and  the  progress  of  technology  are  linked  to  the  same  element. 
What^  in  comparison  with  these  incalculable  benefits,  are  the  advan- 
tages which  pure  oxygen  gas  has  conferred  upon  industry  by  its  direct 
application  ?  To  give  a  reply  to  this  question  is  the  object  of  the 
following  lines,  and  as  no  reports  or  text-books  have  hitherto  treated 
this  subject  in  a  connected  manner,  we  may  venture  to  exceed  in  point 
of  time  the  boundaries  of  this  report. 

Lavoisier,  who  first  recognized  in  its  full  extent  the  importance  of 
oxygen,  took  the  first  successful  step  in  its  technical  application. 

-*  *<  Berichte  iib«r  die  Eatwickelung  der  Chemisohen  Industrie  WaLrend  des 
Letzten  Jahnehends." 

f  From  the  Chemieal  Newt. 

X  "  Die  Elemente  des  Waasers/* 

g  "  On  the  Ist  of  August,  1774,  I  endeayored  to  extract  air  Arom  merourius  pre 
eipitatus  per  se." — Joseph  Priestley,  "  Experimenta  and  Obsenrations  on  Air ,"  ii 
106.    See  also  Kopp,  «  Gesohichte  der  Chemie,"  iii,  200  and  204. 
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"  It  is  evident,"  he  writes,*  "  that  atmospheric  air  is  not  the  most 
suitable  to  increase  the  action  of  fire,  and  that,  if  we  drive  a 
current  of  air  upon  ignited  fuel  by  means  of  bellows,  three  parts  of 
injurious,  or  at  least  useless,  gas  are  driven  in  for  one  part  of  the 
serviceable  kind  of  air,  and  that,  therefore,  if  the  latter  could  be 
used  for  combustion  in  a  pure  state,  the  action  of  the  fire  would  be 
much  enhanced.  This  idea  has  doubtless  occurred  to  many  persons 
prior  to  myself,  and  I  hear  that  Archard,  the  celebrated  chemist  of 
Berlin,  has  carried  it  into  application  ;  f  but  it  is  still  needful  to  devise 
a  cheap  and  convenient  apparatus." 

For  this  purpose,  Lavoisier  used  at  first  bladders  fitted  with  tubes 
and  taps.  "I  made,"  he  continues,  "with  a  knife,  a  hole  three  to 
four  lines  deep  in  a  large  piece  of  charcoal,  and  laid  in  it  6  grs.  of 
platinum,  set  fire  to  the  charcoal  at  an  enameler's  lamp  by  means 
of  a  blowpipe,  opened  the  jet  of  my  apparatus,  and  blew  pure 
oxygen  into  the  hollow.  The  charcoal  burnt  very  rapidly,  with  de- 
tonation as  it  produces  with  melted  saltpeter,  and  with  a  dazzling 
brilliance ;  and  in  a  few  moments  the  platinum  melted  into  granules, 
which  then  united  into  a  ball.  The  fusion  was  equally  successful, 
whether  the  ordinary  platinum  of  commerce  was  taken  or  such  as  had 
been  previously  freed  from  magnetic  particles  by  means  of  a  magnet. 
Hitherto,  platinum  has  not  been  melted." 

Lavoisier  improved  his  apparatus  in  the  same  year,  J  in  conjunction 
with  Meusnier,  and  produced  a  gasometer  consisting  of  two  boxes, 
and  which  on  a  small  scale  much  resembled  those  now  in  use  at  gas- 
works. About  the  same  time,  Saron  constructed  two  blowpipes 
(chalumeaux)y  one  of  which  delivered  oxygen  and  the  other  hydrogen. 
By  their  means,  however,  Lavoisier  did  not  succeed  in  fusing  plati- 
num.||  He  hoped,  however,  to  construct  an  improved  blow  pipe,  in 
which  the  oxygen  should  surround  the  hydrogen,  and  thus  was  devel- 
oped the  plan  of  the  oxyhydrogen  blowpipe,  which  has  rendered  such 
essential  service  in  the  metallurgy  of  platinum  and  in  soldering  lead. 

*  «*  Memoire  sur  un  Moycn  d'Augmenier  Consid^rablement  T Action  du  Feu  et  de  U 
Chaleur  dans  lea  Operations  Chimiques." — ••  Oeuvres  de  Lavoisier  ii,  425. 

\Mtmoiren  der  Berliner  Academiej  1779.  "Sur  un  NouTeau  Mojen  de  Produir* 
ayec  une  tr^s  Petite  Quantity  de  Charbons  une  Chaleur,''  etc. 

X  LaYoisier,  "  Ceuyres,"  ii,  432. 

JLayoiBier,  "OeuYren,"  ii,  430. 
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The  application  of  oxygen  for  melting  platinum  remained  dormant 
until,  in  1857  to  1859,  Deville  and  Debray  made  known  their  important 
investigations'"  on  the  platinum  metals,  and  introduced  the  industrial 
fosion  of  platinum.  The  autogenous  soldering  of  platinum,  and  the 
production  of  fused  ingots  on  the  large  scale,  was  first  carried  out  by 
Johnson,  Matthey,  &  Co.,  of  London,-  and  also  by  Ileraeus,  of 
Hanaa,  in  Germany. 

Debray's  and  Deville's  experiments  led,  above  all,  to  the  discovery 
of  a  refractory  material  for  crucibles  and  furnaces.  For  this  purpose 
quick-lime  offered  itself,  which  has  the  further  advantage  of  retaining 
the  heat  as  completely  as  possible.  The  chemists  aboved-named  in- 
creased the  heat  further  by  leading  the  flame  from  above  directly  upon 
the  surface  of  the  metal,  and  determined  the  amounts  of  oxy -^en  and 
hydrogen  theoretically  and  practically  necessary  for  melting  2  kilos. 
of  platinum,  t.  e.,  by  calculation,  55  liters  of  oxygen  and  110  of 
hydrogen.  The  amount  actually  fused  was  more  than  1  kilo,  so  that 
— a  highly  favorable  result — not  60  per  cent,  of  the  heat  produced 
was  wasted.  These  experiments  had  a  further  bearing  upon  the  in- 
dustrial history  of  oxygen,  as  they  led  to  the  comparison  of  the  cost 
of  the  methods  of  its  production  and  to  the  search  for  a  less  expensive 
process.  We  may  divide  the  known  methods  into  chemical  and 
mechanical,  subdividing  the  former  into  continuous  and  interrupted 
procedures. 

Up  to  this  time,  the  following  methods  of  preparation  were  either  in 
use,  or  had  been  proposed : — The  original  process  of  Priestley,  heating 
oxide  of  mercury,  of  course,  the  most  expensive,  and  the  least  suited 
for  technological  purposes;  then  Scheele's  method,  treatment  of 
peroxide  of  manganese  with  sulphuric  acid,  the  result  being  manga- 
nous  sulphate  and  oxygen.  On  the  large  scale,  since  the  investiga- 
tions of  Berthier  in  1822,  this  was  replaced  by  the  simple  ignition  of 
manganese,  and  finally  the  action  of  heat  upon  the  chlorate  of  potash. 
The  last-mentioned  process,  in  spite  of  its  costliness,  has  become 
established  for  laboratory  operations,  as  being  convenient  and  requir- 
ing only  a  small  supply  of  heat,  although  it  has  frequently  occasioned 
explosions  when  the  gas  was  being  too  rapidly  liberated.  To  prevent 
such  accidents,  it  has  been  repeatedly  proposed  to  mix  manganese 


*  Deville  and  Debray,  1859,  Ann,  Chim.  Fht/i,,  lyi,  885.     Dingier' 9  Polyt.  Joum, 
cUt,  130,  199,  287,  883. 
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with  the  chlorate' of  potash.  Recent  accidents,  especially  a  fearful 
explosion  in  a  pharmaceutical  laboratory  in  Paris,  induced  Debray 
and  Bourgoin*  to  make  known  the  precautions  used  in  Deville's  la- 
boratory. Manganese,  or  the  red  manganoso-manganic  oxide  (Mn^OJ, 
which  is  more  easily  obtained  in  a  state  of  purity,  is  mixed  with  the 
chlorate  of  potash  in  equal  weights,  and  the  iron  retort  is  heated  in  a 
furnace  filled  with  fuel  in  such  a  manner  that  the  fire  may  be  kindled 
at  the  top.  Schwartz  f  made  known  accidents  occasioned  by  the  use 
of  manganese  adulterated  with  lampblack,  or  by  the  accidental  use 
of  the  sulphide  of  atimony  instead  of  manganese,  and  he  therefore 
very  justly  recommends  that  oxygen  gas  mixture  should  be  previously 
tested  by  heating  a  portion  upon  platinum  foil.  Munck  %  proposed  to 
use  oxide  of  iron  instead  of  manganese,  as  being  more  easily  distin- 
guished. 

Scheele's  process — the  mutual  action  of  manganese  and  sulphuric 
acid — has  the  disadvantage  that  the  glass  is  often  broken  by  the 
congelation  of  the  manganous  sulphate.  To  prevent  this,  Wagner  || 
proposes  to  use,  instead  of  sulphuric  acid,  bisulphate  of  soda.  An 
easily  fusible  double  salt  is  thus  formed  which  does  not  break  the  glass 
as  it  cools.  Pure  peroxide  of  manganese,  when  thus  treated,  evolves 
18  per  cent,  of  oxygen,  but  only  12  per  cent,  if  ignited,  when  it  is 
converted  into  sesquioxide.  Nevertheless,  the  latter  process  is  the 
more  economical.  Deville  and  Debray§  calculate  the  expense  accord- 
ing to  the  source  of  the  manganese,  as  follows : — 

T«ii  k!lM.  of  M»tt2aiieM 
Trom 

Romaneche, 
Spain, 
Pyrenees, 
Giessen, 
Italy, 

The  trifling  value  of  the  residual  sesquioxide  which  contains  iron, 
and  is  therefore  useless  in  the  glass  manufacture,  is  not  taken  into 

*  Debray  and  Bourgoin,  Ber,  Chem.  Ges,  gu  Berl%  1870,  240. 
f  Schwartz,  Breslauer  Oewerbeblatt,  1866,  7. 

I  Munck,  FohFt  Lehrbueh  der  Teehnoloffie  Wein,  1865,  186 

II  Wagner,  JakresberkhU,  1866,  198. 

{  Deyille  and  Debraj,  Comptea  Rendus,  li,  822, 
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account.  This  calculation  dates  from  the  time  when  the  re-ox'dation 
of  manganese  was  still  an  unsolved  problem.  If  the  price  of  oxygen 
obtained  from  manganese  ranges  from  3*45  to  5*98  francs  it  is  cheaper 
by  more  than  one-half  than  that  procured  from  chlorate  of  potash, 
which  Dupr^  *  calculates  at  10  francs. 

Deville  and  Debrayf  found  a  much  cheaper  source  in  sulphuric 
acid,  which,  at  elevated  temperatures,  is  resolved  into  water,  sulphur- 
ous actd  and  water.  Retorts  containing  5  liters  of  very  infusible 
glass  were  partially  filled  with  platinum  foil,  or  with  fragments  of 
brick,  and  heated  to  redness,  whilst  sulphuric  acid  was  allowed  to  flow 
in  in  a  slender  stream.  The  escaping  gases  are  led  through  a  cool- 
ing apparatus  in  order  to  condense  sulphuric  acid,  and  into  water 
yo  iemove  sulphurous  acid.  By  this  process  2*186  kilos,  of  sulphuric 
acid  of  the  sp.  gr.  1*827  yielded  240  litres  of  oxygen  at  the  expense 
of  1  franc  per  cubic  meter.  On  its  application  the  cost  of  smelting 
platinum  was  from  20  to  30  centimes  per  kilo. 

According  to  a  p&rag'-aph  by  Moigno  J  the  firm  of  Jos^  de  Susine 
k  Co.,  of  Paris,  prepared  by  this  process  oxygen  at  0*85  franc  per 
cubic  meter,  re-converting  the  sulphurous  acid  into  sulphuric  acid. 

Instead  of  the  free  acid  Deville  and  Debray  propose  the  use  of 
sulphate  of  zinc ;  100  kilos,  of  the  anhydrous  salt  yielded  in  their 
experiments  6.8  cubic  meters  of  oxygen, — far  more  thac  the  best 
black  oxide  of  manganese — 22  kilos,  sulphurous  acid  gas,  and  51 
kilos,  oxide  of  zinc. 

Wagner's  8tatement||  must  be  noted  that,  in  the  year  1867,  both 
tbese  methods  were  not  carried  out  in  Deville's  laboratory,  perhaps 
because  the  development  of  sulphurous  acid  complicated  their  execu- 
tion ;  in  fact,  they  have  both  been  left  in  the  background  in  industrial 
practice.  As  an  attempt  in  that  direction,  we  must  notice  the  proce- 
dure of  Archereau,§  who  employed  sulphuric  acid  in  its  cheapest 
combination,  gypsum.  He  maintained  that,  by  heating  ground 
gypsum  wii^h  sand,  he  could  obtain  silicate  of  lime,  whilst  sulphurous 
acid  was  set  fiee,  which  he  (as  also   Susini)  chiefly  condensed  by  a 

*Dupr6,  CompL  Rend.,  Iv,  736. 

f  Deville  and  Debray,  CompL  Rend.,  li,  822. 

J  IseM  Mondce,  1867,  p.  494. 

II  Wagner,  Jahresberichte,  1867,  216. 

2  Archereau,  Dingler^e  PolyU  Joum.,  clxxyiii.,  57. 
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pressure  of  three  atmospheres,  and  removed  the  rest  by  passage 
through  milk  of  lime.  A  manufactory  on  this  principle,  established 
at  Paris,  had  but  a  short  career.*  The  very  high  temperature  re- 
quired is  evidently  a  hindrance.  Probably  the  oldest  source  of  oxygen, 
saltpeter,  had  not  been  used  for  the  preparation  of  the  gas,  for  two 
reasons.  On  the  one  hand,  the  product  is  largely  mixed  with  nitro- 
gen, and  on  the  other,  the  temperature  required  for  its  decomposition 
augments  the  cost  of  preparation.  Websterf  overcame  the  latter 
difficulty  by  adding  to  the  nitre  oxide  of  zinc.  20  pounds  of  soda-salt- 
peter and  4  pounds  of  crude  oxide  of  zinc  yielded  in  his  hands,  94*676 
cubic  feet  of  a  mixture  of  59  per  cent,  of  oxygen  and  41  per  cent,  of 
nitrogen,  the  residue  being  chiefly  oxide  of  zinc  and  caustic  soda. 
In  this  mixture,  which  is  useful  for  many  purposes,  the  oxygen  cost 
2*32  francs  per  cubic  meter  if  the  solid  residue  be  neglected  ;  but,  if 
the  latter  be  utilized,  the  expense  of  the  oxygen  falls  to  0-78  franc.J 
In  all  these  methods,  one  of  the  leading  ideas  of  modern  industry, 
the  regeneration  of  residues,  has  been  neglected.  The  following  pro* 
posals  are,  in  this  respect,  happier,  and  have,  therefore,  been  partially 
more  successful.  To  combine  the  oxygen  of  the  atmosphere  chemically 
with  some  substance  which  shall  readily  give  off  the  combined 
gas  and  be  again  able  to  take  up  and  give  off  fresh  quantities  of 
oxygen,  as  is  done  by  the  mercury  in  mercuric  oxide ;  this  is  the 
problem  which  has  been  solved  in  the  last  few  years.  As  early  as 
1829,  Dingier,  Junior,||  observed  that  both  oxide  of  copper  and  the 
peroxides  of  nickel  and  cobalt,  with  an  excess  of  chloride  of  lime, 
gave  off  oxygen,  converting  the  latter  substance  into  chloride  of  cal- 
cium. In  1845,  Mitscherlich§  made  known  the  fact  that  various  other 
metallic  oxides,  peroxide  of  manganese,  hydrated  peroxide  of  iron,  etc., 
if  added  to  a  solution  of  chloride  of  lime,  occasioned  a  plentiful  liber- 
ation of  oxygen.  In  1865,  these  observations  were  renewed  by  T.  H. 
Fleitmann,**  with  especial  reference  to  recently  prepared  sesquioxide, 
small  quantities  of  which  sufficed  to  decompose  completely  a  concen- 

*  Wagner,  Jahretberiehte,  1867,  215. 
f  Pepper,  Chemical  News,  1862,  218. 
J  Dupr^,  Comptet  Rendut,  Iv.,  786. 
II  Dingier' 8  Polyt  Joum.,  xxvi.,  231. 
2  MittscherUch,  Foffff,  Ann.,  Wiii.,  471. 
**  Ann,  Chem.  Pharm.,  cxxxIt.,  64. 
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trated  solution  of  chloride  of  lime  into  chloride  of  calcium  and  oxygen 
gas.  He  recommended,  in  practice,  a  solution  of  chloride  of  lime 
concentrated  as  much  as  possible,  and  clarified  by  filtration  or  depo- 
sition to  prevent  frothing,  and  then  mixed  with  0*1  to  0*5  per  cent. 
of  its  contents  of  sesquioxide  of  cobalt,  and  heated  from  70°  to  80°. 
Od  employing  chloride  of  lime  at  35  per  cent.,  he  obtained  oxygen  in 
a  regular  stream,  to  25  or  30  times  the  volume  of  the  liquid.  Other 
observers,  especially  F.  Varrentrapp,*  confirmed  these  results,  and 
recommended  the  industrial  adoption  of  the  process.  The  sesquioxide 
of  cobalt  does  not  require  to  be  manufactured  in  advance.  Any  salt 
of  cobalt  in  solution  serves  the  same  purpose,  and  the  sesquioxide 
settles  to  the  bottom  and  can  be  used  again  in  fresh  operations. 

For  the  same  reason,  a  cheaper  oxide,  as  for  instance,  oxide  of 
copper,  which  Bottgcr  propose8,t  offers  but  little  advantage,  especially 
as  a  higher  temperature  is  required  for  its  decomposition.!  The 
trouble  of  preparing  a  clear  solution  of  chloride  of  lime  may  be  dis- 
pensed with  if,  as  Stolba  suggests,  a  piece  of  paraffin  of  the  size  of  a 
pea  be  added  to  the  turbid  solution. ||  The  thin  layer  of  oil  upon  the 
surface  prevents  frothing.  One  difficulty  yet  remains  to  be  removed. 
Chloride  of  lime  requires  considerable  quantities  of  water  for  solution^ 
and  large  vessels  are,  therefore,  required  for  preparing  moderate 
qnantities  of  oxygen.  A.  Winkler,§  therefore,  dispensed  with  chloride 
of  lime,  by  using  a  thick  milk  of  lime  with  a  little  salt  of  cobalt,  and 
treating  the  mixture  with  chlorine.  By  means  of  this  modification,  a 
larger  volume  of  oxygen  Is  evolved  with  the  same  vessels,  and  all 
danger  of  frothing  over  is  avoided. 

The  part  played  by  the  metallic  oxide  in  these  methods  is  readily 
intelligible.  It  serves  as  a  carrier  of  oxygen,  passing  alternately  to 
a  higher,  readily  decomposable,  stage  of  oxidation,  and  then  returning 
to  its  original  state.  The  hypochlorous  acid  of  the  chloride  of  lime 
converts  the  sesquioxide  of  cobalt  into  an  unstable  cobaltic  acid, 
which  is  immediately  resolved  into  sesquioxide  of  cobalt  and  oxygen. 
Co203+3[CaCl(OCl)]=3CaC!2+2Co03=Co,03+03. 

*  Miltheilungen  f.  d.  Oewerbe  Vereina  det  HerzogthunM  Braunschweig,  1865-66,  72. 

t  Bottgep,  Joum,  PrakU  Chem.y  xcv.,  875. 

J  Reinsoh,  NeueJahr,  Pharm,,  xxiy.,  94, 

II  Stolba,  Joum.  PrakU  Chan.,  xcvii,,  309. 

{  A.  Winkler,  Joum.  Prakt.  Ohm,,  xcyiii.,  8i0. 
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Thus,  one  part  of  the  above-stated  problem  is  solved,  and  the  de- 
veloper of  oxygen  is  re-formed  hj  the  very  act  of  developing  oxygen. 
Still  the  oxygen  is  obtained,  not  from  the  atmosphere,  but  from  she 
chloride  of  lime.  The  solution  of  chloride  of  calcium  formed  must  be 
removed,  and  replaced  by  milk  of  lime.  The  process,  therefore,  is 
not  continuous,  and  in  this  respect,  there  is  still  room  for  economic 
simplification. 

This,  also,  has  been  achieved,  and  by  means  of  experiments  which 
lead  us  back  from  the  moist  to  the  dry  way.  Since  1851,*  Eoussin- 
gault  has  brought  baryta  into  use  as  a  bearer  of  oxygen,  heating  it  to 
redness  in  porcelain  tubes,  and 'treating  it  with  moist  air  free  from 
carbonic  acid,  by  which  it  is  converted  into  peroxide  of  barium.  By 
me&ns  of  a  current  of  watery  vapor,  it  is  re-converted  into  hydrate  of 
baryta,  and  oxygen  is  liberated.  An  addition  of  lime  or  magnesia 
prevents  any  incipient  fusion,  and  75  grams  of  baryta  yield  on  each 
operation  4  to  5  liters  of  oxygen.  Gondolof  improved  this  method 
in  lb68,  replacing  the  porcelain  tubes  with  iron  ones,  protected  by 
magnesia  within  and  by  asbestos  without,  and  laid  in  suitable  furna- 
ces, whose  temperature  was  regulated  by  dampers,  and  adding  to  the 
baryta  a  little  manganate  of  potash  as  well  as  lime  and  magnesia. 
In  this  manner  as  many  as  122  alternate  oxidations  and  deoxidations 
were  conducted  in  the  same  tube.  Whether,  however,  it  be  due  to 
the  high  temperature,  or  to  other  drawbacks  which  stand  in  the  way 
of  the  industrial  application  of  this  method,  it  has  not  yet  found  its 
way  into  actual  practice.| 

Attention  was  directed  to  more  sensitive  transferrers  of  oxygen  than 
baryta,  and  in  the  first  place  to  chloride  of  copper.  Its  propert,y,  on 
exposure  to  the  air,  to  pass  into  oxychlorides  of  various  composition, 
lies  at  the  root  of  the  manufacture  of  a  well  known  pigment,  Bruns- 
wick green.  In  1855,  Vogel  proposed  the  action  of  hydrochloric  acid 
upon  oxychlorides  of  copper  as  a  source  of  chlorine. ||  Mi*.llet§  ex- 
amined these  bodies  more  closely,  and  in  1867  and  1868,  pioposed  a 

*  Bouasingault,  Comptet  RenduSt  xxxu.»  261  and  821, 

f  Gondolo,  Comptet  RenduSf  Ixvi.,  488. 

J  Robbin,  Pogg,  Ann.^  cxxii.,  256, 

II  Vogel,  Wagner,  JahreBherichte^  1861,  177. 

2  MaUet,  Comples  Rendua,  Ixiy.,  286,  and  Ixvi.,  849. 
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method  for  the  industrial  preparation  of  chlorine  and  oxygen.  He 
found  that  cuprous  chloride  is  conyerted  into  oxychloride  by  a  cur- 
rent of  steam  at  from  100°  to  200°  C,  which,  in  contract  with  hy- 
drochloric acid,  is  immediately  resolved  into  cupric  chloride  and  free 
chlorine,  but  which,  if  heated  to  400°,  gives  off  all  its  oxygen.  One 
kilo,  of  cuprous  chloride,  yields  28  to  30  liters  of  oxygen.  In  ex- 
periments on  the  large  scale,  100  kilos,  of  cuprous  chloride  yielded 
either  3  to  3^  cubic  meters  of  oxygen,  or  6  to  7  cubic  meters  of 
chlorine.  As  four  or  five  such  operations  can  be  conducted  daily, 
200  to  800  kilos,  of  cuprous  chloride  could  be  made  to  yield  daily, 
15  to  18  cubic  meters  of  oxygen.  The  requisite  apparatus  consists 
of  rotatory  cast  iron  retorts  lined  with  clay,  which  contain  the  cu- 
prous chloride  mixed  with  one-third  sand  or  kaolin  to  di.ninish  its 
fusibility*  This  process  was  carried  out  in  Cologne  in  1871.*  A 
company  established  at  Taris  for  the  utilization  of  the  process  flourished 
for  a  short  time  only,t  probably  because  it  was  superseded  by  an  anaU 
ogous  process. 

We  refer  to  the  method  which  has  been  developed  since  1867J  by 
the  suggestive  inventor,  Tessi^  du  Motay,  Its  transferrer  of  oxygen 
is  the  black  oxide  of  manganese,  and  it  is  based  upon  the  following 
reactions :  Hydrate  of  soda,  according  to  Mittscherlich,  if  heated  to 
dull  redness  in  contact  with  air  and  black  oxide  of  manganese,  yields 
manganate  of  soda  and  water — 

4NaOH+2Mn03+20=2Na3MnO,+2iI,0. 

Manganate  of  soda  at  the  same  temperature,  in  a  current  of  dry  super- 
heated steam,  is  resolved  again  into  hydrate  of  soda,  sesquioxide  of 
manganese,  and  free  oxygen — 

2NajMnO,+2H20=4NaOH+Mna03+30. 

The  only  condition,  then,  is  to  free  the  superheated  air  previously 
from  carbonic  acid,  in  order  to  obtain  a  mixture  which  shall  be  per- 
petually eflicicnt.  This  method  has  been  found  satisfactory  on  re- 
peated scrutiny,  and  has  been  applied  on  the  large  scale  at  Comines 
(near  Lille),  at  Pantin  (near  Paris),  at  New  York,  Brussels,  and  Vienna. 
Bothell  reports  that  a  melting  of  60  parts  of  dry  carbonate  of  soda 

♦  Phillips,  "DerSftuerstofiF'*  (Berlin,  1871),  22. 

f  Wagner,  JahreabeHchte,  1867,  215. 

I  Tessi^  du  Motay,  Inslitut,  1868,  48. 

y  Bothe,  ZeiUehr.  d,  Vereint  DeuUeh.  Ing,,  1867,  834. 
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with  40  parts  of  peroxide  of  manganese,  at  95  per  cent.,  yielded,  ac- 
cording to  analysis,  74*62  of  manganate  of  soda,  and  that  40  kilos,  of 
this  substance,  which,  according  to  theory,  should  yield  2036  cubic 
decimeters  of  oxygen,  actually  produced  1800,  or  90  per  cent,  of 
the  calculated  yield.  He  recommended  the  process  as  easy  of  exe- 
cution. The  most  complete  description  has  been  given  by  Pourcel.* 
According  to  him,  Tessid  du  Motay  employs  for  retorts  cast  iron 
elipsoids,  which  lie  horizontally  side  by  side,  and  are  divided  by  a 
grate  into  two  unequal  portions  parallel  with  their  axis.  Upon  the 
grate  are  spread  in  each  retort,  350  kilos,  of  manganate  of  soda,  or 
the  corresponding  reduced  mixture  of  soda  and  manganese,  in  such  a 
manner  that  its  thickness  amounts  to  0*6  of  a  metre,  and  the  empty 
space  above  and  below  the  mass  is  as  smal!  as  possible.  In  Gomines, 
where  five  such  retorts  are  in  action,  the  daily  production  amounted 
to  140  cubic  meters  of  oxygen,  with  an  expenditure  of  450  kilos,  of 
coal  for  heating  the  retorts,  and  150  kilos,  for  the  steam-engine. 

(To  be  continued.) 


THE  MECHANICAL  ACTION  OF  LIGHT. 


By  Wm.  Crookes,  F.R.S.,  etc.f 

Some  experiments  illustrating  the  mechanical  action  of  Light,  which 
I  have  recently  exhibited  before  the  Fellows  of  the  Royal  Society, 
having  attracted  considerable  attention,  I  propose  to  give  here  a  des- 
cription of  some  of  the  instruments  which  my  researches  have  enabled 
me  to  construct.  But,  to  render  the  subject  more  intelligible,  it  will 
be  necessary  to  give  a  brief  outline  of  the  researches  which  I  have 
been  carrying  on  for  the  last  three  or  four  years,  so  that  the  reader 
may  see  the  gradual  steps  which  have  led  up  to  the  full  proof  that 
Radiation  is  a  motive  power. 

The  experiments  were  first  suggested  by  some  observations  made 
when  weighing  heavy  pieces  of  glass  apparatus  in  a  chemical  balance, 
enclosed  in  an  iron  case  from  which  the  air  could  be  exhausted.     When 

*  Pourcel,  "  M^oioirea  de  la  Soci^t^  des  Ing^nieurs  Civiles/*  P ,  1873. 

f  The  Quarterly  Journal  of  Science, 
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the  substance  weighed  was  of  a  temperature  higher  than  that  of  the 
surrounding  air  and  the  weights,  there  appeared  to  be  a  variation  of 
the  force  of  gravitation.  Experiments  were  thereupon  instituted  to 
render  the  action  more  sensible  and  to  eliminate  sources  of  error.* 

My  first  experiments  were  performed  with  apparatus  made  on  the 
principle  of  the  balance.  An  exceedingly  fine  and  light  arm  was  deli- 
cately suspended  in  a  glass  tube  by  a  double-pointed  needle ;  and  at 
the  ends  were  afiBxed  balls  of  various  materials.  Amongst  the  sub- 
stances thus  experimented  on,  I  may  mention  pith,  glass,  charcoal, 
wood,  ivory,  cork,  selenium,  platinum,  silver,  aluminium,  magnesium, 
and  various  other  metals. 

The  most  delicate  apparatus  for  general  experiment  was  made  with 
a  straw  beam  having  pith  masses  at  the  end.  The  general  appearance 
of  ihe  apparatus  is  shown  in  Fig.  1. 

a  is  the  tube  belonging  to  the  Sprengel  pump.f  (  is  the  desiccator, 
full  of  glass  beads  moistened  with  sulphuric  acid,  c  is  the  tube  con- 
taining the  straw  balance  with  pith  ends;  it  is  drawn  out  to  a  con- 
tracted neck  at  the  end  connected  with  the  pump,  so  as  to  readily 
admit  of  being  sealed  ofi*  at  any  stage  of  the  exhaustion.  d  is  the 
pump-gauge,  and  e  is  the  barometer. 

The  whole  being  fitted  up  as  here  shown,  and  the  apparatus  being 
full  of  air  to  begin  with,  I  passed  a  spirit-flame  across  the  lower  part 
of  the  tube  at  6,  observing  the  movement  by  a  low-power  micrometer ; 
the  pith  ball  (a  b)  descended  slightly,  and  then  immediately  rose  to  con- 
siderably above  its  original  position.  It  seemed  as  if  the  true  action 
of  the  heat  was  one  of  attraction,  instantly  overcome  by  ascending 
currents  of  air.  A  hot  metal  or  glass  rod  and  a  tube  of  hot  water 
applied  beneath  the  pith  ball  at  b  produced  the  same  efiect  as  the  flame ; 
when  applied  above  at  a,  they  produced  a  slight  rising  of  the  ball. 
The  same  effects  take  place  when  the  hot  body  is  applied  to  the  other 
end  of  the  balanced  beam.  In  these  cases,  air  currents  are  sufficient 
to  explain  the  rising  of  the  ball  under  the  influence  of  heat. 

In  order  to  apply  the  heat  in  a  more  regular  manner,  a  thermometer 
was  inserted  in  a  glass  tube,  having  at  its  extremity  a  glass  bulb  about 
1^  inches  diameter ;  it  was  filled  with  water  and  then  sealed  up  (see 
Fig.  2).     This  was  arranged  on  a  revolving  stand,  so  that  by  means 

*  "  On  the  Atomic  Weight  of  Thallium,"  Phil.  Trans.,  1873,  vol.  clxiii,  p.  287. 
\  For  a  full  description  of  this  pump,  with  diagrams,  see  Phil.  Trans.,  1873,  vol 
clxiii,  p.  295. 
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of  a  cord,  I  could  bring  it  to  the  desired  position  without  mon'ng  the 
eye  from  the  micrometer.  The  water  was  kept  heated  to  70°C.,  the 
temperature  of  the  laboratory  being  about  15°  C. 

The  barometer  being  at  767  millims.,  and  the  gauge  at  zero,  the 
hot  bulb  was  placed  beneath  the  pith  ball  at  b.  The  ball  rose  rapidly. 
The  source  of  heat  was  then  removed,  and  as  soon  as  equilibrium  was 
restored,  I  placed  the  hot  water  bulb  above  the  pith  ball  at  a,  when  it 
rose  agein,  more  slowly,  however,  than  when  the  heat  was  applied 
beneath  it. 

The  pump  was  then  set  to  work ;  and  when  the  gauge  was  147  mil- 
lims. below  the  barometer,  the  ejcperiment  was  tried  again ;  a  similar 
result,  only  more  feeble,  was  obtained.  The  exhaustion  was  contin- 
ued, stopping  the  pump  from  time  to  time  to  observe  the  effect  of  heat, 
when  it  was  seen  that  the  effect  of  the  hot  body  regularly  diminished 
as  the  rarefact^n  increased,  until,  when  the  gauge  was  about  12  mil- 
lims. below  the  barometer,  the  action  of  the  hot  body  was  scarcely 
noticeable.  At  10  millims.  below  it  was  still  less ;  whilst  when  there 
was  only  a  difference  of  7  millims.  between  the  barometer  and  the 
gauge,  neither  the  hot  water  bulb,  the  hot  rod,  nor  the  spirit-flame 
caused  the  ball  to  move  in  an  appreciable  degree. 

The  inference  was  almost  irresistible  that  the  rising  of  the  pith  was 
only  due  to  currents  of  air,  and  that  at  this  near  approach  to  a  vacuum 
the  residual  air  was  too  highly  rarefied  to  have  power  in  its  rising,  to 
overcome  the  inertia  of  the  straw  beam  and  the  pith  balls.  A  more 
delicate  instrument  would  doubtless  show  traces  of  movement  at  a  still 
nearer  approach  to  a  vacuum ;  but  it  seemed  evident  that  when  the 
last  trace  of  air  had  been  removed  from  the  tube  surrounding  the  bal- 
ance— when  the  balance  was  suspended  in  empty  space  only — the 
pith  ball  would  remain  motionless,  wherever  the  hot  body  were  ap- 
plied to  it. 

I  continued  exhausting.  On  next  applying  heat  underneath,  the 
result  showed  that  I  was  far  from  having  discovered  the  law  governing 
these  phenomena ;  the  pith  ball  rose  steadily,  and  without  that  hesita- 
tion which  bad  been  observed  at  lower  rarefactions.  With  the  gauge 
3  millims.  below  the  barometer,  the  ascension  of  the  pith  when  a  hot 
body  was  placed  beneath  it,  was  equal  to  what  it  had  been  in  air  of 
ordinary  density ;  whilst  with  the  gauge  and  barometer  level,  its  up- 
ward movements  were  not  only  sharper  than  they  had  been  in  air,  but 
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they  took  place  under  the  inflaence  of  far  less  heat — the  finger,  for 
example,  instantly  repelling  the  ball  to  its  fullest  extent. 

To  verify  these  unexpected  results,  air  was  gradually  let  into  the 
apparatus,  and  observations  were  taken  as  the  gauge  sank.  The  same 
effects  were  produced  in  inverse  order,  the  point  of  neutrality  being 
when  the  gauge  was  about  7  millims.  below  a  vacuum. 

A  piece  of  ice  produced  exactly  the  opposite  effect  to  a  hot  body. 

The  presence  of  air  having  so  marked  an  influence  on  the  action  of 
heat,  an  apparatus  was  fitted  up  in  which  the  source  of  heat  (a  plati* 
num  spiral  rendered  incandescent  by  electricity)  was  inside  the  vacu- 
um-tube instead  of  outside  it  as  before ;  and  the  pith  balls  of  the 
former  apparatus  were  replaced  by  brass  balls.  By  careful  manipu- 
lation and  turning  the  tube  round,  I  could  place  the  equipoised  brass 
ball  either  over,  under,  or  at  the  side  of  the  source  of  heat.  With 
this  apparatus  I  tried  many  experiments,  to  ascertain^ore  about  the 
behavior  of  the  balance  during  the  progress  of  the  exhaustion,  both 
below  and  above  the  point  of  no  action,  and  also  to  ascertain  the 
pressure  corresponding  with  this  critical  point. 

In  one  experiment,  which  is  described  in  detail  in  my  paper  on  this 
subject  before  the  Royal  Society,*  the  pump  was  worked  until  the 
guage  had  risen  to  within  5  millims.  of  the  barometric  height. 
On  arranging  the  ball  above  the  spiral  and  making  contract  with  the 
battery,  the  attraction  was  still  strong,  drawing  the  ball  downwards  a 
distance  of  2  millims.  The  pump  continuing  to  work,  the  guage  rose 
until  it  was  within  1  millim.  of  the  barometer.  The  attraction  of  the 
hot  spiral  for  the  ball  was  still  evident,  drawing  it  down  when  placed 
below  it,  and  up  when  placed  above  it.  The  movement,  however,  was 
much  less  decided  than  before ;  and  in  spite  of  previous  experience 
the  inference  was  very  strong  that  the  attraction  would  gradually  di- 
minish until  the  vacuum  was  absolute,  and  that  then,  and  not  till 
then,  the  neutral  point  would  be  reached.  Within  1  millim.  of  a 
vacuum  there  appeared  to  be  no  room  for  a  change  of  sign. 

The  guage  rose  until  there  was  only  J  a  millim.  between  it  and  the 
barometer.  The  metallic  hammering  heard  when  the  rarefaction  is 
close  upon  a  vacuum  commenced,  and  the  falling  mercury  only  occa- 
sionally took  down  a  bubble  of  air.  On  turning  on  the  battery  cur- 
rent, there  was  the  faintest  possible  movement  of  the  brass  ball  (to- 
wards the  spiral)  in  the  direction  of  attraction. 

*Phil.  Trans.,  1874,  toI.  clxiv,  p.  601. 
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The  working  of  the  pump  was  continued.  On  next  making  con- 
tact with  the  battery,  no  movement  could  be  detected.  The  red-hot 
spiral  neither  attracted  nor  repelled.  I  had  arrived  at  the  critical 
point.  On  looking  at  the  guage  I  saw  it  was  level  with  the  bar- 
ometer. 

The  pump  was  now  kept  at  full  work  for  an  hour.  The  gauge  did 
not  rise  perceptibly;  but  the  metallic  hammering  sound  increased  in 
sharpness,  and  I  could  see  that  a  bubble  or  two  of  air  had  been  car- 
ried down.  On  igniting  the  spiral,  I  saw  that  the  neutral  point  had 
been  passed.  The  sign  had  changed,  and  the  action  was  one  of  faint 
but  unmistakable  repuUion.  The  pump  was  still  kept  going,  and  an 
observation  was  taken  from  time  to  time  during  several  hours.  The 
repulsion  continued  to  increase.  The  tubes  of  the  pump  were  now 
washed  out  with  oil  of  vitriol,*  and  the  working  was  continued  for  an 
hour. 

The  action  of  the  incandescent  spiral  was  now  found  to  be  energet- 
ically repeUentj  whether  it  was  placed  above  or  below  the  brass  ball. 
The  fingers  exerted  a  repellent  action,  as  did  also  a  warm  glass  rod, 
a  spirit-flame,  and  a  piece  of  hot  copper. 

In  order  to  decide  once  for  all  whether  these  actions  really  were 
due  to  air-currents,  a  form  of  apparatus  was  fitted  up  which — whilst 
it  would  settle  the  question  indisputably — would  at  the  same  time  be 
likely  to  afford  information  of  much  interest. 

By  chemical  means  I  obtained  in  an  apparatus  a  vacuum  so  nearly 
perfect  that  it  would  not  carry  a  current  from  a  Ruhmkoff*s  coil  when 
connected  with  platinum  wires  sealed  into  the  tube.  In  such  a  vacuum 
the  repulsion  by  heat  was  still  found  to  be  decided  and  energetic. 

I  next  tried  experiments  in  which  the  rays  of  the  sun,  and  then  the 
different  portions  of  the  solar  spectrum,  were  projected  on  to  the  deli- 
cately suspended  pith  ball  balance.  In  vacuo  the  repulsion  by  a 
beam  of  sunlight  is  so  strong  as  to  cause  danger  to  the  apparatus, 
and  resembles  that  which  would  be  produced  by  the  physical  impact 
of  a  material  body. 

A  simpler  form  of  the  apparatus  for  exhibiting  the  phenomena  of 
attraction  in  air  and  repulsion  in  a  vacuum  consists  of  a  long  glass 

*  This  can  be  effected  without  interfering  with  the  exhaustion, 
VOL.  LXX.— Thibd  Sebies.— No.  1.— July,  1875.  5 
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tube,  a  I  (Fig.  3),  with  a  globe,  e^  at  one  end.     A  light  index  of  pith, 
d  e,  is  suspended  in  this  globe  by  means  of  a  cocoon  fiber. 

Kg.  8. 


Fig.  4. 

When  the  apparatus  is  full  of  air  at  ordinary  pressure,  a  ray  of 
heat  or  light  falling  on  one  of  the  extremities  of  the  bar  of  pith  gives 
a  movement  indicating  attraction.  When  the  apparatus  is  exhausted 
until  the  barometric  gauge  shows  a  depression  of  12  millims.  below 
the  barometer,  neither  attraction  nor  repulsion  results  when  radiant 
light  or  heat  falls  on  the  pith,  but  when  the  vacuum  is  as  good  as  the 
pump  will  produce,  strong  repulsion  is  shown  when  radiation  is  al- 
lowed to  fall  on  one  end  of  the  index.  An  apparatus  of  this  kind 
constructed  with  the  proper  precautions,  and  sealed  ofi"  when  the 
vacuum  is  perfect,  is  so  sensitive  to  heat  that  a  touch  with  the  finger 
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on  a  part  of  the  globe  near  one  extremity  of  the  pith,  will  drive  the 
index  round  over  90^,  while  it  follows  a  piece  of  ice  as  a  needle  fol- 
lows a  magnet.  With  a  large  bulb,  very  well  exhausted  and  contain- 
ing a  suspended  bar  of  pith,  a  somewhat  striking  effect  is  produced 
when  a  lighted  candle  is  placed  about  2  inches  from  the  globe.  The 
pith  bar  commences  to  oscillate  to  and  fro,  the  swing  gradually  in- 
creasing in  amplitude  until  the  dead  centre  is  passed  over,  when  sev- 
eral complete  revolutions  are  made.  The  torsion  of  the  suspending 
fiber  now  offers  resistance  to  the  revolutions,  and  the  bar  commences 
to  turn  in  the  opposite  direction.  This  movement  is  kept  up  with 
great  energy  and  regularity  as  long  as  the  candle  burns. 

For  more  accurate  experiments  I  prefer  making  the  apparatus 
differently.  Fig.  4  represents  the  best  form,  a  5  is  a  glass  tube,  to 
which  is  fused  at  right  angles  another  narrower  tube,  c  d;  the  verti- 
cal tube  is  slightly  contracted  at  e,  so  as  to  prevent  the  solid  stopper 
d — which  just  fits  the  bore  of  the  tube— from  falling  down.  The  lower 
end  of  the  stopper,  d  e,  is  drawn  out  to  a  point ;   and  to  this  is  ce- 

Fig.  5. 


mented  a  fine  glass  thread  about  0-001  inch  diameter,  or  less,  accord- 
ing to  the  torsion  required.* 

At  the  lower  end  of  the  glass  thread  an  aluminium  stirrup  and  a 
concave  glass  mirror  are  cemented,  the  stirrup  being  so  arranged  that 


*  Some  of  the  glass  fibers  used  in  these  torsion  balances  are  so  fine,  that  when  one 
end  is  held  between  the  fingers,  the  other  portion  floats  about  like  a  spider's  thread 
and  frequently  rises  until  it  takes  a  vertical  position. 
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it  will  hold  a  beam,  f  g,  having  masses  of  any  desired  material  at  the 
extremities.  At  c  in  the  horizontal  tube  is  a  plate  glass  window  ce- 
mented on  to  the  tube.  At  h  is  also  a  piece  of  plate  glass  cemented 
on.  Exhaustion  is  effected  through  a  branch  tube,  A,  projecting  from 
the  side  of  the  upright  tube.  This  is  sealed  by  fusion  to  the  spiral 
tube  of  the  pump.  The  stopper  d  e  and  the  glass  plates  e  and  h  are 
well  fastened  with  a  cement  of  resin  and  beeswax. 

The  advantage  of  a  glass- thread  suspension  is  that  the  beam  always 
comes  back  to  its  original  position. 

An  instrument  of  this  sort,  perfectly  exhausted  and  then  sealed 
off;  is  shown  at  work  in  Fig.  5.  It  has  pith  plates  at  the  extremities 
of  the  torsion  beam.  A  ray  of  light  from  the  lamp  is  thrown  on  to 
the  central  mirror,  and  thence  reflected  on  to  the  graduated  scale. 
The  approach  of  a  finger  to  either  extremity  of  the  beam  causes  the 
luminous  index  to  travel  several  inches,  showing  repulsion.  A  piece 
of  ice  brought  near  causes  the  spot  of  light  to  travel  as  much  in  the 
opposite  direction.  In  order  to  ensure  the  luminous  index  coming  ac- 
curately back  to  zero,  extreme  precautions  must  be  taken  to  keep  all 
extraneous  radiation  from  acting  on  the  torsion-balance.  The  whole 
apparatus  is  closely  packed  round  with  a  layer  of  cotton-wool  about  ' 
6  inches  thick,  and  outside  this  is  arranged  a  double  row  of  Win- 
chester quart  bottles  filled  with  water,  spaces  only  being  left  for  the 
radiation  to  fall  on  the  balance  and  for  the  index  ray  of  light  to  get 
to  and  from  the  mirror. 

However  much  the  results  may  vary  when  the  vacuum  is  imperfect, 
with  an  apparatus  of  this  kind  they  always  agree  among  themselves 
when  the  residual  gas  is  reduced  to  the  minimum  possible ;  and  it  is 
of  no  consequence  what  this  residual  gas  is.  Thus,  starting  with  the 
apparatus  full  of  various  vapors  and  gases,  such  as  air,  carbonic 
acid,  water,  iodine,  hydrogen,  ammonia,  etc.,  there  is  not  found  at  the 
highest  rarefaction,  any  difference  in  the  results  which  can  be  traced 
to  the  residual  gas.  A  hydrogen  vacuum  appears  the  same  as  a 
water  or  an  iodine  vacuum. 

The  neutral  point  for  a  thin  surface  of  pith  being  low,  and  that 
for  a  moderately  thick  piece  of  platinum  being  high,  it  follows  that 
at  a  rarefaction  intermediate  between  these  two  points  pith  will  be 
repelled,  and  that  platinum  will  be  attracted  by  the  same  beam  of 
radiation.     This   has   been  proved  experimentally.      An  apparatus 


Digitized  by  VjOOQ  IC 


Cfrookes — The  Mechanical  Action  of  Light. 


61 


showing  simultaneous  attraction  and  repulsion  by  the  same  ray  of 
light  is  illustrated  in  Fig.  6. 

Fig.  6. 


•c 


1 


^f 


The  pieces/^  on  the  end  of  one  beam  consist  of  platinum  foil  ex- 
posing a  square  centimeter  of  surface,  whilst  the  extremities/'^'  on 
the  other  beam  consist  of  pith  plates  of  the  same  size.  A  wide  beam 
of  radiation  thrown  in  the  centre  of  the  tube  on  to  the  plates  gf 
causes  g  to  be  attracted  and/'  to  be  repelled,  as  shown  by  the  light 
reflected  from  the  mirrors,  c  c'.  The  atmospheric  pressure  in  the  ap- 
partus  is  equal  to  about  40  millims.  of  mercury. 

In  a  torsion  apparatus  similar  to  the  one  shown  in  Figs.  4  and  5,  I 
have  submitted  variously  colored  discs  to  the  action  of  the  different 
rays  of  the  spectrum.  The  most  striking  results,  as  yet,  have  been 
obtained  when  the  different  rays  of  the  spectrum  were  thrown  on  white 
and  on  black  surfaces.  The  result  was  to  show  a  decided  difference 
between  the  action  of  light  and  of  radiant  heat.  At^the  highest  ex- 
haustions dark  heat  from  boiling  water  acts  almost  equally  on  white 
pith  and  on  pith  coated  with  lampblack,  repelling  either  with  about 
the  same  force.  The  action  of  the  luminous  rays,  however,  is  dif- 
ferent. These  repel  the  black  surface  more  energetically  than  they 
do  the  white  surface  and  consequently,  if  in  such  an  apparatus  as  is 
shown  at  Fig.  4,  one  disc  of  pith  is  white  and  the  other  is  black,  an 
exposure  of  both  of  them  to  light  of  the  same  intensity  will  cause 
the  torsion  thread  to  twist  around,  owing  to  the  difference  of  repul- 
sion exerted  on  the  black  and  the  white  surface.  If,  in  the  bull)  ap- 
paratus shown  in  Fig.  3,  the  halves  of  the  pith  bar  are  alternately 
white  and  lampblacked,   this  differential  action  will  produce  rapid 
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rotation  in  one  direction,  which  keeps  up  until  stopped  by  the  torsion 
of  the  suspending  fiber. 

Taking  advantage  of  this  fact  I  have  constructed  an  instrument 
which  I  have  called  the  Radiometer,  shown  in  section  and  plan  at 
Figs.  7  and  8.  It  consists  of  four  arms,  of  some  light  material,  sus- 
pended on  a  hard  steel  point  resting  in  a  jewel  cup,  so  that  the  arms 
are  able  to  revolve  horizontally  upon  the  centre  pivot,  in  the  same 
manner  as  the  arms  of  Dr.  Robinson's  anemometer  revolve.  To  the 
extremity  of  each  arm  is  fastened  a  thin  disc  of  pith,  white  on  one 
side  and  lampblacked  on  the  other,  the  black  surfaces  of  all  the 
discs  facing  the  same  way.     The  whole  is  enclosed  in  a  thin  glass 


Fig.  7. 


Kg.  8. 


a.  A  yery  fine  needle  point. 

h.  Two  pieces  of  straw. 

c.  Jewel  cup. 

dddd.  Four  pith  discs,  blackened  on 
one  side.  The  arms  between  the 
straw  in  the  centre  and  the  discs  are 
bent  glass  fibers. 

e.  Qlass  support  holding  cup. 

/.  Cement  to  keep  the  support  e  in  its 
place. 


V 
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globe,  which  is  then  exhausted  to  the  highest  attainable  point  and 
hermetically  sealed. 

The  arms  of  this  instrument  rotate  with  more  or  less  velocity  under 
the  action  of  radiation,  the  rapidity  of  revolution  being  directly  pro- 
portional to  the  intensity  of  the  incident  rays.  Placed  in  the  sun  or 
exposed  to  the  light  of  burning  magnesium,  the  rapidity  is  so  great 
that  the  separate  discs  are  lost  in  a  circle  of  light.  Exposed  to  a 
candle  20  inches  off  another  instrument  gave  one  revolution  in  182 
seconds ;  with  the  same  candle  placed  at  a  distance  of  10  inches  off 
the  result  is  one  revolution  in  45  seconds ;  and  at  5  inches  off  one 
revolution  was  given  in  11  seconds.  Thus  it  is  seen  that  the  mechan- 
ical action  of  radiation  is  inversely  proportional  to  the  square  of  the 
distance.  At  the  same  distance  2  candles  give  exactly  double,  and  8 
candles  give  three  times,  the  velocity  given  by  1  candle,  and  so  on  up 
to  24  candles.  A  small  Radiometer  was  found  to  revolve  at  the 
velocities  shown  in  the  following  table,  when  exposed  to  the  radiation 
of  a  standard  candle  5  inches  off. 


Time  ia  fleoonds. 

.  40 

.  38 

.  28 

.  26 

.  21 

.  20 

In  diffused  daylight  the  velocity  was  one  revolution  in  from  1*7 
seconds  to  2-3  seconds,  according  to  the  intensity  of  the  incident 
rays.  In  full  sunshine,  at  10  A.  M.,  it  revolved  once  in  0*3  second, 
and  at  2  P.  M.,  once  in  0*25  second. 

When  heat  is  cut  off  by  allowing  the  radiation  to  pass  through  a 
thick  plate  of  alum,  the  velocity  of  rotation  is  somewhat  slower,  and 
when  only  dark  heat  is  allowed  to  fall  on  the  arms  (as  from  a  vessel 
of  boiling  water)  no  rotation  whatever  is  produced. 

In  all  respects,  therefore,  it  is  seen  that  the  Radiometer  gives  in- 
dications in  strict  accordance  with  theory. 

Several  radiometers,  of  various  constructions  as  regards  details, 
but  all  depending  on  the  above-named  discovery,  have  been  exhibited 


TIME 

REQUIRBI^  FOR   ONB   REVOLUTION. 

SoniMorBadUtioD. 

1  candle,  5  inches  off,  behind  green  glass,     .     . 
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"        5 
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"        5 
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at  the  Royal  Society,  where  their  novelty  and  unexpected  indications 
excited  a  considerable  amount  of  interest. 

This  form  of  instrument  is  of  too  recent  a  construction  for  me  to  be 
able  to  do  more  than  draw  brief  attention  to  a  few  of  the  many  uses 
for  which  it  is  applicable. 

£y  timing  the  revolutions  of  the  instrument  when  exposed  direct  to 
a  source  of  light — a  candle,  for  instance — the  total  radiation  is  meas- 
ured. If  a  screen  of  alum  is  now  interposed,  the  influence  of  heat  is 
almost  entirely  cut  off,  the  velocity  becomes  proportionately  less,  and 
the  instrument  becomes  a  photometer.  By  its  means  photometry  be- 
comes much  simplified ;  flames  the  most  diverse  may  readily  be  com- 
pared between  themselves  or  with  other  sources  of  light ;  a  ^^  standard 
candle"  can  now  be  defined  as  one  which  at  x  inches  off,  causes  the 
radiometer  to  perform  y  revolutions  per  minute,  the  values  of  x  and  y 
having  previously  been  determined  by  comparison  with  some  ascertained 
standard ;  and  the  statement  that  a  gas-light  is  equal  to  so  many  can- 
dles, may,  with  more  accuracy,  be  replaced  by  saying  that  it  produces 
so  many  revolutions. 

To  photographers  the  radiometer  will-  be  invaluable.  As  it  will  re- 
volve behind  the  orange-colored  glass  used  for  admitting  light  into  the 
so-called  dark  room,  it  is  only  necessary  to  place  one  of  these  instru- 
ments in  the  window  to  enable  the  operator  to  see  whether  the  light 
entering  his  room  is  likely  to  injure  the  sensitive  surfaces  there  ex- 
posed; thus,  having  ascertained  by  experience  that  his  plates  are 
fogged,  or  his  paper  injured,  when  the  revolutions  exceed,  say,  ten  a 
minute,  he  will  take  care  to  draw  down  an  extra  blind  when  the  rev- 
olutions approach  that  number.  Still  more  useful  will  the  radiometer 
be  in  the  photographic  gallery.  Placing  an  instrument  near  the  sitter 
at  the  commencement  of  the  day's  operations,  it  is  found  that,  to  ob- 
tain a  good  negative,  the  lens  must  be  uncovered — not  for  a  particular 
number  of  seconds — ^but  during  the  time  required  for  the  radiometer 
to  make,  say,  twenty  revolutions.  For  the  remainder  of  the  day, 
therefore,  assuming  his  chemicals  not  to  vary,  the  operator  need  not 
trouble  himself  about  the  variation  of  light;  all  he  has  to  do  is  to  watch 
the  radiometer  and  expose  for  twenty  revolutions,  and  his  negatives 
will  be  of  the  same  quality,*  although  at  one  time  it  may  have  taken 

*  In  this  brief  sketch  I  omit  reference  to  the  occasions  in  which  the  ultra  Tiolet  rays 
diminish  in  a  greater  proportion  than  the  other  rays. 
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five  minutes,  and  at  another  not  ten  seconds,  to  perform  the  allotted 
namber. 

I  have  long  been  experimenting  in  the  endeavor  to  trace  some  con- 
nection between  the  movements  of  attraction  and  repulsion,  above  al- 
luded to,  and  the  action  of  gravitation  in  Cavendish's  celebrated 
experiment.  The  investigation  is  not  suflSciently  advanced  to  justify 
further  details,  but  I  will  give  here  an  outline  of  one  of  the  results. 

I  find  that  a  heavy  metallic  mass,  when  brought  near  a  delicately 
suspended  light  ball,  attracts  or  repels  it  under  the  following  circum- 
stances : — 

I.    When  the  ball  is  in  air  of  ordinary  density. 

a.  If  the  mass  is  colder  than  the  ball,  it  repeU  the  ball. 
h.   If  the  mass  is  hotter  than  the  ball,  it  attracts  the  ball. 

11.    When  the  ball  ie  in  a  vacuum. 

a.  If  the  mass  is  colder  than  the  ball,  it  attracts  the  ball. 

b.  If  the  mass  is  hotter  than  the  ball,  it  repels  the  ball. 

The  density  of  the  medium  surrounding  the  ball,  the  material  of 
which  the  ball  is  made,  and  a  very  slight  difi'erence  between  the  tem- 
peratures of  the  mass  and  the  ball,  exert  so  strong  an  influence  over 
the  attractive  and  repulsive  force,  and  it  has  been  so  difficult  for  me 
to  eliminate  all  interfering  actions  of  temperature,  electricity,  etc., 
that  I  have  not  yet  been  able  to  get  distinct  evidence  of  an  indepen- 
dent force  (not  being  of  the  nature  of  heat  or  light)  urging  the  ball  and 
the  mass  together. 

Experiment  has,  however,  shown  me  that,  whilst  the  action  is  in  one 
direction  in  dense  air,  and  in  the  opposite  direction  in  a  vacuum,  there 
is  (as  I  have  already  pointed  out  in  the  experiments  described  in  the 
commencement  of  this  paper)  an  intermediate  pressure  at  which  dif- 
ferences of  temperature  appear  to  exert  little  or  no  interfering  action. 
By  experimenting  at  this  critical  pressure,  and  at  the  same  time  taking 
all  the  precautions  which  experience  shows  are  necessary,  it  would 
seem  that  such  an  action  as  was  obtained  by  Cavendish,  Reich,  and 
Baily,  should  be  rendered  evident. 

It  is  not  unlikely  that  in  the  experiments  here  recorded  may  be 
found  the  key  of  some  as  yet  unsolved  problems  in  celestial  mechanics* 
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In  the  sun's  radiation  passing  through  the  quasi  vacuum  of  space,  we 
have  the  radial  repulsive  force,  possessing  successive  propagation,  re- 
quired to  account  for  the  changes  of  form  in  the  lighter  matter  of 
comets  and  nebulae,  and  we  may  learn  by  that  action,  which  is  rapid 
and  apparently  fitful,  to  find  the  cause  in  those  rapid  bursts  which 
take  place  in  the  central  body  of  our  system ;  but  until  we  measure 
the  force  more  exactly  we  shall  be  unable  to  say  how  much  influence 
it  may  have  in  keeping  the  heavenly  bodies  at  their  respective  distances. 

So  far  as  repulsion  is  concerned,  we  may  argue  from  small  things 
to  great,  from  pieces  of  pith  up  to  heavenly  bodies ;  and  we  find  that 
the  repulsion  shown  between  a  cold  and  warm  body  will  equally  pre- 
vail, when  for  melting  ice  is  substituted  the  cold  surface  of  our  at- 
mospheric sea  in  space,  for  a  lump  of  pith  a  celestial  sphere,  and  for 
an  artificial  vacuum  a  steller  void. 

Throughout  the  course  of  these  investigations  I  have  endeavored 
to  remain  unfettered  by  the  hasty  adoption  of  a  theory,  which,  in 
the  early  stages  af  an  inquiry,  must  almost  of  necessity  be  erroneous* 
Some  minds  are  so  constituted  that  they  seem  impelled  to  form  a 
theory  on  the  slightest  experimental  basis.  There  is  then  great  dan- 
ger of  their  becoming  advocates,  and  unconsciously  favoring  facts 
which  seem  to  prove  their  preconceived  ideas,  and  neglecting  others 
which  might  oppose  their  views.  This  is  unfortunate,  for  the  mind 
should  always  be  free  to  exercise  the  judicial  function,  and  give  im« 
partial  weight  to  every  phenomenon  which  is  brought  it.  Any  theory 
will  account  for  Bome  facts  ;  but  only  the  true  explanation  will  satisfy 
aU  the  conditions  of  the  problem,  and  this  cannot  be  said  of  any  the- 
ory which  has  yet  come  to  my  mind. 

My  object  at  present  is  to  ascertain  facts,  varying  the  conditions 
of  each  experiment  so  as  to  find  out  what  are  the  necessary  and  what 
the  accidental  accompaniments  of  the  phenomena.  By  working 
steadily  in  this  manner,  letting  each  group  of  experiments  point  out 
the  direction  for  the  next  group,  and  following  up  as  closely  as  possi- 
ble, not  only  the  main  line  of  research,  but  also  the  little  by-lanes 
which  often  lead  to  the  most  valuable  results,  after  a  time  the  facts 
will  group  themselves  together  and  tell  their  own  tale ;  the  conditions 
under  which  the  phenomena  invariably  occur  will  give  the  laws ;  and 
the  theory  will  follow  without  much  difficulty.  The  eloquent  Ian- 
guage  of  Sir  Humphry  Davy  contains  valuable  advice,  although  in 
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terms  somewhat  exaggerated.  He  says, — *^  When  I  consider  the  va- 
riety of  theories  which  may  be  formed  on  the  slender  foundation  of 
one  or  two  facts,  I  am  convinced  that  it  is  the  business  of  the  true 
philosopher  to  avoid  them  altogether.  It  is  more  laborious  to  accu* 
mulate  facts  than  to  reason  concerning  them ;  but  one  good  experi- 
ment is  of  more  value  than  the  ingenuity  of  a  brain  like  Newton's." 


A  NEW  METHOD  OF  USING  PAPER  IN  PUCE  OF  GU88  FOR  NEGATIVES 
IN  DRY-PUTE  PHOTOGRAPHY. 

By  Leon  Warnrrkb.* 

All  photographers  are  aware  that  photography  out  of  the  studio, 
with  the  systems  now  employed,  presents  certain  difficulties  which 
make  the  process  of  taking  a  photograph  anything  but  pleasant. 
Having,  in  my  photographic  excursions,  experienced  all  these  incon- 
veniences, I  adopted  from  time  to  time  different  improvements  ;  and 
having  now  arrived  at  a  very  satifactory  solution  of  that  all-important 
question  for  every  photographer  engaged  out  of  the  studio,  I  intend 
to  give  a  full  description  of  my  method  of  working,  and  illustrate  it 
by  practical  demonstration. 

I  scarcely  need  discuss  the  question  whether  the  wet  or  dry  system 
is  to  be  employed  for  landscape  photography.  Owing  to  the  great 
perfection  reached  in  the  preparation  of  collodion  and  gelatine  emul- 
sions,  my  choice  is  made,  without  hesitation,  in  favor  of  the  dry  sys- 
tem. 

The  first  obstruction  encountered  is  the  material  employed  at  present 
for  the  support  to  the  sensitive  film.  Glass,  notwithstanding  the  last 
extremely  important  discovery  of  M.  de  la  Bastie,  possesses  many 
disadvantages  when  used  in  out-door  photography.  1.  It  is  heavy. 
2.  It  is  bulky  in  itself,  and  more  so  from  the  necessity  of  leaving 
empty  space  between  the  plates  to  prevent  contact  with  the  sensitive 
surface ;  and,  again,  from  the  necessity  of  having  some  kind  of  box 

*  Communicated  to  the  South  London  Photographic  Societj,  at  their  meeting, 
JTune,  1875. 
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for  storing.  3.  It  is  brittle,  and  consequently  requires  extra  care  in 
transport.  But  the  drawbacks  are  too  numerous  to  enumerate.  They 
are  visible  to  every  photographer,  and  I  hope  that  experiments  I  have 
to  perform,  while  showing  the  superiority  of  my  new  system,  will  ren- 
der the  disadvantages  of  glass  more  salient. 

My  principal  improvement  upon  the  old  system  is  the  substitution 
of  paper,  cloth,  or  any  flexible  material  for  glass,  as  support  for  the 
sensitive  film.  In  my  early  experiments  (made  some  five  years  ago) 
I  applied  simply  bromized  collodion  to  paper  of  fine  texture  sized  with 
starch.  But  when  it  was  used  without  substratum,  prolonged  devel- 
opment or  further  intensification  occasioned  discoloration  of  the 
paper  by  the  action  of  the  pyrogallic  acid,  and  it  consequently  was 
regarded  by  myself  as  unsuccessful.  But  I  cannot  omit  to  mention 
it  on  the  present  occasion,  for  the  very  important  observation  made 
that  bromized  collodion  in  contact  with  the  paper  is  incomparably 
more  sensitive  than  the  same  in  contact  with  glass,  gelatine,  india- 
rubber,  or  dammar  varnish.  The  paper  used  by  me  was  Steinbach's 
photographic.  My  experiments  were  made  a  long  time  before  Mr. 
Bolton  published  his  excellent  washed  emulsion  process,  so  my  collo- 
dion was  made  from — 

Sulphuric  ether, 4  ounces. 

Alcohol,  4       " 

Solution  of  bromine  1  dr.  in  alcohol  1  oz.,     .       20  minims. 

Suitable  pyroxyline, 40    grains. 

Nitrate  of  silver  (in  hot  alcohol)  or  equivalent  of 

oxide  of  silver, 80  grains. 

Neither  preservative  nor  washing  was  necessary. 

My  next  step  was  using  a  gelatine  substratum  between  the  paper 
and  bromized  collodion.  In  that  and  in  the  former  case,  to  avoid 
discoloration,  the  developer  was  free  from  wacer.  After  exposure, 
the  sensitive  surface  was  flowed  with  a  solution  of — 

Pyrogallic  acid, 80  grains. 

Alcohol,              1  ounce. 

The  excess  was  returned  to  the  bottle  for  future  use,  and  the  follow- 
ing solution  was  immediately  applied : — 

Alcohol, 1|  ounces. 

Solution  of  bromine  1  dr.  in  alcohol  1  ounce,  10  minims. 

Strongest  ammonia,            ....  2  drachms. 
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The  negative,  when  finished,  was  put  on  the  glass,  immersed  in  hot 
water,  and  the  temporary  paper  support  peeled  oflF.  Further  experi- 
ments prove  that  great  simplification  and  excellence  are  secured  by 
the  following  method : 

Preparation  of  the  Negative  Film. — I  take  a  sheet  of  white  enam- 
eled paper,  bend  all  the  sides  to  form  a  shallow  dish,  put  it  on  a  glass 
plate  of  suitable  size,  pour  in  the  centre  some  plain  collodion  to  which 
a  small  quantity  of  paraffine  in  alcohol  was  added,  and  return  the 
excess,  after  distribution  and  usual  rocking,  to  the  bottle.  This, 
when  dvy,  will  leave  the  paper  very  easily ;  but,  to  avoid  this  pre- 
mature occurrence,  lines  are  made  with  ruling  pen  or  brush  and 
asphalt  varnish  round  the  sheet ;  or,  if  it  is  to  be  cut,  each  plate  is 
to  be  delineated  with  varnish.  When  this  thin  coating  of  collodion  is 
dry,  a  solution  of  india-rubber  in  benzine  is  applied  in  a  similar  way. 
When  dry,  another  coating  of  the  following  collodion  is  applied. 

Ether, 20  ounces. 

Alcohol, 40      " 

Castor  oil,  ......  1  ounce. 

Pyroxyline, 1      " 

After  drying,  another  india-rubber  coating,  and,  lastly,  sensitive 
bromized,  bromo-iodo-chloro,  or  any  of  the  washed  collodion  emul- 
sions, is  applied.  When  gelatine  emulsion  is  preferred,  the  last  india- 
rubber  coating  is  omitted.  I  find  the  film  is  equally  good  when,  after 
first  coating  of  the  collodion  and  paraffine,  the  following  solution  of 
gelatine  is  applied : — 

Gelatine :         .         1  ounce. 

Sugar,  .......         1  drachm. 

Glycerine, i     " 

Water,  .......         quant  suff. 

After  it  is  dry,  coatings  with  collodion  and  india-rubber  follow,  and 
lastly  the  sensitive  emulsion. 

In  preparing  the  film,  I  prefer  to  build  it  from  several  thin  coat- 
ings, instead  of  one  of  requisite  thickness,  because  in  that  way  I  can 
avoid  irregularities  in  thickness  occasioned  by  curling  of  the  paper. 
For  the  same  reason  draining  of  the  solution  is  made  each  time  from 
a  different  corner. 

The  prepared  negative  film,  with  its  supporting  paper,  is  cut  to  the 
desired  size,  interleaved  with  tissue  paper  for  extra  security,  and  pre- 
served from  light  for  use. 
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Exposure. — For  large  plates  the  film  is  exposed  in  the  usual  dark 
slide  behind  the  glass  plate.  I  choose  the  glass  plate  the  same  thick- 
ness as  the  ground  glass  in  the  focussing-frame,  and,  after  reversing 
'  the  last,  I  have  the  sensitive  and  focussing  surfaces  to  coincide.  For 
small  plates,  from  6^  by  8^  downwards,  I  prefer  to  avoid  the  use  of 
the  glass  plate,  and  attach  the  paper  with  sensitive  film  to  some  rigid 
support.  Mounting  boards  answer  the  purpose  very  well ;  but  when 
even  this  inconsiderable  thickness  is  objectionable,  ferrotype  plates 
are  an  excellent  substitute.  Negative  films  with  supporting  ferrotype 
plates  are  so  thin  that  in  my  excursions  last  summer  I  was  able  to 
put  twenty  of  these  plates  in  every  dark  slide ;  and  having  with  me 
Howard's  tent,  attachable  to  the  camera  stand,  in  three  dark  slides 
sixty  negatives  were  taken  without  necessity  to  repair  home,  or  to 
have  a  plate  box  for  those  sixty  plates. 

Development. — For  the  development,  I  have  to  detach  one  corner 
of  the  film  with  a  penknife,  and,  holding  it  with  two  fingers,  all  the 
film  can  be  easily  detached  from  the  supporting  enameled  paper. 

After  this,  it  is  attached  to  a  glass  plate  of  the  same  size  by  means 
of  a  few  drops  of  water.  From  that  moment  the  development  of  the 
negative  is  proceeded  with  in  the  manner  familiar  to  every  photo- 
grapher. In  fact,  the  film  is  attached  so  firmly  to  the  glass  plate  that 
there  is  not  the  slightest  difierence  in  the  behavior  of  that  and  the  old 
glass  plates. 

After  development,  fixing,  and  washing,  some  blotting  paper  is  ap- 
plied to  remove  the  last  drop  of  water.  This  mode  of  drying — pro- 
voking shuddering  in  the  followers  of  the  old  glass  system— need  not 
be  feared  with  my  films.  The  final  drying — especially  when  gelatine 
is  used  in  the  formation  of  the  supporting  film — must  be  executed 
under  light  pressure,  between  blotting-paper,  in  a  book  or  otherwise. 

If  convenient,  it  can  be  dried  on  the  glass  plate  and  varnished, 
avoiding  varnishes  requiring  heating  of  the  plate ;  but  there  is  no 
necessity  for  varnishing,  except  to  facilitate  retouching. 

In  this  stage  I  have  used  the  process  for  the  last  two  years  with 
invariable  success,  and  have  hundreds  of  negatives  to  testify  it. 

But  I  must  confess  I  am  subject  to  all  the  human  imperfections. 
We  are  never  satisfied  with  what  we  possess  ;  and  this  spring,  waiting 
for  longer  and  brighter  sumn^r  days,  and  planning  my  new  excur- 
sions, the  thought  of  carrying  in  my  pocket  Howard's  tent,  and  the 
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prospect  of  plunging  mj  head  into  that  tent  for  changing  each  plate 
after  the  exposure,  looked  to  me  an  unbearable  torture.  For  conso- 
lation I  retired  to  my  work  room,  and,  after  some  time,  succeeded  in 
preparing  the  slide  which  is  intended  to  remove  the  last  of  the  im- 
pedimenta in  my  way. 

The  Dark  Slide. — The  principal  componen  t  parts  of  the  new  dark  slide 
are  two  wooden  rollers,  on  one  of  which  the  sensitive  film,  with  its 
supporting  paper,  or  without,  is  wound,  and  there  is  room  enough  for 
one  hundred  negatives.  These  rollers  are  placed  in  a  horizontal  pos- 
ition within  the  dark  slide,  one  near  the  top,  and  the  other  near  the 
bottom.  Each  roller  has  a  metal  head  on  the  outside  of  the  slide,  by 
which  it  can  be  rotated ;  by  means  of  these  heads  the  ribbon  of  sen- 
sitive film  can  be  drawn  from  one  roller  and  wound,  after  exposure, 
on  the  other  roller.  To  secure  perfect  flatness  there  is  attached  to 
each  head  a  binding  screw,  permitting  the  stretching  the  film  smooth 
when  it  is  in  position.  A  darkened  glass  plate  is  fixed  near  the  front 
of  the  slide  in  the  plane  corresponding  with  the  focussing  surface, 
this  glass  plate  guides  the  sensitive  film  in  its  progress  from  one  rol- 
ler to  the  other,  and  secures  its  proper  position  in  the  focus  of  the 
lens. 

The  back  of  the  dark  slide  is  closed  by  a  hinged  door,  and  the 
front  has  a  sliding  shutter. 

Before  the  sensitive  ribbon  is  attached  to  the  roller  it  is  divided 
into  sections,  corresponding  with  the  size  of  the  plates,  by  black  lines 
drawn  in  pencil  or  otherwise,  and  each  section  is  numbered. 

In  the  sliding  shutter  is  a  little  window  secured  with  orange  glass 
and  spring  metallic  shutter.  Through  the  orange  glass  I  am  able  to 
observe  the  black  lines  forming  divisions  between  the  plates  and  cor- 
responding numbers.  This  permits  me  to  judge  of  the  proper  posi- 
tion of  each  consecutive  plate,  and  tells  me  which  plate  is  to  be  ex- 
posed ;  and  if  any  imperfection  was  observable,  which  plate  to  avoid. 

The  production  of  negatives  in  the  field  with  the  aid  of  these  im- 
provements is  a  real  enjoyment,  because  all  the  hard  work  is  removed, 
and  advantages  gained  over  the  old  system  are  numerous. 

Volume  and  weight  of  plates  and  apparatus  are  diminished. 

Chance  of  breakage  there  is  none  ;  chance  of  abrading  the  sensi- 
tive surface  is  diminished.  I  ascribe  to  the  flexibility  of  the  support 
the  greater  amount  of  resistance  to  rough  treatment  my  film  offers. 
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There  is  no  blurring  possible.  In  application  to  the  panoramic 
camera,  what  can  offer  facility  similar  to  the  new  film  ?  All  costly 
cylindrical  plates  and  special  printing  frames  are  useless ;  the  sensi- 
tive film  can  take  any  shape  in  the  dark  slide,  but  will  be  flat  in  the 
printing  frame. 

For  printing  in  carbon,  and  for  all  processes  requiring  reversed 
negatives,  the  film  negative  is  ready  without  preparation.  For  piint- 
ing  stereoscopic  negatives  transposition  is  easy. 

For  storing  negatives,  no  room,  no  boxes,  or  shelves  are  necessary. 
Film  negatives  are  not  destroyed  by  atmospheric  influences. 

Ladtiy,  who  can  with  the  glass  system,  while  going  to  distant 
lands,  dream  of  taking  one  thousand  plates  for  his  long  excursion? 
But  with  my  film,  that  number,  or  one  still  larger,  would  not  increase 
the  weight  of  the  traveler's  luggage  more  than  by  a  few  ounces,  and 
by  a  few  inches  the  volume. 

When  I  look  to  the  future,  the  circle  of  the  beneficial  effect  still 
widens. 

Pliability  of  the  sensitive  film  can  alter  optical  conditions  of  our 
apparatus.  Our  lenses  will  be  smaller.  Definition  more  perfect. 
Distortion,  spherical  aberration,  and  other  optical  imperfections  di- 
minished.    Aperture  increased,  and  consequently  exposure  shortened. 

I  conclude  with  another  less  important  improvement.  I  do  not  like 
the  black  cloth  we  use  to  cover  our  head  when  focussing.  It  gives  a 
mysterious  appearance  to  the  operator,  and  increases  the  curiosity  of 
the  passers-by.  Very  often  it  conspires  with  the  wind,  without  any 
respect  for  the  head-dress  of  the  operator,  or  stability  of  the  camera. 

In  my  apparatus  I  substituted  a  looking-glass  inclined  45^  to  the 
ground  glass.  The  image  appears  in  right  position,  is  much  brighter, 
and  when  shut  the  frame  containing  the  mirror  offers  a  protection  to 
the  ground  glass,  taking  infinitely  less  room  thi^n  the  black  cloth. 


Explosion  in  a  Drug  Store  in  Boston. — The  Boston  Journal 
of  Chemistry  is  of  the  opinion,  the  extraordinary  explosion  which  oc- 
curred several  weeks  ago,  at  the  store  of  Mr.  G.  D.  Dows,  in  Wash- 
ington street,  in  that  city,  was  caused  by  the  vapor  of  ether,  the 
proprietor  having  stated  that  he  had  in  the  building,  several  bottles 
holding  five  pounds  each  of  this  dangerous  agent. 
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Scott  Legacy  Iledals  and  Fremimns. 


Hall  of  the  Franklin  Institute, 

Philadelphia^  Aprils  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the 
PEANELIN  INSTITUTE  of  the  State  of  Pennsylvania,  for  the 
promotion  of  the  Mechanic  Arts,  have  in  accordance  with 
the  recommendation  of  the  Committee  on  Science  and  the 
Arts, 

AvarM  tlie  Scott  Lem  Meial  ani  FreminiD 

To  JOHN  G.  BAKEE,  of  Philadelphia,  for  Baker's  Rotary  Pres- 
sure Blower ; 

To  HUTOHINS  &  MABBITT,  of  Philadelphia,  for  their  Tilting 
Chair; 

And  to  J.  MORTON  POOLE  &  GO,,  of  Wilmington,  Del.,  for 
their  Improvements  in  Grinding  Calender  Boilers. 

And  said  Medals  and  premiums  will*be  delivered  to  them  re- 
spectively, unless  within  three  months  from  this  date,  satis- 
factory evidence  of  the  want  of  originality  in  said  inventions 
is  lodged  with  the  undersigned. 

D.  SHEFHEKD  HOLMAIT 

April  3t.  Actuary. 
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Hall  of  the  PRANKLIN  INSTITUTE, 

Philadelphia,  June  9th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legacy  Medal  and  Preminm  to  £.  A.  Goodes,  of  Phil- 
adelphia, Pa.,  for  his  Improved  Sewing  Machine  ;  and  said  medal  and  premium 
will  be  delivered  to  him  unless  within  three  months  from  this  date,  satisfactory 
evidence  of  the  want  of  originality  of  said  invention  is  lodged  with  the  under- 
signed, 

D.  SHEPHERD  HOLMAN, 

June  3t.  ACTUARY. 

HALL  OP  THE  FRANKLIN  INSTITUTE. 

Philadelphia,  May  14th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute  of 
llie  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in  accord- 
ance with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,  awarded 

Taa  Soott  Lei^rncy  Medal  aad  Premium  to  Thomas  J.  Rorer,  of  Philadelphia, 

Pa.,  for  the  Improved  Union  Belting,  patented  by  Clarke  &  Flemmer ;  and  said 
medal  and  premium  will  be  delivered  to  him  unless  within  three  months  from  this 
date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention  is  lodged 
with  the  undersigned. 

S.  SBEPaSBD  HOLMAN. 

May  3t  Actuary. 

PRICES    AS   LOW 

AS   FOR 

Riveted  Columns. 


For    Lithographs,    Rates,    etc., 
a<hlress 

Keystone  Bridge  Co., 

Pittsburgh,  Pa. 

OR 

J.  E.  Linville,  President, 

218  S.  4th  St.,  Phila. 

HALL  OP  THE  FRANKLIN  INSTITUTE, 

,  Philadelphia,  May  14th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Frank- 
lin Institute  of  the  State  of  Pennsylvania  for  the  promotion  of  the 
Mechanic  Arts  have,  in  accordance  with  the  recommendation  of  tlio 
Committee  on  Science  and  the  Arts,  awarded  The  Elliott  Cressou 
Gh>ld  Medal  to  Powers  &  Weightman,  of  Philadelphia,  Pa.,  for 
their  manufacture  of  Citric  Aci<l,  and  for  their  production  of  the 
cheaper  alkaloids  of  Cinchonia  Bark. 

S.  SEEPEEBD  HOLMAN, 

May  3t  ACTIJART 
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JOSEPH  ZENTMAYER, 


MANUFACTURER  OF 

MICROSCOPES 

AND 

MICROSCOPICAL  ACCESSORIES, 

,„„.u«..n..  PHItAGELPHIA. 

Rosengarten  c£  Sons, 

Manufacturing    Chemists, 

PHILADELPHIA. 

Sihrar  Medal  awarded  by  Franklin  Instimte,  November,  1874,  for  Parity  of  Ohemical  Preparations. 

Sulphate  of  Quinine,  Sulphate  of  Morphine, 

Sulphate  of  (Mnehonine,  Acptnte  of  Morphine, 

Sulphate  of  (Tmchonidine,  Muriate  of  Morphine, 

Sulphate  of  (juinidine.  Nitrate  of  Ammonia, 

Muriate  of  Quinine,  liypophosphites, 

Citrate  of  Iron  nud  (^linine,  Suhnitrate  of  ISittmuth, 

Broniiile  of  Ammonium,  Spirits  of  Nitre, 

Bromide  of  l*otaK.'?ium,  i\  P.  Acids. 

Nitrate  of  Silver,  Tannin, 

And  a  General  A.ssortment  of  Fine  C'lieinicaLv. 

Kzlrnei  from  Rttpott  of  the  Judges  at  the  Hxuibition  or  the  Fh.vsklin  Ixstitltk,  • 
Philadelphia,  Novemhfr,  1874,  m  regard  to  Chemical  exhibited  A//  Jfoitent/arten  i\'  Son9  : 

**  These  gentleoien  exhibit  quite  n  list  of  Chemicals,  and  claim  for  them 
Mtperior  purity,  eoiiHideretl  as  commercial  articles*  Tlie  Committee  hare  cai'e- 
fnlly  examined  Home  of  them  and  find  this  claim  ftiUy  substantiated,  some  of  the 
artlfleti  t»etng  almost  absolntely  Chemically  Pure,  and  being  certainly  the  best  of 
the  kind  in  the  marliet.    For  Purity  of  Chemical  Preparations,  a  Sllrer  Medal/' 

SigBed.  P.  A.  0  KNTH,  Prof.  ChemiHtr.v  Univernity  of  Penim. 

(i.  A.  KOENIO,  I'rof.  Cheuiidtry  Univerriity  of  Peiina. 
S.  P.  SADIM.KB,  Prof  Choniiktry  University  ot  PeiiiKi. 
J.  K.  C.MITKR,  ManufncturinK  Oieuiint.       ^  -, 

^oogle 


HELLER  &  BRIGHTLY,  Engineering  and  Surveying  In- 
ttruments,  33  N.  Seventh  St,  Philadelphia.    ^o£  M>li^^ 

without  decrcaaiDg  alie  of  any  part  of  our  "  Kn-  " 
glnecni'  Trnusii"  we  ha\i'    rvtluced  the  wdRlit  one- 
half.    An  ordinary  Tmu-it  Ti.-lr.coi>c  maguilicji  from  J 
in  fn  I'i  ■1iiinu>iiT«    niir  n<>w  Tr»iisil  Tclest^'t.Dc  i  lonirth  V 


10  to  Vi  diamcH-T.-*.  our  new  Trausii  Telesccpe  i  Ivngth 
10^^  incho>.  -hows  objecu  t-rt-ci  and  not  in^ertt-d) 
magnihes  2n  diauiuunn  and  «iU  rt;ad  time  on  a  «;itcb- 
dial  at  Wi  fwt.  For  description  of  our  new  Mining 
Tranftit  <«ei:;ht  r>4  Ib«.  >  nud  Plummet  Lamp  see  Van 
KodtrandK  Kogiu^^Ting  Magazine,  June,  lf^'3. 

Extrart  from  report  of  Committer  of  Civ.  Enff?  ap- 

f)int«d  by  Fmnklin  In«t.  to  examine  H.  A  B  «  new 
ranfit:  '[1)<'<'.  IkTI.I  ••  It  exhibit*  wvcral  noveltn-i 
of  construction  which,  in  the  opinion  of  the  commit- 
tee, render  it  superior  to  tho«e  now  in  use.  and  in  it« 
opinion  the  deviation  which  they  have  made  from  the 
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Lne  aeviation  wnicn  tney  nave  maae  irom  ine   ^ 
Ktylc*  of  Transit  are  decided  improvements.'   ^fij^        «-^k^'^ 
JuHJi  C.  TaAUTwisk,  Chairman.         ^•'WNf  tJ^^ 


W.    KUKBLER.  F.    SBELH0R8T. 

Kuebler  &  Seelhopst, 


MAMKArTrKERS    OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  925    Sanson..    Street; 

PHILAI3ELPHIA. 

We  call  the  attention  of  Engineers  to  our  Patented  Improvement  on  Telescopes 

WM.  .].  YOUNG  &  SONS. 

SUCCESSORS    If) 

Tn,  J,  Itiui;,  f L  I.  Itu;  S  Co,,  Ie  J,  Tn;  t  Son, 
ENGINEERING 

AND 

ASTRONOMICAL 


I 

Beg  leave  to  remind  the  Engineering  Profession  that  every 
Important  Improvement  in  this  country  has  originated  from 
this  house.  juiy,  74. 6  m. 
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Schutte  &  Goehring,  222  Walnut  St.,  Phila. 

—ENGINEERS,— 

Sole  LiIOKt^sbrs   and   Masufacturkrb   ok^— 

Hanover— Germany,       "7^  *  Manchester-- EtigVd^ 

35  Celler  Stratse.  StOSLlU    J 6tS.  Lancatler  Avenue. 


STEAM  JET  APPARATUS  OF  EVERY  DESCRIPTION. 
BLOWERS  ^  Apparatus  for  Chemical  Works, 

For  Forge,  Fnniace  &  Boiler  Firing.       g       £  AIB-COMPBESSING  APPASATUS. 

«Af*  *^^'J^]J®^J^j^^j^.j^j^jjg^    I  S  I  ^   '     ^^^^^  ^^'^  APPARATUS  FOR  SUGAR  flOUSEiS. 

^-^  ^        «2  Cnrboi;ic>Acid-Ga8  Blowers, 

SYPHONS  FOR  ACIDS  &  WATER.  —  FILTER  SUCKERS. 


OUR  FIRST  FIFfY  YEARS. 


A  HIglORICAI.  SKETCH  of  the  FBANKUN  INSTITUTE. 


From  its  organization  to  the  present  ti me.     1  vol.  8vo.  96  pp. 

Price  in  fine  Clotli,  30  cents.  In  Paper,  15  cents. 

For  Sale  at  the  Hall,  Seventh  St.,  below  Market, 

D.  S.  HoLMAN,  Actuary. 

Hates  of  Advertising. 

1  year.  6  mos.  3  mos.  1  mo. 

One  pagv 160^ $32 $18 $10 

Half  pagf 32 18 14 6 

Quarter  page 1^ 14 10 4 
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THORNE,  DeHAVEN  &  CO. 

21st  Str* 

PHIL 

DRILLINGf 

MAi  > 

PORTABLE, 

RADIAL, 

MULTIPLE, 

VERTICAL, 

HORIZONTAL, 

SPECIAL, 

Portable  DrIIlK,  driven  l»y  i.<.uer  in  any  position,  self-leodingr  and  convenii-nt  in  ;ul- 
jastmont. 

Radial  Drill».  self-lcuding.  with  large  adjusiable  box  table,  separate  base  plate,  and 
erery  convenience. 

Vertical  I>rill»,  s«elf-feedinj<,  of  new  and  improved  designs. 

Maltiple  Drills,  for  boiler  work,  etc.,  with  from  2  to  20  spindles,  fed  and  returned 
together  or  separately,  by  power  or  hand. 

Horizontal  Borinir  Maebinea.  for  large  pieces,  with  boring  head  adjustable  verM- 
cally  and  horizontally. 

Qun  Hlank  Drills,  Coal  Drills,  and  Drills  fur  special  i)urpose8  bu.lt  to  ..rde-.  lanTb 

FRANKLIir  INSTITUTE. 

TERMS  AND  PRIVILEGES  OF  MEMBERSHIP. 

Each  Member,  and  Adult  Holder  of  Second  Class  Stock,  when  not 
ill  arrears  for  Dues,  is  entitled  to  attend  the  Meetings  of  the  Institute,  the 
use  of  tlie  Library  and  Readinj;-Room.  and  to  Ticket}^  for  himself  and  a 
Lady  to  the  Lectures. 

Contributing  Members  pay  Five  DoUai-s  each  year.  The  payment  of  F'ifty 
Dollars  in  any  one  year  secures  Lifc-MeinV)ership,  without  Annual  Dues. 

Shares  of  Stock,  Ton  Dollars. 

Second  Class  Stock  has  an  annual  tax  of  Tliree  Dollai-s  per  Shai-e,  enti- 
tling the  holder  of  One  Share  to  the  privileges  of  Membei*sliip. 

The  Holder  of  Ten  or  more  Shares  of  First  Class  Stock,  is  entitled  to 
all  the  privileges  of  Membership,  without  payment  of  Annual  Dues. 

Minor  Children,  Wards  and  Apprentices  of  Members  not  in  arrears, 
by  j>aynient  of  two  DoUai-s,  have  use  of  Library  and  Reading  Room,  and 
admission  to  Lectures,  or  Lectures  alone  for  One  Dollar. 

Minors  holding  a  Share  of  Second  Class  Stock,  by  paying  One  Dollar  and 
Fifty  Cents  i)er  year,  have  use  of  Library  and  Reading  Room,  and  admis- 
sion to  Lectures. 

The  Journal  of  the  Franklin  Institute,  Published  Monthly,  subscrip- 
tion, Five  Dollars  per  year,  in  advance.  Members  and  Stockholders,  not 
in  arrears,  can  have  one  copy  at  Three  Dollai-s  per  year,  in  advance. 


Published  Monthly.    Price,  $5  per  annum,  in  advance. 
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THE 

STEVENS  INSTITUTE  OF  TECHNOLOGY 


Founded  by  thb  late  Edwin  A.  Stevens,  at 
HOBOKEN,  N.  J. 


1N8TRDIENT  IAKIR'8 

SHOP. 


ST2BE0PTIC0NS 

Tertical  Lanterns, 
MICROSCOPES, 

SPI€TR08Ct»PIS, 
Biow-pipe  Apparatus 

and  other  kinds  of 

PhilosophioiIAppiratns 

made  to  order. 


ITf.nhy  Morton,  Ph.  D., 

Presidenti 
Alfred  M.  Maybb,  Ph.  D., 

Prof.  Physics, 
RORKRT  H.  TlUTRSTOX,  A.  M.,  C.  E., 

Prof.  Moch.  Eng'lneerlng, 
Dk  Volson  Wood,  C.  E., 

Prof.  Math.  &  Mechanics, 
('.  W.  MrCoRD,  A.  M., 

Prof.  Mech.  Drawing^, 
Albert  R.  Lbbds,  A.  M.. 

Prof.  Ofaemistry, 
Charluk  F.  Kroeh,  A.  M., 

Prof.  Iianguages, 
Rev.  Edward  Wall,  A.  M., 

Prof.  Belles-lettres. 


HAGHIRR  SHOP. 

MACHINES 

FOR 

Testing  Materials, 

APPARATUS 

FOR 

Testing  Lubricants, 
and  a  limited  amount 
of  special  construction 
may  be  done  in  the 
Machine  Shop  on  spe- 
cial order. 

Terms  cash  with  order. 


The  course  of  the  Steveiw  Institute  is  of  four  jears'  duration,  and  covers  all  that 
appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  vrith  excellent  machinery,  Physical  Laboratories  whose  appointments  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunity  for 
fhe  aoquiHititm  of  thorough  and  practical  knowledge  is  afforded. 

REQUIREMENTS  FOR  ADMISSION. 

Candidates  for  ailmission  to  the  first  year  of  the  course,  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arithme- 
tic, algebra,  including  quadratic  equations,  geometry  as  given  in  Davies'  Legendre^ 
and  the  six  elementary  propositions  of  Plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satisfikc- 
tory  examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations, 
may  apply  to  the  President. 

For  further  particulars  address  the  President,  H.  MORTON,  Hoboken,  N.  J. 

A  MECHANICAL  LABORATORY 

has  been  founded  in  connection  with  the  Department  of  Engineering,  in  which  the 
strength  and  other  properties  of  materials  are  determined,  and  in  which,  with  the  aid 
of  the  several  other  departments  of  the  Institute  various  technical  researches  are 
eonducted. 

Trials  of  steam  and  other  engines,  of  steam  boilers  and  of  machinery  are  made, 
under  the  direction  of  the  Professor  of  Engineering,  by  students  or  skilled  employees. 

A  small  amount  of  work  in  designing  machinery  and  in  general  engineering  can  be 
done  when  it  may  be  made  a  means  of  instruction  of  advanced  students. 

JFl^r  Terfns,  address  the  IHrectar  of  the  Mechanical 

Jxiboratary. 
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THE 


PULSOMETER, 


The  BimpleBt,  most  durable  and  eflfectire 
Bteam  pamp  now  in  use. 

Will  pamp  grittj  or  maddj  water  without 
wear  or  iojurj  to  its  parts. 

It  cannot  get  out  of  order. 

C.  HEKRT  HALL  &  CO., 

20  Qyrtkmdt  Street, 

New  York  Citt. 


BRANCH  DEPOTS. 

11  Pemberton  Square,  Boston. 
1327  Market  Street,  Philadelphia. 
59  Wells  Street,  Chicago. 
Southwestern  Exposition,  New  Orleans. 
811  k  813  N.  Second  Street,  St.  Louis. 

BIND  rOB  CIKCULAB. 


ALL  BUSINESS  RELATING  TO  PROCURINQ 

American  and  European  Patents 

CONDUCTED   BY 

1S4    80UTJBC  FOUnTH  STREET,    PHILADELPHIA. 
&6«idenM.  Vo-  iai7  Vorth  Twelfth  Street. 


^  FT  A  \\^  I  MP     *°^    Oeiiring,    Pulleys,    Hnugers    and    Oouplingi, 
O-CLlxX  ±lll  VJ    Speeds    calculated.       Shafting    and    Gearing,  ar- 
wnged.  GEO.  C.  HOWARD,  17  H.  18th  st,  Phila.,  Pa. 

M  ACHI  NISTS^TOOLS,  ?oon"?,.%'S.,l  ""^ 

BoiW  Mak«*r8,  combining  the  latest  improTements.  GRINDSTONES  Boxes, 
Truing  and  Hacking  Machines,  will  keep  the  stones  true  and  j>harp  for  quick  and 
pleasant  grinding    No  dust.  GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila..Pa. 
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PAPER  MAHUFACTDRERS 


AND  AQINTS  OP  THt 


OmCES  AND  WAREHOliSCS: 
flro»   S7   HOBTH  SIXTH    8TBEET,    FHILADELFHIA, 

AHD 

««.  138  WILLIAM  STREET,  HEW  TOBK 

HftT»  <n  hand  and  make  to  order,  al  short  notlee^ 

«BWs  Aira^  BOOS  rsmnro  v^ikFttit. 

AU  QVAXdTiaS  AMI)  Bsn. 

([[o(lon»t  SfUn  Anting  |a]rers, 
MA.2SriIL.l-j^      PA.PEI18. 

HPORTERS  OF  CHIEICALS  ARD  FELTIRGS, 


OMh  Marktt  PrIOM  PiM  fiBr  aH  klndt  of  Ptper  etook. 
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HaU  of  the  FRANKLIN  INSTITUTE, 

Philadelphia,  July  14th,  1875. 

Notice  is  heraby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylirania  for  the  promotion  of  the  Mechanic  Arts  hare^  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,- 
awarded  The  Scott  Legacy  Medal  and  Premivm  to  John  E  Prxjntt,  of  Bal- 
timore, Md.,  for  his  Automatic  Relief  Valve  for  Steam  Fire  Engines ;  and  said 
medal  and  premium  will  be  delivered  to  him  unless  within  three  months  from 
this  date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention  is 
lodged  with  the  undersigned. 

D.  anSPHEBD  HOLMAN 

Jaly  8t  ACTUARY. 

FOB 

PRACTICAL  8l  ANALYTICAL  CHEMISTRY 

Chant  Street,  Tenth  Street,  below  Market, 

Rear  of  St.  Steohen's  Church.) 

PHll-ADELPHIA:. 

ESTABLISHED  IN  1836. 


Bstniction  given  in  CHEMISTRY,  MINERALOGY  and  OEOLOQY.  bj  LEC- 
TURES and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAO- 
TUBES  and  MEDICINE. 

Analyses  made  of  Ores,  Minerals,  Gnanos,  Waters  and  articles  of  commerce  and 
manafactare.    Opinions  given  on  chemical  qnestions. 

BOOTH  A  OARRETT. 
Jams  C.  Booth. 
ynoa.  H.  Qabbstt. ' 

Hall  of  the  FEANZLIK  INSTITUTE, 

Philadelphia,  July  14th,  1875.. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the- Arts, 
awarded  The  Scott  Legacy  Medal  and  ^eminm  to  Geo.  Walb<&  Co.,  .of 
Hoboken,  N.  J.,  for  the  College  Lantern  and  attachments  ;  and  said  medal  and 
pieminm  will  be  delivered  to  them  unless  within  three  months  fr(>m  this  date, 
satisfactory  evidence  of  the  want  of  originality  of  said  invention  is  lodged  with 
the  nndersigned. 

D.  SHEPHEBD  HOLMAIT, 

July  St  ACTUARY. 


RICHARDS,  LONDON  &.  KELLEY 

(Snocessors  to  BICHARDB,  EELLET  k  00.) 

Engineers   and    IVEaohinists, 

BCanctlkctarera  of 

IMPROVEO  BANE  tm  MACHtNES; 

And  other  Wood- Working    Machinery;  for  Ship:  Work 
and  Gar  Baildlng,  PlAnbig  UnU,  tei 
LStMM't  aKii¥3S  I 

PHILADELPHIA. 
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Cmmden    Iron    IRTorks 

(ESTABLISHED  1824X 

CAMDEN,  NEW  JERSEY. 


ENGINEERS,  CONTRACTORS,  ' 

And  MANDPAerHRERg  of  QAS  APPARATUS 

AND  ALL  THB 

Buildings,  Tatikt,  Holdertv''^-f  required  for  the  Maniafaoturev 

Purtfloatioii  and  SteraOe  of  Qm,  and 

STREET  MAINS  Requisite  for  its  IMstrilmtioBU 

PlAHS,  DrAWIHGS  AIO)  SPIECiriOATIOHS  PaOMPTLT  FURKISBID. 


IRON    FonnrDERs. 

CAST-IRON  MAINS  for  WftUr  and  OM/nrom  Ont  Mid  a  Half  to  FORTT-BIOHT 

INGflBS  is  DiMittar. 

Slop  YaWrt  (all  •iBeaVFire^Hfdrant'i.^oatkic  i^ipes,  Branchea,  Bands,  Teet. 
OASTRfOS  of  any  fnrm  or  ilta  required. 

niladelpbia  OfBoe,   -         -         -         -   403  Walnt  street 
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II 


Office,  2316  Frankford  Aye.,  Philadelphia. 
STBAM  — -        1^ 

^\_  CYLIJ7(DE(li 

-ICAL  "''• 

ITD 

xataL  MULTITUBULAR. 

r's  Foretl  Blait  Prtmrt  Blnrtr. 

.VXL8BABA1I.  JAia0  WXL8SABA1L  JIBI W.  WZLBBAIilC,  8E. 


^>^^  (Established  1859.)  ^'^ 


'^. 


GEO.  V.  CRESSON, 

Eighteenth  &  lECamilton  Sts.,  Philadelphia,  Pa. 

Loose  Pulleys  of  all  sisei 

Pulley  Hangers,  Patent 

Vise  Couplings, 
Parting  Hangers, 

Pat.  Internal  Clamp 
laproTcd  and  Ba^Uy  Couplings, 

Adjustable 
Mule  Pulleys,  Improved  Pulleys 

Binder  Pulleys,  made  in  halres 

flange  Pulleys,  Tmproyed  Pat.  BaU 

and  Socket 
Guide  Pulleys,  4c.  Adjustable  Hangen. 

Xrtxy  taer^^Uoa  of  Tlxives  ued  in  the  tnmiaaIiiio&  of  Steam  Power. 

ALL  WOBK  THOBOVaHLT  KADB  AVD  mninSRID  PBOXPTLT. 

Balaaoed  Pidleye  of  every  eize  on  hand  and  made  to  order. 
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The  Best  Nautical  Newspaper  in  the  World. 

Published  Every  Saturday^ 
AT    83    SOUTH   ST.> 


—CIRCULATES— 

In  over  200  ship  yards,  50  machine  shops,  65  vessels  of  war,  80  rer- 

enne  cotters,  in  all  the  navy  yards  and  stations,  on  board  nearly 

200  yachts,  150 .  steamboat  offices,  and  reaches  over  2000 

ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,   Ship  -  Building, 

MARINE  ENGINEERING,  YACHTING, 
The  Navy  Bevenue  and  Mercantile  Marine, 

And  treatt  of  Nautical  Matiert  gmeraUy. 


Sabscription,  f5.00  a  year,  in  advance.    Advertising  rates  sent  on 
application. 

Band  tat  Bampltt  Copy. 

B.  s.  osBonr^ 

EDITOR  AND  FROt'RIEOR. 
P.  O.  Box,  477S. 
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T^  Railroad  use.    It  it  water-tight,  and  will  aooommodato  ittaif  to  tho  varyinf 
'  "  I  of  looomotivo  tenders. 

GI-.  O.  JI£0]RGI-A.N,  Sole  ]l£aiiiiiliotiii*er. 

Room  No.  16,  Major  Block, 

S.  a.  doimor  &a  Sallo  and  BBadison  Strootof  Ohicafo. 
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Bnrnhain,  Parry,  Williams  &  Co. 

PHXLASSLFEIA,  FEZTN'A. 


BBPECULLT  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

W^odj  Cokey  Bituminou%  and  Anthracite  Coal  as  Fuel    All  Work 

aeeurately  fitted  to  Qaugee^  and  thoroughly  mterehangeable* 

Planj  Materiahy   Workmanship^  Finish  and 

Efficiency  fully  guaranteed. 

Geo.  Banihain.  Chas.  T.  Parry.  Edw.  H.  Williama. 

Wm.  P.  Henssej.  Edw.  Longstreth.  John  H.  Oonreiae. 


JACOB  NATLOR, 

Successor  to  HUNSWOSTH  k  NATLOR. 

9 


G1RARD  AVE.  AND   FRONT  STREET 
PrnXAOELPHIA. 


STEAM  ENMNES,  NHLERS  AND  TANKS, 

Steftlng  luid  Getting,  Couplings,  Pnllaya  and  Hangeia. 

STEAM  AND  HAND  CSIANES. 

Faasenger  and  Freiglit  Hoisting  Machinery  for  Stores  &  FaotorieSi 

Marble  Sawii>g  and  Poliahing  Machinery  of  all  Kindt, 

8FECIAL  HACHINERT  AND  FIXTURES  FOR  SOAP  MANUFACTUREBS, 
Retorts,  Meters,  BtUls,  Ac,  for  ChemlsU. 

Sugar  Boilers,  Tanki  and  Mschinetj.    CMtings  in  gnwn  Mod  or  Loam,  and 
Machinery  in  genevsl. 

w.  w.  TUFPSH  ft  oons  PATmrr  QRanss  aztd  .aRaa?B  babs. 

RIDBIVfS  2ATWT  AUTOMATIO  OUT^FF  BNGINB,  either  Yerticsl  or  HorUoatsL 
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BOSH  HILL  IBON  WORKS, 

Corner  16th  and  Buttonwood  Streets, 

PHILADELPHIA. 

(Successor  to  MAHHEWS  &  MOORE,) 

Bngineer,  Kacbmist,  Foonder,  and  Boilennaker, 

OA.SXINCMSI  oi*  eT-eiry  de»oi*iptioii« 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 


moHs  Vomad  for  &alto,  Beams,  Anf  lei,  and  all  thapee  for  Irea, 
•teel  er  Oompoiltloii  ICetale. 

Sugar  Mill,  Saw  Mill  and  Qriat  MiH  Maclilnery, 

AND  MILLWRIGHTING  IN  GENERAL. 


BOSbB&S— Viae,  Vnbalar,   and  Cylinder,  and   all   kinds   ef 

TJJTK  AND  PliATB  IftOH  WORK. 

CAFITAL  (500,000 


T.EBABCOCK  J.HALLEHi 


Z88UB8    POLICIDd    OP    INSURANCfi, 

APTEB  A  OAEEFUL  IHSPBCmON  OF  THE  BOILBBS, 

OOT-SRIirO-    A.1^1^     L.O80    OR    i:>A.MA.O-BS    TO 

BOILERS,  BUILDINGS,  AND   MACHINERY, 

ABisnro  noM.  btbam  boii.iib  xzplobiovb. 

JU  *0i  wiifiii  mmctrtUH^tktfUn  ^  tkn  Oompanjf*t  npetaUmt  can  Uttiaimd  at  tkt  Omptmfi  tifU^ 

ADVISORY  BOARD   OP   DIRECTORS.         t* 

Wb.  &  BvmmL  of  Wm.  &  Bemeni  ft  Son ;  B.  T.  tisrt,  of  Verr-e  k  HiMhellj  8toph«B  P.  IL 
jWlitr.  vt  Morria|_TlMkMr  M  Co. ;  Henry  DlMUm.  of  HeDry  Dif'Ston  t  Son ;  John  CMrdner:  of  Wm. 
mmmf  k  Co. :  aTh.  MoFlMldem  of  MAmhftlU  PhllipR  *  Co. :  Caleb  Mm  ehall,  of  MftrekAlU  PhillM  k 
€».;  wm.  Ad«meoiM>f  Baeder,  ▲(Umm>ii  k  Co.;  Robert  Oraj,  Brewer:  Robo't  Wood,  of  Robert 
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PATENT  mmBvaf^MmtvanT 


BUILDERS  OF  STEAM  DREDGING  MACHINES, 

GUNPOWDER  PZLE-DRIVERS,  See. 


CONTRACTORS  POR 


IMPROVINa  RIVERS  AND  HARBORS, 

RECLAIMING  AND    FILLING   LOW   LANDS, 
pnjNa  FOB  fouhdations,  piers,  Etc 

Offices,  yp.  10  Smith  Delaware  Ave.,  Fhilotd^cu 

fiDNFOWDBR  PUB-DRIVER  CO. 


OWNERS  OP 

SHAW'S  PATENT 

Gmpowder  Pile-Driver 

For  the  EoonomioAl  and  Rapid 

MTixig  of  Files  for  Piers,  Foundations,  &a, 

8ECURINO  THE  GREATEST  PENETRATION 
Without  Injury  to  the  piles. 


MACHINES  FURNISHED, 

With  or  without  ExclasiTe  Rights. 


No.  10  South  Delaware  Ave.,  Philadelphia. 
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AMERICAN  AND  EUROPEAN, 

OF 

MITJNN   «fe   CO.,     i 

No.  37  PAItK  MOW,  Sew  York. 


Fob  a  period  of  nearlj  twenty-five  years,  Munh  k  Go.  have  occapied  the  positioa 
of  leading  Solicitors  of  American  and  European  Patents,  and,  daring  this  extended 
experience  of  nearlj  a  quarter  of  a  century,  they  have  examined  not  less  than  fifty 
thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thoasand 
applications  for  patents ;  and,  in  addition  to  this,  they  have  made  at  the  Patent  Office 
over  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
a  carefnl  report  on  the  same. 

MuRN  k  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  mada  for  *«.tent8  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  u  Assisted  by  a  Branch  Office  at  Washington,  which  wajLchet 
and  supervises  all  t'lc'mc  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
eases,  they  may  expect  from  us  an  honett  opinion.  For  such  consultations,  opinion 
and  advice,  w«  vMke  no  charge,  A  pen«and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

pRBLUciNABT  BzAKiHATioH  is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $6  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  fob  a  Patbnt,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Mann  f  Co,^  37  Fork  Row^  New  Torkf  by  express, 
charges  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Be-Issnes  Obtained* 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Be-Issues,  Interferences,  Hints  om 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  4c.| 
•ee  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MUNN  ft  CO., 
JVb.  37  Bark  Bow,  New  York  CUy. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets* 
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Professor  HENRY  WURTZ, 

Scientific  and  Practical  CHEUIST  &  OEOLOaiSt 

Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL, 
(Private  Office  J^o.  12  Hudson   Terrace,  Hobo  ken,  J7.  J. 

ImmedlAtolx  Fronting  the  Feny  Hooms. 

Constdtations  in  New  York  may  be  arranged  by  appointment  at  Gas- 

Light  Journal  Office,  No.  42  Pine  Street,  Room  18  or  elsewhere. 


(Geological  Iizplorations and !ReportoniK)n  CoalLands  and 
Other  Mmeral  Properties. 

CShemical  Analyses,  Advices  and  Investigation  in  all  the 
Cbemical  Arts,  Chemical  Inventions  and  Improve- 
ments made. 

Professor  W.  makes  a  specialty  of  Gas-Chemistry,  and  the  Analysis  of 
Gas,  Gas  Coals  and  Water.    Has  special  laboratories  and  unequal- 
led facilities  for  these  purposes. 

Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office,  and  peculiarly 
comx>etent  as  an  Expert  in  FUent  cases. 


FOR  PROCURING 


FORREST  BUILDINGS, 

▲HI) 

TVT  A.'RBIiJB    BT7ZXipZ2(rC3H3,    -Aeo    sx:'vs3sr7s:    svztsiaiVy 
[Oppoilt*  U.  S.  PAtent  Offlee,] 

WASSZNGTOir,  D.  a 


H.  HOWSON.  C.  HOWSON. 

Solicitor  of  Patents.  Attorney  at  Law. 

QommunioatioThs  should  he  addrwaed  io  ths  (PBnTCfKPjiL  OFFICES, 
(PHILjiQELCPHIJL 
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WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AXD 

BOILER  MAKERS'  TOOLS. 

SHAFTING, 

With  Ball  and  Socket-bearings  and  Doable  Gone  Vise-couplings,  admitUng    af 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

FUILET  and  WHEEL  PATTEBN8, 

From  which  Castings  or  Finished  Work  will  be  furnished, 

amWAT  BQQiniBHTS, 

Tonuiig  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  KAKUFAOTUBEBS  AND  LICENSEES  0? 

aiFFj^RD'S        INJECTOR 

FOB  FEEDING  BOILESa 
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POPULAR  BOOKS, 

PUBLISHED  BT  THE  INDUSTRIAL  PUBLICATION  OOSFANTi 

176  Broadway,  New  York. 

What  to  Do  and  How  to  Do  It,  in  case  of  Accident.  One  of  the 
most  usefol  books  ever  pnbltsbed.  Tells  exactly  what  to  do  in  case  of  cata, 
braises,  barns,  poisoning,  drowning,  Ac.  &c.    12mo  ,  cloth,  75  cents. 

Plain  DirectionB  for  acquiring  the  Art  of  Shootins^  on  the 

Wing,     ^y  An  Old  Gamekebpes.    12mo,  cloth,    lllastrated.    75  cts. 
By  long  odds  the  best  book  pablished  on  shooting. 

The  Chemical  History  of  the  Six  Days  of  the  Creation.— 

By  John  Phin,  C.  E.    12mo.,  cloth.    Price  75  cents. 
A  readable  and  thorough  book  on  Genesis  and  Geology. 

Liffhtning  Rods,  and  How  to  Construct  Them.— By  John 

Phin.  0.  K.    Second  edition.    Enlarged  and  folly  illnstrated.     12mo.,  cloth. 
Price  50  cents.    Not  written  in  the  interest  of  any  particalar  rod. 
(9*  Any  of  the  above  sent  free  by  mail,  first  post,  on  receipt  of  price.    Send 
for  onr  Oatalogae. 

Tk$  mott  pracUealj  finely  illtuirated,  and  cheapest  Industrial  Journal  in  the  eouniry, 

THE    TECHNOLOGIST, 

OR 

Industrial  Monthly. 

A  Practical  Journal  for  Manufacturers,  Mechanics,  Builders,  Investors,  En- 

S'neers,  Architects,  &c.    $1.50  a  year.    Single  numbers  15  cents.    Send  for 
9ecimen  Copy, 

Barker's  Fatent  Coml)ined  Heating  aud  Veutilatin  j 
Rue  Apparatiis  and  DouUe  Register, 

For  Public  and  Private  Buildings.  Used  in  connection  with  Heating  by 
Steam  or  with  the  common  Warm  Air  Furnace. 

This  system  of  Ventilation  has  already  elicited  favorable  notice  firom  eminent 
sanitary  authorities  in  this  city,  New  York  and  Washington.  It  has  been  intro- 
duced with  great  success  in  many  recently  erected  public  and  private  buildings, 
and  is  rapidly  gaining  favor  among  architects  and  practical  builders. 

For  full  piurticulars,  apply  to 

GhSO.    XI.    B^R^SR, 

101  Price  St.,  Germantewii,  Plilla. 


A.  PURVES  &  SON, 

COR.  SOUTH  &  PENN  STS.,  PHILA., 

DEALERS   IN 

Scrap  Iron  and  Metals,  MacMnery, 

Tools,  Shafting  and  Pulleys,  Steam  Engines,  Pumps  and 

Boilers,  Copper,  Brass,  Tin,  Babbit  Metals,  Foundry 

Facings.     Best  Quality  Ingot  Brass. 

CAS//  PAID    FOR    ALL    K/NDS    OF  METALS  AND    TOOLS. 
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THE  BOYDEN   PREMIUM. 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  FrankUo 
Jftstitnte  the  snm  of  one  thousand  dollarSi  to  be  awarded  as  a  premiom  to 


"iay  raeid«nt  of  NorUi  America  ivlio  shaU  determlBe  by  experiment 

▼hetlier  all  rays  of  li^fht,  a&d  other  i^hyileal  rayi,  are  or  are 

not  transmitted  witli  the  same  yelodty." 

The  following  conditions  hare  been  established  for  the  award  of  this 
pieminm : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
competitor  for  the  premiam ;  the  southern  boundary  of  Mexico  being  consid- 
ered as  the  southern  limit  of  North  America. 

2.  Each  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-six,  will,  as  soon  as  possible  after 
this  date^  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  one  thousand  eight  hundred  and  seventy-seven  select  three 
dtiaens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,  which  ot 
their  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklm 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommeLded 
by  the  Judges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  contain  some  motto  or  siga 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,,  endorsed  oa  the  outside  with  same  motto  or  sign,  and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 

*  shoald  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
aather  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
ia  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  aa  it  may  direct 
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CLARKE,  REEVES  &  CO. 


Office,  410  Walnut  St.,  Philadelphia. 


ENGINEERS  AND  CONSTRUCTORS  OF 


IBOH  BBIOOES,  BOOFS  AHD  YUUWCTS 


OP  EVERY  DESCRIPTION. 


N.  B. — ^An  illustrated  Album,  showing  different  styles 
of  construction,  will  be  mailed  on  receipt  of  75  cents. 
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JOURNAL 


OF  THE 


FRANKLIN    INSTITUTE 

OF  THE  STATE  OF  PENNSYLVANIA, 

FOR  THE 

PROMOTION  OF  THE  MECHANIC  ARTS. 


Vol.  LXX.  AUGUST,  1875.  No.  2. 


EDITORIAL. 


ITEMS  AND  NOVELTIES. 

Steel  in  Engineering  Practice — During  the  session  of  the 
American  Railway  Master  Mechanic  Association,  in  New  York,  last 
May,  some  experiments  were  tried  to  show  the  comparative  strength 
of  cast  steel  and  wrought  iron  car  axles.  The  experiments  appear 
to  have  been  conducted  under  the  supervision  of  a  committee  ap- 
pointed by  the  Association,  the  steel  axles  having  been  furnished  by 
the  Midvale  Steel  Works  of  this  city,  and  the  iron  axles  selected  by 
two  members  of  the  Association  who  desired  the  test.  One  lot  of 
iron  axles  having  been  forged  expressly  for  the  test,  at  the  shops  of 
the  gentleman  furnishing  them.  The  other  lot  having  been  selected 
by  the  other  gentleman,  from  the  axles  used  successfully  on  the  road 
under  his  char^^e.  A  full  account  of  these  experiments  appeared  in  the 
June  No.  of  The  American  Artisan  of  Kew  York,  one  of  the  editors  of 
that  paper  having  been  present  during  the  test,  and  an  abstract  of 
the  report  of  the  committee  was  published  in  the  Railroad  Gazette^  of 
New  Y'ork.  These  accounts  have  been  pretty  generally  copied  into 
other  journals,  and  the  experiments  have  been  mostly  received  as  use- 

YOL.  LXX.— Third  Babies.— No.  2.— Auoubt,  1875.  6 
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ful  and  corroboratiye  of  the  commonly  conceived  idea  of  the  superior 
strength  of  steel.  These  experiments  consisted  in  letting  fall  a  drop 
weight  of  1600  lbs.  from  heights  of  25  and  85  feet  upon  the  bars  of  iron 
and  steel  which  rested  on  rigid  supports  placed  S  feet  apart,  the 
blow  being  delivered  midway  between  the  supports.  While  some 
iron  axles  stood  three  or  broke  at  the  fourth  blow,  others  broke  at  the 
second  blow,  all  of  25  feet  fall;  and  the  only  steel  axle  that  was 
broken  at  all,  had  three  blows  of  25  feet  and  then  eight  blows  from 
the  height  of  85  feet. 

It  may  be  well  to  state  that  the  experiments  tried  in  New  York 
were  merely  a  repetition  or  an  exposition  of  the  test  adopted  by  rail- 
roads using  steel  rails  in  determining  the  fitness  of  the  steel  for  rail- 
road purposes.  On  the  reasonable  assumption  that  car  axles  are 
submitted  to  strains  requiring  stiffness  and  strength,  the  test  of 
dropping  a  weight  upon  the  axle  and  noting  the  deflection  seems  one 
that  would  naturally  be  resorted  to.  It  has,  therefore,  come  to  be 
common  practice  in  ordering  steel  axles  that  for  one  hundred  axles 
ordered,  a  certain  number  agreed  upon  in  addition  shall  be  furnished 
— that  this  additional  number,  selected  at  random  from  the  pile,  shall 
be  subjected  to  the  following  test :  they  are  placed  one  at  a  time  upon 
rigid  supports,  8  feet  apart ;  upon  the  centre  of  the  axle,  midway 
between  the  supports,  a  drop  weight  of  1500  lbs.,  raised  25  feet,  is 
allowed  to  fall  that  distance.  The  amount  of  bending  caused  by  the 
blow  is  noted.  The  axle  is  turned  over  and  another  blow  from  the 
same  height  is  given,  which  straightens  the  axle  more  or  less,  so  turn- 
ing the  axle  between  each  blow,  five  blows  are  given.  If  all  the  test- 
axles  stand  these  blows,  the  whole  lot  is  accepted ;  if  any  of  them 
break,  they  are  all  rejected.  It  is  usual  to  continue  the  test  by  blows 
of  1500  lbs.,  drop  falling  40  feet,  until  the  axles  are  broken,  but  all 
blows  after  the  first  five  are  not  considered  in  the  test,  so  far  as  the 
acceptance  of  the  axle  is  concerned.  The  trial  of  the  sample  axles 
is  supposed  to  show  two  things  :  great  strength  to  resist  strains  or 
shocks,  and  in  relation  to  the  amount  of  bending,  the  hardness  or 
stiffness  of  the  material.  We  have  seen  steel  axles  break  on  the  sec- 
ond blow,  and  we  have  seen  them  so  tough  as  to  require  many  40  feet 
blows  to  break  them.  We  cannot  but  think  the  test  the  best  one 
possible,  under  the  circumstances. 

It  has  been  our  intention  to  comment  on  these  experiments,  but  we 
delayed  doing  so  to  obtain  some  definite  information  from  prominent 
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railroads  as  to  the  success  of  the  steel  axles  in  actual  use.  While 
engaged  in  this  inquiry,  we  are  met  by  an  article  in  one  of  our  ex- 
changes, a  widely  circulated  paper,  devoted  to  the  iron  interest.  The 
article  is  headed  ^^  Steel  Railway  Axles."  After  commenting  on  the 
nature  of  the  test,  the  writer  says :  ^'  If  tests  made  by  means  of 
weights  subjected  an  axle  to  strains  in  any  respect  similar  to  those  it 
encounters  in  actual  service,  the  results  might  be  considered  as  con- 
clusive ;  but  they  do  not;  consequently,  they  are  practically  valueless 
as  determining  whether  steel  is,  or  is  not,  a  better  material  than  iron 
for  this  use."  Again:  ^^It  (steel)  has  from  time  to  time  been  tried 
on  railroads,  and  each  time  abandoned."  Then  the  writer  gives  his 
conceptions  of  the  reasons  for  this,  and  further  on  says :  ^'  Steel  axles 
have  been  placed  under  cars  on  several  different  railroads,  by  gentle- 
men with  whom  we  are  acquainted,  and  in  each  case  they  were  aban- 
doned on  account  of  their  liability  to  heat.  We  know  this  as  a  fact, 
although  we  do  not  know  the  reason  for  it."  These  few  sentences 
suggest  a  treatment  of  the  subject  not  originally  intended.  That  steel 
car  axles  should  have  been  tried  and  then  abandoned,  is  not  surprising, 
as  the  cost  of  steel  is  even  now  very  much  greater  than  the  cost  of  iron. 
But  that  their  use  should  have  been  abandoned  on  account  of  steel 
being  more  liable  to  heat,  is  a  matter  of  great  surprise,  and  worthy 
of  careful  consideration.  An  inquiry  of  the  leading  engineers  other 
than  railroad  engineers,  fails  to  elicit  any  experience  that  would  seem 
to  confirm  this  statement.  All  that  we  have  heard  about  steel  being 
liable  to  heat  comes  to  us  in  statements  somewhat  like  the  article 
above  referred  to.  That  is  to  say,  a  mere  assertion  without  any  ex- 
planations of  the  conditions  under  which  the  trial  had  been  made. 

We  are  told  by  the  writer  before  alluded  to,  that  a  certain 
size  of  journal  is  needed  for  purposes  of  lubrication,  and  that 
the  Master  Gar-Builders*  standard  axle  has  journals  3f  inches 
diameter,  while  3^  inches  journals  are  carrying  the  load  with 
probably  a  large  margin  of  strength,  but  with  too  little  surface  for 
lubrication.  Friction  being  independent  of  surface  within  certain 
limits,  the  3^  inches  journal  in  iron,  if  5  inches  long,  may  heat, 
if  6  or  7  inches  long  may,  with  its  lateral  increase  of  surface,  bear  the 
load  with  safety  from  heating,  and  no  more  frictional  resistance,  be- 
cause the  diameter,  and  consequently  the  surface  velocity,  has  not 
been  increased.  Does  it  not  seem  reasonable,  that  with  some  stronger 
and  stiffer  material  than  iron,  the  journal  may  be  made  to  present  to 
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its  brass  box  the  amount  of  surface  needed  to  prevent  abrasion  in  a 
less  diameter  and  a  greater  length  ? 

There  really  seems  no  reason  why  the  practice  of  the  railroads 
should  diflfer  materially  from  the  practice  of  the  workshop.  Car  axles 
revolve  under  conditions  not  much  worse  than  the  journals  and  shafts 
in  many  machines,  and  what  applies  to  one  applies  as  much  to  the 
other.  Any  journal,  if  submitted  to  too  much  pressure,  will  heat. 
When  it  does  heat  from  causes  other  than  want  of  proper  lubrication, 
it  is  necessary  to  diminish  the  load  to  diminish  velocity  or  to  extend 
the  surface  under  pressure,  and  in  the  case  of  journal,  all  the  things 
being  equal,  this  extension  can  best  be  made  useful  by  extension  in 
length,  not  in  diameter.  In  an  over-hanging  journal,  as  the  outside 
bearing  of  car  axles,  an  enlargement  of  diameter  increases  velocity 
of  the  rubbing  surfaces,  and  so  increases  the  frictional  resistance  in- 
asmuch as  the  same  frictional  resistance  is  acting  at  a  greater  dis- 
tance from  the  centre.  An  increase  of  length,  the  diameter  remain- 
ing the  same,  will  diminish  the  wear  without  increasing  the  frictional 
resistance,  inasmuch  as  the  pressure  per  square  inch  of  surface  will  be 
less.  When  the  limit  of  extension  has  been  reached  in  such  journals 
on  iron  shafts  of  a  given  strength,  no  engineer  would  hesitate  to  make 
them  still  longer  if  a  stronger  and  stiffer  material  can  be  substituted 
for  the  iron. 

At  the  same  session  of  the  Master  Mechanics'  Convention  at  which 
the  steel  axles  were  tested,  the  form  of  iron  axle  recommended  by  the 
Master  Car-Builders,  with  a  journal  3J  inches  diameter,  7  inches 
long,  was  not  adopted  on  account  of  its  being  larger  and  heavier 
than  axles  doing  good  service,  and  on  the  minds  of  some  who  voted, 
on  account  of  the  probable  introduction  of  Bteel  axles  of  a  much 
smaller  size  than  could  with  safety  be  made  of  iron.  While  some 
roads,  as  we  are  told,  have  tried  and  abandoned  steel  car  axles,  we 
know  that  others  have  used  them,  and  are  using  them  successfully 
after  a  continuous  experience  of  many  years. 

We  have  made  inquiry  of  one  railroad  using  steel  axles  extensively, 
and  found  that  it  alone  has  nearly  twenty-six  thousand  steel  axles  in 
use  under  its  passenger  and  some  freight  cars. 

It  may  be  asked  why  roads  so  using  them  do  not  take  advantage 
of  the  extra  strength  and  stiffness,  and  reduce  the  size  of  the  axles, 
to  diminish  the  dead  weight,  to  diminish  the  cost,  and  to  diminish  the 
frictional  resistance? 
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We  hope  soon  to  be  able  to  present  to  the  readers  of  this  Journal 
a  statement  of  the  experience  of  this  railroad  now  using  26,000  axles, 
when  it  will  be  seen  that  that  road  does  use  as  long  a  journal,  and 
one  of  smaller  size,  than  that  recommended  by  the  Master  Gar-Build- 
ers* Association,  and  use  it  to  advantage — made  of  steel. 

That  other  railroads  using  steel  axles  should  not  at  once  avail  them- 
selves of  this  advantage  of  steel,  is  clear  enough  to  those  familiar  with 
the  management  of  roads.  Changes  in  such  matters  as  size  of  axles  in- 
volve great  changes  in  many  other  portions  of  the  cars.  Such 
changes  cannot  be  made  at  once ;  a  wise  policy  retains  existing  sizes, 
but  insures  security  to  passengers  by  the  one  of  the  stronger  mate- 
rial in  the  equipment  of  passenger  cars,  and  then  slowly  and  surely 
makes  any  changes  that  may  seem  warranted  by  experience,  not  of 
one  year,  or  two  years,  but  of  many  years,  and  as  indicated  by  the 
clear  record  of  all  that  experience. 

Inasmuch  as  the  steel  interests  of  this  country  are  now  so  rapidly 
increasing,  we  deem  an  inquiry  into  its  possible  displacement  of  iron 
in  engineering  practice  of  great  importance. 

We  have  been  informed  that  steel  is  entering  more  and  more 
largely  into  the  construction  of  locomotives  abroad,  and  if  we  mis- 
take not,  the  engines  made  for  a  Russian  railway  last  year  by  the 
Grant  Locomotive  Works,  of  Patterson,  N.  J.,  had  all  parts  that 
could  be,  made  of  steel.  The  rapid  advance  of  the  steel  manufac- 
ture in  this  country,  and  the  cheapening  of  the  material  by  improved 
methods  of  manufacture,  demand  a  careful  consideration  of  its  merits 
in  machiuB  construction. 

Steel  is  now  procurable  of  different  qualities,  suited  to  different 
uses  to  which  it  may  be  applied,  and  we  think  the  time  is  near  at 
hand  when  these  qualities  will  be  so  well  defined  as  to  render  their 
selection  by  the  engineer  an  easy  matter.  All  the  so-called  steels, 
from  the  finest  tool  steel  down  to  the  qualities  which  contain  so  little 
carbon  as  to  prevent  them  from  showing  any  hardening  proper- 
ties when  heated,  and  cooled  suddenly,  seem  to  have  physical  prop- 
erties which  readily  distinguish  them  from  what  we  know  as  bar  or 
wrought  iron.  The  process  of  manufacture  of  the  low  grades  of 
steel  is  so  distinct  from  the  mode  of  making  the  wrought  iron  of 
commerce,  that  the  so-called  steel,  containing  the  least  possible  amount 
of  carbon,  differs  materially  from  the  so-called  wrought  iron  which 
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has  been  proved  to  coDtain  the  greatest  amount  of  carbon.  This  dif- 
ference is  marked  in  regard  to  strength  and  stiffness.  Steel  of  all 
grades,  from  the  softest  up  to  the  hardest,  behaves  differently  in  the 
lathe  from  wrought  iron,  presenting  a  more  uniform  surface  when 
turned  or  planed,  and  seldom  showing  any  sign  of  seam  or  fiber,  as 
is  evidenced  in  wrought  iron. 

This  finer  surface,  the  greater  strength,  the  greater  stiffness,  seem 
to  indicate  it  asjpar  excellence  the  material  for  machine  construction. 
On  railroads  steel  rails  are  taking  the  place  of  iron,  steel  tires  are 
encircling  the  driving  wheels,  steel  sheets  form  the  boilers,  and 
steel  connecting  rods  of  light  model  are  in  some  cases  taking  the 
place  of  the  more  cumbersome  iron  ones;  but  yet  we  are  told 
that  steel  car  axles  are  more  liable  to  heat  than  iron  ones. 

We  have  heard  the  same  statement  made  of  steel  crank-pins ;  we 
have,  therefore,  included  them  in  our  inquiries  of  railroads  using  them, 
and  we  look  for  the  report  now  being  prepared  for  us  with  interest* 
In  machine  shop  practice  we  found  examples  of  steel  crank-shafts 
succeeding  where  iron  shafts  failed. 

As  an  illustration  of  this  displacement  of  iron  by  steel,  in  engin- 
eering practice,  mention  may  be  made  of  the  experience  of  a  firm  in 
this  city.  Some  small  engines  were  being  constructed,  intended  to 
be  run  at  high  speed,  900  revolutions  per  minute.  They  were  fitted 
with  wrought  iron  crank  shafts,  carefully  fitted  to  run  in  phosphor- 
bronze  bearings.  In  the  first  trial  of  one  of  these  engines,  the  shaft 
cut  so  badly  as  to  stop  the  engine  long  before  the  proper  speed  had 
been  obtained.  The  shaft  was  taken  out,  smoothed  up,  and  the 
bearing  carefully  lapped  out,  to  give  more  room  for  oil,  and  under  an 
unusual  lubrication,  it  again  cut.  A  case-hardened  iron  shaft 
was  tried  with  slightly  different  result.  Steel  was  then  used,  and  the 
same  size  steel  shaft  ran  without  cutting  and  showed,  after  long  use, 
no  unusual  wear.  The  steel  used  was  that  known  as  machinery  steel, 
and  was  adopted  in  place  of  iron  only  on  account  of  its  being  stiffer. 
A  careful  examination  of  the  conditions  under  which  the  soft  iron 
and  the  case-hardened  iron  gave  out,  clearly  indicated  that  the  shaft 
bent  in  the  journal  under  the  pressure  of  the  work  on  the  crank. 

In  machine  shop  practice,  iron  shafts  are  used  on  account  of  their 
cheapness  wherever  practicable,  but  when  it  is  deemed  advisable  not 
to  increase  the  diameter,  on  account  of  the  velocity,  or  for  other  rea- 
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sons,  steel  is  always  resorted  to  as  permitting  greater  strains,  so 
that  in  considering  the  proportions  of  machines,  it  is  common  usage^ 
in  case  of  doubt  as  to  strength  of  shafts,  to  substitute  steel  for  iron. 

S. 

The  Commission  on  Water  Supply,  to  which  we  referred  in  our 
last  number,  have  devoted  their  time  and  attention  ever  since  to  the 
examination  and  study  of  the  important  matters  entrusted  to  them. 
The  survey  for  the  conduit  line  from  the  proposed  Perkiomen  Reser- 
voir, to  the  East  Park  Reservoir,  has  been  made  to  a  point  on  the 
Wissahickon,  whence  to  the  East  Park  Reservoir  the  topography 
having  been  previously  obtained,  the  general  character  of  the  route 
is  known.  The  distance  on  a  final  line  would  be  about  34  miles, 
which  is  much  longer  than  the  distance  originally  contemplated. 
While  the  local  obstacles  along  the  route  to  the  construction  of  this 
conduit  line  may  not  be  more  formidable  than  had  been  formerly  an- 
ticipated, its  increased  length  will  of  course  add  to  its  cost.  The 
estimates  of  its  cost  we  learn  have  not  yet  been  completed. 

The  survey  for  the  proposed  conduit  line  from  a  point  opposite  New 
Hope,  high  enough  to  bring  the  water  by  gravity  from  a. reservoir  in 
that  vicinity,  to  a  convenient  city  distributing  reservoir,  has  been  be- 
gun, and  is  now  in  progress. 

These  surveys  are  made  under  the  direction  and  supervision  of  mem- 
bers of  the  Commission.  Measurements  of  the  actual  pumping  at 
Fairmount  Works  have  been  made  on  several  occasions  by  members  of 
the  commission,  assisted  by  other  experts ;  the  results  of  which  will 
appear  in  their  report. 

The  subject  of  the  pollution  of  rivers,  by  sewage,  etc.,  and  espe- 
cially in  its  bearing  upon  the  water  supply  from  the  Schuylkill  and 
Delaware  rivers,  is  receiving  particular  attention.  A  number  of 
analyses  of  water  from  various  points  have  already  been  made  and 
reported,  and  others  are  still  in  process  of  investigation. 

Purity  is  the  first  consideration ;  abundant  supply,  although  of  vast 
importance,  must  be  secondary.  There  seems  to  be  no  question, 
however,  that  the  City  of  Philadelphia  has  at  her  command,  for  the 
future,  an  ample  supply  of  the  purest  water ;  but  it  is  important  to 
ascertain  the  best  plan  for  introducing  and  maintaining  it.  It  is  to 
be  presumed  that  the  gentlemen  having  the  matter  in  charge  will 
overlook  nothing  that  may  be  essential  to  a  correct  judgment  upon  a 
m  atter  of  such  vital  consequences  to  the  City  of  Philadelphia. 
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Koerting's  Jet  Apparatus. — The  invention  of  M.  Giffard's  in- 
jector, and  the  success  attending  its  introduction,  suggested  at  once 
the  application  of  its  principles  to  other  purposes.  Out  of  it,  besides 
a  host  of  rival  "injectors,"  have  grown  the  "ejectors'*  and  "  ejector 
condensers  "  of  various  makers.  Prominent  among  the  workers  in 
this  field,  appears  the  name  of  Mr.  E.  KoBrting,  of  Hanover,  who 
has  of  late  directed  hi«  attention  to  the  utilization  of  induced  cur- 
rents as  a  means  of  transmitting  motion  and  power ;  some  of  this 
gentleman's  verj  successful  applications  of  the  steam  jet  are  exceed- 
ingly interesting  and  well  worth  the  careful  attention  of  engineers. 
These  various  devices  of  Mr.  Koerting  appear  to  supply  a  want  long 
felt,  and  to  have  proved  a  paying  investment  for  the  inventor. 

Our  attention  has  recently  been  directed  to  this  subject  by  Messrs. 
Schiitte  &  Goehring,  of  this  city,  who,  we  understand,  are  the  li- 
censees of  Mr.  Koerting  in  this  country,  and  who  have  made  some 
modifications  in  his  inventions,  adapting  them  to  American  use.  We 
have  had  an  opportunity  to  see  in  operation  one  of  Mr.  Koerting's 
"  Forge  Blowers."  In  this  case  a  jet  of  steam  of  about  1-  of  an  inch 
in  diameter  puts  in  motion  a  column  of  air  of,  let  us  say,  10  lbs.  pressure. 
This  induced  current  of  air,  mixed  with  the  steam  which  set  it  in 
motion  and  by  which  it  was  warmed,  passes  into  and  through  the  in- 
ducing nozzle  of  a  second  apparatus  where  it  increases  its  volume  by 
additional  air.  The  volume  of  air  discharged  from  the  first  blower  and 
used  as  an  inducing  current  in  the  second  blower,  is  conveyed  to  it 
through  a  receptacle  constructed  as  a  cooler,  in  such  a  way  that  the  air 
which  is  drawn  in  by  the  second  blower  is  also  made  to  pass  through  this 
receptacle,  side  by  side  with  the  mixture  of  air  and  steam,  thus  tak- 
ing up  some  heat,  condensing  the  steam,  contained  in  the  primary 
blast,  and  in  this  way  forming  a  condenser  and  heat  regenerator  at 
the  same  time,  so  that  the  heat  of  the  small  amount  of  steam  em- 
ployed at  first  is  used  in  warming  the  blast,  while  the  blast  is  freed 
from  moisture,  which  might  be  detrimental  in  obtaining  welding  heats. 
The  apparatus  we  saw  in  use  was  placed  in  an  establishment 
where  a  forge  was  needed,  and  which  was  not  accessible  to  the 
blast  pipes  that  supplied  wind  to  ihe  other  forge  fires.  The  ex- 
ceeding convenience  of  this  little  blower  operated  by,  seemingly, 
so  small  a  quantity  of  steam,  was  very  noteworthy.  We  understand 
the  American  licensees  contemplate  some  change  in  the  form  of  the 
^^  Jet  Forge  Blower,"  and  we  may  at  some  future  time  illustrate  it. 
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We  now  present  a  cut  of  Mr.  Eoerting's  '^  gas  exhauster/'  for  the 
purpose  of  keeping  the  pressure  off  of  the  retorts,  or  a  slight  pressure 
or  vacuum  on  the  retorts  as  may  be  required.  This  instrument  il- 
lustrates the  principle  applied  to  all  of  the  Eoerting  devices  for  forc- 
ing or  exhausting  air  or  gas. 

The  inducing  current  in  this  case  is  a  steam-jet,  the  quantity  of 
which  is  controlled  by  a  spindle  in  the  steam  nozzle;  and  the  induced 
current  is  formed  in  a  series  of  nozzles  of  increasing  area.  The 
purpose  of  these  nozzles  is  to  regulate  the  admission  and  proper 
mixture  of  the  inducing  and  induced  currents  in  such  proportions  as 
not  to  lose  power  by  sudden  shocks.  In  the  particular  use  to  which 
this  instrument  is  applied,  as  in  many  other  cases,  the  quantity  of 
delivery  must  be  variable,  while  all  the  other  conditions  remain  the 
same.  Thus,  supposing  the  difference  of  gas  consumption  in  winter 
and  summer  to  be,  say  four  to  one,  in  each  case  the  counter 
pressure  of  the  washers,  purifiers,  etc.,  remains  the  same.  To  over- 
come a  certain  pressure,  the  induced  current  must  have  a  certain  speed, 
depending  on  the  specific  gravity  of  the  liquid  or  fluid,  so  that  to  re- 
duce the  quantity  of  delivery  working  against  the  same  pressure,  the 
size  of  the  instrument  must  be  reduced,  ».  e.y  the  area  of  the  last 
mixing  nozzle  must  be  reduced.  This  is  accomplished  in  the  follow- 
ing manner : 

Deltrery.  Steam. 


Air  or  Gas  Admission. 


The  inlets  to  the  last  three  mixing  nozzles  are  closed  by  a  slide,  A, 
80  that  in  the  positions  of  the  slide,  as  shown  in  the  cut,  the  last  ad- 
mission of  gas  is  through  nozzle  1,  which  in  this  case,  constitutes  the 
size  of  the  instrument,  and  the  gas  admitted  up  to  1  is  from  there 
discharged  through  the  remaining  nozzles,  the  same  as  if  they  were 
a  continuation  of  the  diverging  tube.     By  forcing  the  slide  towards 
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the  delivery  end  of  the  instrument  so  as  to  admit  gas  successively 
through  2,  3,  and  4  by  uncovering  the  inlets  into  these  nozzles,  the  ca- 
pacity can  be  increased  correspondingly  to  the  areas  of  their  nozzles, 
all  other  conditions  remaining  the  same,  except  a  proportionate  in- 
crease or  decrease  of  steam  admission  by  means  of  the  spindle  in  the 
inducing  steam  nozzle.  From  experiments  we  have  seen  tried,  great 
care  is  needed  to  have  these  various  parts  correctly  proportioned,  but 
when  so  proportioned  the  instrument  is  said  to  be  economical,  and  to 
compare  favorably  with  other  efficient  devices.  It  is  claimed  by  the 
makers  that  the  correct  proportion  is  so  imperative  that  instruments 
made  of  the  same  general  size,  but  not  correctly  proportioned,  have 
been  found  to  require  ten  times  the  amount  of  steam  for  the  accom- 
plishment of  the  same  purpose  that  a  well-constructed  apparatus  needs. 

Mr.  Kcerting  claims  that  for  all  purposes  where  a  blast  of  air  or 
other  gas  is  needed,  his  instruments  will  be  found  economical  and  con- 
venient ;  and  that  in  producing  and  maintaining  a  vacuum,  of  say  twen- 
ty-two inches  of  mercury,  they  have  proved  successful. 

All  jet  apparatus  work  may  be  classed  under  the  head  of  the  mode 
of  performing  work  by  the  continuous  action  of  combined  bulk  and 
velocity.  The  principle  has  been  quite  fully  illustrated  in  the  various 
papers  that  have  been  written  on  the  Giffard  Injector  for  supplying 
steam  boilers  with  water,  so  far  as  that  instrument  is  concerned,  and 
well-informed  engineers  are  apt  to  speak  of  all  kinds  of  jet  apparatus  as 
Giffard  injectors.  But  a  Giffard  injector  cannot  be  used  to  perform 
all  the  kinds  of  work  to  which  the  jet  has  been  successfully  applied 
in  well-proportioned  instruments.  Thus,  while  the  Giffard  injector  is 
admirably  adapted  to  forcing  water  into  a  steam  boiler,  it  presents  a 
very  uneconomical  mode  of  merely  lifting  water  into  a  tank.  In  each 
application  of  the  jet  of  steam  to  perform  work,  the  apparatus  must 
of  necessity  be  modified  to  suit  the  peculiar  work  required  to  be  ac- 
complished. The  two  examples  given  of  the  gas  exhauster  and  the 
forge  blower  explain  what  we  mean,  in  both  Mr.  Eoerting's  arrange- 
ments of  multiple  nozzles,  t.  e.,  of  nozzles  which  take  in  the  air  or 
gas  in  succeeding  spaces  and  succeeding  nozzles,  are  used,  but  in  one 
process  there  is  no  attempt  to  separate  the  steam  from  the  gas,  while 
in  the  other  the  steam  is  condensed,  in  inducing  a  second  ingress  of 
air,  which  enters  the  fire  free  from  moisture.  When  the  blowers, 
actuated  by  jets  of  steam,  are  used  as  under-grate  blowers,  the  steam 
admitted  with  the  air  is  a  positive  advantage,  as  the  grate  bars  are 
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somewhat  preseryed,  and  the  slight  moisture  seems  to  act  advanta- 
geously on  the  fire  which  is  required  to  yield  its  heat  from  the  surface 
of  the  fire  after  the  air  has  passed  through  it  and  combined  with  the 
burning  fuel.  In  a  forge-fire,  or  in  a  cupola,  the  heat  is  required  to 
be  used  at  the  point  wher^  the  air  strikes  the  fuel  and  in  the  mass  of 
the  fuel — not  from  the  surface  of  the  fire.  S. 

Silver  Coinage. — The  Director  of  Mints,  now  on  this  coast  busily 
preparing  the  mints  in  this  city  and  Carson  for  an  increased  silver 
coinage,  says,  in  a  letter  from  Carson^  dated  July  16th :  '^  The  hy- 
draulic presses  and  other  machinery  sent  out  here  last  year  have  been 
placed  in  position,  and  will  do  more  than  double  the  coinage  capacity 
of  the  Carson  mint,  and  it  is  estimated  that  with  the  necessary  coin- 
age of  gold  there  can  be  coined  half  dollars  and  dimes.  The  supply 
of  trade  dollars  will  probably  be  sufficient  until  September  1st.  In 
the  meantime,  I  hope  to  be  able  to  arrange  for  the  coinage  of  divis- 
ionary silver  coins  at  the  two  mints  at  San  Francisco  and  Carson,  at 
the  rate  of  from  $1,200,000  to  $1,500,000  per  month."  It  is  esti- 
mated that  the  amount  of  fractional  silver  turned  out  from  the  coin- 
age mints  within  the  next  six  months  will  be  at  least  $4,000,000. — 
Mining  and  Scientific  Press. 

Puddling  with  Natural  Gas. — The  following  information  re- 
garding the  use  of  natural  gas  in  puddling  iron  at  the  works  of  Messrs. 
Rogers  &  Burchfield,  Leechburg,  is  obtained  from  the  American 
Manufacturer.  These  works,  which  have  become  so  famous  for  the 
use  of  natural  gas  in  the  operations  incident  to  rolling  mill  practice, 
are  situated  on  the  right  bank  of  the  Kiskiminitas,  about  six  miles 
above  its  junction  with  the  Allegheny  River.  There  are  five  puddling 
furnaces,  with  two  more  building,  six  heating-furnaces^  six  trains  of 
rolls,  two  steam-hammers,  one  refinery,  two  knobbling  fires,  two  an- 
nealing-furnaces, and  one  '^  stack  "  for  terne  plates,  and  two  building 
for  tin-plates.  All  of  the  heat  and  power  required  for  this  mill  is 
firom  gas,  excepting,  of  course,  the  charcoal  used.  This  gas  comes 
from  a  well  in  a  ravine  on  the  opposite  side  of  the  river,  which  was 

Bunk  for  oil,  but  produces  only  gas  and  a  small  portion  of  salt  water. 
****** 

'^  In  using  the  gas  in  the  ordinary  puddling-furnace,  the  only  change 
made  has  been  to  brick  up  the  bridge,  the  gas  being  fed  to  the  fur- 
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nace  through  iron  pipes,  and  the  firing  being  done  with  a  piece  of 
lighted  paper,  the  supply  being  regulated  by  an  ordinary  gate.  The 
result  is  that  the  heat  can  be  controlled  at  will  without  any  more  at- 
tention than  the  mere  turning  of  a  gate,  and  as  fully  a  third  of  the 
labor  at  a  puddling-furnace  is  keeping  up  the  fire,  this  is  no  consider- 
able item.  ****** 

'^  The  pipes  conveying  the  blast  are  carried  in  at  the  top  of  the 
furnace,  and  strike  the  molten  metal  at  an  angle  with  the  surface  of 
somewhat  over  90°.  During  the  week,  up  to  Friday  noon,  less  than 
500  pounds  of  ore  had  been  used  in  feeding  the  furnace.  No 
cinder  was  used  when  the  iron  began  to  boil,  but  the  blast  was  put 
on,  and  the  boiling  was  complete,  the  cinder  in  the  iron  flowing 
liquid.  ***** 

"  The  quality  of  the  iron  is  somewhat  wonderful.  With  the  or- 
dinary gray  coke  iron,  sheets  for  tin-plates,  equal  to  those  from  the 
best  charcoal  iron,  are  made  at  a  cost  of  $50  per  ton  less.  The 
knobbling  fires  are  dispensed  with,  and  all  their  iron  made  with  the 
use  of  gas  and  blast.  In  a  future  issue  we  expect  to  give  the  results 
of  some  careful  experiments." 

Centennial  Exhibition. — The  next  in  importance,  after  those 
already  illustrated,  is  the  Agricultural  Building,  which  will  stand 
north  of  Horticultural  Hall,  and  east  of  Belmont  Avenue. 

The  extreme  dimensions  of  the  building  are  540  feet  front  by  800 
feet  in  depth,  consisting  of  a  central  nave  800  feet  in  depth  by  100 
feet  in  width,  with  a  central  transept  100  feet  in  width  by  540  feet 
in  depth,  and  two  side  transepts  80  feet  in  width  by  540  feet  in  depth. 

The  construction  of  the  nave  and  transept  section  is  by  Howe 
trusses,  built  curvilinear,  and  set  to  the  form  of  two  sides  of  an  equi- 
lateral Gothic  arch,  springing  from  the  ground  line. 

The  principals  are  set  to  uniform  spacings  of  20  feet  between  cen- 
tres, the  depth  of  truss  being  4  feet  6  inches  for  the  100  feet  spans, 
and  3  feet  9  inches  for  the  80  feet  spans. 

At  the  intersection  of  the  nave  and  central  transept,  the  diagonal 
trusses  are  coupled,  separated  8  feet  by  lattice  bracing,  at  the  foot 
being  10  feet  in  depth,  converging  to  6  feet  at  the  base  of  dome  and 
lantern.     The  intersection  of  lesser  transepts  with  nave  are  propor- 
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tionately  less,  bat  of  similar  construction.  The  intervening  areas  be- 
tween the  nave  and  transept  sections  are  enclosed  by  simple  shed- 
ding. 

The  entire  structure  will  be  built  of  timber  left  from  the  saw,  to 
be  finished  upon  interior  surfaces  by  an  alum  sized  color  wash,  only 
the  exterior  siding  and  frontal  lines  being  planed  for  painting.  The 
section  of  building  formed  by  the  arch  trusses  will  receive  light 
direct  by  glass  sections,  in  planes  forming  roof  cover,  their  stilt 
at  the  base  constructed,  as  Louvres,  for  ventilation.  The  intervening 
shedding  will  have  lantern  lights  continuous  their  depth,  in  each  bay 
of  60  feet. 

The  truss  system  adopted  for  the  major  portion  of  the  building, 
provides  roof  and  wall  construction  in  the  one  element,  a  truss,  en- 
closing the  extended  floor  area  in  the  simplest  manner ;  while  the 
elevation  of  the  roof  section  and  its  form,  converging  to  the  ridge, 
will  lessen  the  effect  of  the  sun's  heat,  to  which  space,  enclosed  by 
temporary  roof  cover,  without  the  protection  of  a  ceiling  beneath,  is 
subject  in  the  summer  season. 

The  object  of  this  structure  being  to  provide  space  for  the  display 
of  agricultural  machinery  and  products  economically,  simplicity 
of  construction  was  sought,  rather  than  embellishment  of  a  fin- 
ished structure.  Within  the  Agricultural  Hall  will  be  steam  power, 
and  all  necessary  appliances  for  driving  all  such  machinery  as  cotton 
gins,  sugar  presses,  plantation  mills,  threshers,  fanning  mills,  &c. 

The  building  is  drained  by  sewage  beneath  the  floor,  is  amply  pro- 
vided with  fire-plug  stations  within  and  without,  and  with  gas  for 
police  surveillance. 

The  contract  for  the  works  was  awarded  to  Mr.  Philip  Quigley,  of 
Wilmington,  Delaware,  who  engages  to  complete  them  prior  to  Jan- 
uary 1st,  1876. 

The  arrangement  of  the  ground  plan  shows  four  main  avenues,  one 
running  north  and  south,  780  feet  long  by  70  feet  wide,  crossing 
which  at  right  angles,  is  one  at  the  centre  of  the  building,  472  feet 
long  by  60  feet  wide,  and  one  25  feet  distant  from  either  end  of  the 
building,  472  feet  long  by  30  feet  wide.  The  building  is  thus  divided 
into  four  sections,  each  of  which  is  subdivided  by  three  aisles  18  feet 
wide,  extending  through  it,  and  opening  into  the  main  north  and 
south  avenue  at  one  end,  and  at  the  other  end  into  side  passages 
which  extend  along  the  east  and  west  sides  of  the  building. 
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The  eastern  half  of  the  Main  Exhibition  Building  has  the  roof  oHi 
is  partly  glazed,  and  much  of  the  floor  is  laid.  The  western  half  of 
the  frame  is  up,  and  the  sheathing  on  the  roof,  and  there  still  remains 
the  frame  of  the  transept  to  erect. 

That  portion  of  Machinery  Hall  east  of  the  transept,  including 
the  tower,  is  completed,  except  a  portion  of  the  floor,  and  is  painted 
and  glazed.  That  west  of  the  transept  is  erected,  and  most  of  the 
roof  on,  and  the  frame  of  the  annex  is  up. 

In  the  middle  tower,  at  the  east  end  of  this  building,  will  be  placed 
an  immense  clock  with  two  large  dials,  one  showing  outward,  and  the 
other  inward,  and  twenty  smaller  dials  will  be  placed  along  the  length 
of  the  building  inside,  giving  the  correct  time  from  the  same 
machinery. 

All  the  masonry  of  the  Art  Building  is  completed,  except  a  portion 
of  the  two  arcades ;  the  roof  is  all  on,  and  the  figure  on  the  top 
of  the  dome  is  in  place. 

The  iron-work  and  masonry  of  Horticultural  Hall  are  completed, 
and  a  portion  of  the  roof  on. 

The  foundations  of  the  United  States  Government  Exhibition 
Building  are  laid,  and  the  work  is  making  good  progress.  K. 

Banked  up  for  217  Days. — The  following  letter  from  the  Union 
Iron  Works  Company,  of  Cleveland,  to  the  editor  of  the  Pittsburgh 
American  Manufacturer^  shows  remarkable  success  in  an  operation 
which,  when  long  continued,  is  always  a  source  of  anxiety  to  the  mani^ 
gers  of  blast  furnaces. 

Editor  American  Manufacturer  : — In  your  items  of  "  Manufac- 
turing News"  of  a  few  issues  since  we  noticed  some  items  regarding 
the  blowing  in  of  a  blast  furnace  at  Phoenixville,  Pa,  that  had  been 
banked  up  some  110  days,  saying,  ^^  If  successful  it  would  be  a  re- 
markable feat,"  and  a  few  items  after  that  stating  it  was  not  success- 
ful. Permit  us  to  call  your  attention  to  the  following  facts  regarding 
the  "  Emma  Furnace,"  owned  and  operated  by  this  Company,  which 
we  think  will  be  of  interest  to  furnacemen  and  your  readers  generally. 
Thisfurnacestood  banked  up  from  December  4,  1874,  until  the  9th  inst. 
(July,  1875),  beingseven  months  and  fivedays  or  equal  to  217  ilays,  with- 
out blast  or  draft,  and  this  too  during  the  most  hcvere  winter  known  for 
a  long  time.  Standing  this  length  of  time  holding  her  ^re  intact  with- 
out chilling  or  cracking,  or  any  unfavorable  results,  is,  we  think,  a 
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rery  remarkable  fact,  and  reflects  very  much  to  the  credit  and  skill  of 
ttiose  having  her  in  charge. 
The  furnace,  as  stated,  was  banked  or  damped  down  December  4, 

1874.  The  iron,  etc.,  having  ail  been  run  out  she  was  filled  wholly 
with  Connellsville  coke.  Great  care  was  taken  in  stopping  her  up, 
and  every  precaution  known  to  furnacemen  to  have  the  fire  remain 
until  advisable  to  resume  operations.  We  did  not  expect  at  the  time, 
however,  it  would  be  necessary  for  her  to  remain  idle  more  than  two 
or  three  months  at  the  furthest,  but  as  the  market  presented  no  in- 
ducements to  make  iron,  she  was  allowed  to  stand  idle  until  July  9, 

1875.  During  this  entire  time  not  a  thing  was  done  to  her  or  a  pound 
of  fuel  added.  When  opened  at  date  given,  two-thirds  of  the  amount 
of  coke  put  in  was  in  good  live  condition,  if'xth  plenty  of  fuel  to  com- 
mence with.  After  clearing  away  the  accumulation  of  ashes  from  the 
bottom  of  the  hearth,  the  tuyere  irons  were  placed  in  position  and 
blowing  commenced,  the  furnace  being  ready  to  resume  operations 
and  in  as  good  shape  and  condition  as  if  only  stopped  for  a  few  weeks. 

The  Emma  Furnace  is  65  feet  high,  16  feet  bosh,  and  8  feet  across 
at  tuyeres.  When  stopped  up  was  making  48  to  50  gross  tons  of  iron 
daily,  and  is  making  the  same  at  present,  reducing  Lake  Superior  ores 
with  Brier  Hill  coal  and  Gonnellsville  coke.  Mr.  Jas.  Paton  is  Gen- 
eral Superintendent,  and  Mr.  Elias  Metzler,  furnaceman.  We  ask  if 
this  record  has  ever  been  equaled  or  excelled,  and  should  be  pleased 
to  hear  from  you  or  your  correspondents  and  readers  through  the  col- 
umns of  your  valuable  paper  in  reference  to  the  subject. 

Yours  truly,  S.  A.  Saqub. 

The  Channel  Tunnel. — We  learn  from  the  Times,  (London)  that 
at  the  recent  half-yearly  meeting  of  the  Southeastern  Railway,  held 
under  the  presidency  of  Sir  E.  W.  Watkins,  M.  P.,  that  the  following 
i  resolutions  were  proposed  by  the  chairman  and  adopted  : 

I  "  That  the  directors  be  authorized,  if  they  should  think  fit,  in  ac- 
cordnnce  with  the  provisions  of  the  Southeastern  Railway  Act,  1874, 
to  apply  any  moneys  under  their  control,  not  exceeding  £20,000, 
towards  the  cost  of  any  soundings,  and  of  any  borings,  shafts,  drift- 
way:^, or  other  works  in  connection  with  the  construction  of  the  tun- 
nel under  the  English  Channel." 
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Pressure  Gauge  to  Begister  Fifty-four  Thousand  Pounds. 

— ^We  have  been  shown  one  of  Shaw's  mercury- column  pressure  gauges 
(illustrated  and  described  on  page  153,  vol.  Ixvii,  of  the  Journal,) 
just  completed  for  a  company  in  this  city  to  register  fifty-four  thous- 
and pounds  per  square  inch.  The  body  of  this  gauge  was  forged  solid 
from  the  best  Midvale  steel,  and  bored  and  turned  to  the  proper  shape. 
The  total  height  is  six  feet,  and  the  mercury  column  being  four  and  a 
half  feet.  The  area  of  the  large  plunges  is  eight  and  one-half  inches 
and  the  small  one  is  three-sixteenths,  and  the  movement  about  one- 
thousandth  of  an  inch.  This  is  no  doubt  the  highest  range  of  pres- 
sures for  which  a  gauge  has  ever  been  built. 
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A  Century  After  :  Picturesque  Glimpses  of  Philadelphia 
AND  Pennsylvania.  Published  by  Allen,  Lane  &  Scott,  and  J.  W. 
Lauderbach,  Philadelphia,  1875. — This  beautiful  work  is  being  pub- 
lished in  fifteen  semi-monthly  parts,  three  of  which  we  have  already 
received,  and  these  well  sustain  the  promise  at  the  commencement 
that  the  work  would  illustrate  this  city  and  state  with  all  the  resources 
of  art.  The  subject  is  well  portrayed  by  pen  and  pencil ;  the  work 
is  rich  in  representations  of  scenery  and  buildings  of  historic  interest, 
relieved  by  occasional  figure  pictures  of  life  and  character.  The 
designs  are  made  by  a  number  of  our  best  artists  and  arc  engraved 
on  wood  in  the  most  spirited  and  artistic  manner,  by  Mr.  J.  W. 
Lauderbach,  who  stands  at  the  head  of  his  profession  in  this  city,  and 
is  second  to  none  in  the  country,  in  the  beauty  and  fine  quality  of  his 
engravings. 

The  literary  conduct  of  the  work  is  in  the  charge  of  Edward  Stra- 
ban,  and  the  good  taste  evinced  is  in  harmony  with  the  general  fine 
character  of  the  work.  Much  of  the  progress  of  the  art  of  engrav- 
ing on  wood  is  due  to  the  great  improvement  in  typographic  printing 
in  late  years ;  there  has  been  little  encouragement  to  the  artistic  en- 
graver to  show  the  capacity  of  his  art,  as  without  good  printing,  the 
best  engraving  is  sacrificed.  ''  A  Century  After  "  is  most  beautifully 
printed  on  fine  toned  paper,  and  thus  the  fine  qualities  of  the  illus- 
trations are  well  presented.  We  hope  the  work  will  be  well  sustained 
by  the  public,  as  no  worthier  publication  of  its  class  has  been  pre- 
sented for  patronage. 
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DESGIRIPTION    OF   THE  PERNOT   FURNACE. 


Th-antlated  from,  the  French  of  M.  Armenffaud, 

By    William    F,    Durfee,   Engineer. 

Description  of  a  Furnace  with  an  inclined  rotating  bottom  for  the 
Puddling  of  Iron  and  the  manufacture  of  Puddled  Steel;  invented 
hy  M.  Charles  Pernot^  Engineer  and  Superintendent  of  the  works  of 
Petin,  Gaudet  ^  Co.,  at  St.  Ohamond. 

During  a  professional  journey,  we  bad  the  good  fortune  to  see  an 
apparatus  which  at  once  commanded  our  particular  attention.  We 
speak  of  the  furnace  with  movable  inclined  bottom  of  M.  Pernot, 
which  we  saw  in  operation  quite  recently  at  the  establishment  of  MM. 
Petin  k  Gaudei,  at  St.  Ghamond.  We  were  so  much  impressed 
with  the  results  of  this  ingenious  apparatus,  which  are  established 
beyond  doubt,  that  we  think  this  communication  to  our  readers  (which 
is  entirely  reliable)  will  be  received  with  great  interest. 

The  first  of  these  furnaces  (the  one  originally  erected,  and  which 
was  for  a  long  time  the  subject  of  the  most  serious  study  by  its  in- 
ventor) is  used  for  the  mechanical  puddling  of  iron,  an  operation  both 
delicate  and  difficult,  and  one  which  has  occupied  the  attention  of 
many  persons  in  recent  years. 

The  second  furnace  is  intended  for  the  manufacture  of  puddled 
steel,  and  is  destined  to  replace  with  advantage  various  inventions 
more  or  less  complicated  and  expensive,  designed  for  the  same  purpose. 
These,  therefore,  seem  two  important  inventions  which  may  introduce 
great  changes  in  the  metallurgy  of  iron  and  steel,  as  they  have  the 
doable  merit  of  simplifying  the  hand-work  and  giving  many  other 
economical  results  without  necessitating  material  changes  in  works 
already  erected. 

Vol..  LXX.^Thibd  Sbbiib8.^No.  2.— August,  1875.  7 
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We  have  explained  in  a  preceding  volume  the  general  character  of 
'^  The  Danks*  "  system,  and  also  described '  the  modifications  it  has 
received  in  the  rotating  furnace  of  Mr.  Wm.  Sellers ;  we  have  also 
mentioned  that  M.  Siemens  has  made  a  valuable  contribution  to  it  by 
his  invention  of  the  regenerative  gas  furnace.  It  is  not  necessary  to 
the  purpose  of  this  description  to  note  the  advantages  or  disadvan- 
tages of  the  puddling  furnace  of  M.  Danks,  but  we  will  briefly  de- 
scribe his  process,  which  by  its  novel  character  and  the  boldness  of 
its  conception  has  greatly  excited  the  public  curiosity.  For  this  pur- 
pose we  think  we  cannot  do  better  than  to  reproduce  the  notes  of  M. 
Jules  Petin,  Jr.,  mining  engineer,  who  also  visited  England  for  the 
purpose  of  investigating  this  new  invention.  "  We  think,"  says  M. 
Petin,  "  that  the  greatest  economy  of  the  process  of  M.  Danks  arises 
from  the  great  quantity  of  iron  which  can  be  treated  at  a  single 
operation."  Not  only  can  661*42  lbs.  (800  kilo's)  be  treated  at  one 
time  by  this  means,  but  it  is  possible  to  operate  on  1102*36  lbs.  (500 
kilo's)  and  upwards,  as  was  stated  by  M.  Danks,  Jr.  in  the  presence 
of  MM.  Pernot  and  J.  Petin. 

Although  it  is  possible  in  the  course  of  experimental  working  to 
produce  a  single  "ball"  of  650  to  1100  lbs.,  yet  practically  these 
masses  are  divided  into  several  "balls."  For  working  the  larger 
"  balls  "  special  tools  are  necessary ;  the  steam-hammer  though  of 
great  power,  is  not  convenient  for  this  purpose  and  the  manipulation 
of  the  "  balls  "  by  men  alone  is  absolutely  impossible. 

"  M.  Danks  invented  and  constructed  a  gigantic  camb-squeezer  with 
a  hammer  at  the  end,  which  squeezed  and  hammered  at  the  same  time. 
Notwithstanding  its  high  cost,  the  employment  of  this  instrument  af- 
forded a  partial  solution  of  the  difficulty,  but  did  not  remove  it.  The 
"  ball "  after  squeezing  is  not  in  a  shape  to  be  practically  useful,  its 
dimensions  [39*37  in.  (1  meter)  long,  by  11  to  15  in.  (3  to  4  decimeters) 
in  diameter]  prevent  its  passing  through  rolls  of  ordinary  size  for 
conversion  into  bars  unless  reduced  by  the  steam-hammer.  It  will 
undergo  a  considerable  reduction  of  temperature  by  this  work,  and 
must  then  be  reheated  and  divided  by  a  "  cutter  "  under  a  steam- 
hammer,  otherwise  it  will  be  necessary  to  construct  rolls  of  sufficient 
size  to  take  the  "  bloom  "  directly  from  the  squeezer.  We  may  form 
from  the  foregoing  some  idea  of  the  expense  necessary  for  changing 
a  works  from  the  old  method  of  puddling  to  the  new  system  of  Danks. 
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^^  The  following  is  a  list  of  the  principal  apparatus  used  in  the  es- 
tablishment of  Erymus,  at  Stockton,  (England),  for  twelve  Danks' 
furnaces :  2  cupolas  on  the  Thomas'  system ;  12  Danks'  furnaces ;  2 
reheating  furnaces ;  2  12-ton  shingling  hammers ;  2  sets  heavy  rolls ; 
1  Danks'  squeezer ;  4  auxiliary  steam  boilers,  the  steam  produced  by 
the  waste  heat  not  being  suflScient  to  work  the  rolls. 

"  For  a  new  works  the  relative  expense  will  be  considerably  in- 
creased, and  in  reconstructing  works  already  established,  the  almost 
total  loss  of  the  old  material  augments  enormously  the  cost  of  the 
introduction  of  the  new  system." 

It  must  be  remembered  that  the  principle  of  rotation  applied  to 
puddling  furnaces  has  been  public  property  for  many  years  in  France 
as  well  as  in  adjoining  countries,  since  the  first  patents  taken  out  for 
this  object  are  dated  in  1853.  Be  it  as  it  may,  of  all  the  systems 
that  have  been  proposed  up  to  the  present  time,  we  believe  that  of 
M.  Danks  to  be  best  known,  particularly  in  the  United  States,  as 
having  given  relatively  the  best  results.  However,  we  do  not  think 
it  will  progress  with  the  same  rapidity  and  ease  with  ourselves  as  with 
others  for  the  reasons  already  given,  especially  in  the  presence  of  the 
Pemot  furnace  whose  simplicity  and  economy  are  so  very  remarkable. 

Pbinciples  of  the  Pernot  Process. — Applied  to  the 
Mechanical  Puddling  of  Iron. 

The  process  invented  by  M.  Pernot  but  distantly  resembles  the 
foregoing,  as  we  shall  see.  He  takes  an  ordinary  puddling  furnace 
and  makes  the  bottom  independent,  it  is  in  fact  a  kind  of  great  cir- 
cular basin  which  is  inclined  so  as  to  be  but  partially  covered  with 
the  bath  of  molten  iron.  This  basin,  which  the  workmen  call  the 
^^  pot,"  is  mounted  on  an  oblique  axle,  and  receives  a  rotary  movement 
which  constantly  displaces  the  fused  metal.  At  its  junction  with  the 
fixed  part  of  the  furnace  there  is  an  allowance  for  play  of  from  1  to 
1^  inches  (3  to  4  centimeters). 

The  ash-pit  is  tightly  closed  and  into  it  the  blast  is  introduced,  which 
when  operating  causes  the  flame  and  the  gas  which  fill  the  furnace  to 
pass  over  the  movable  bottom  without  escaping  at  the  joint  which 
exists  between  it  and  the  fixed  parts,  and  without  allowing  the  pene. 
tration  of  the  exterior  air,  for  the  equilibrium  of  pressure  of  the  air 
and  the  gaseous  products  of  combustion  is  an  essential  condition,  and 
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is  an  advantage  which  renders  the  process  completely  practical  by 
reducing  the  repairs  of  the  joint  which  is  reasonably  durable.  A 
continuous  stream  of  cold  water  is  projected  during  the  operation  upon 
the  outside  of  the  ^^  pot,"  which  is  thus  cooled  and  maintained  in  a 
perfect  state  of  preservation. 

We  know  that  in  the  ordinary  furnaces  with  fixed  bottoms,  they 
have  the  same  cast  iron  bed  which  is  exposed  to  the  action  of  the 
cinder  and  flame,  and  that  the  parts  forming  the  inside  of  the  bottom 
do  not  suffer  from  their  action,  but  part  with  the  same  degree  of  heat 
they  receive.  It  is  the  same  with  the  inclined  movable  "  pot,"  all 
the  molecules  of  the  metal  are  successively  exposed  in  thin  layers  for 
a  short  time  and  are  carried  round  and  elevated  by  the  rotation,  into 
the  upper  part  of  the  furnace,  and  yet  they  are  not  unduly  exposed 
to  oxidation  because  as  they  arise  they  again  descend  and  are  plunged 
in  the  bath  of  iron  which  is  in  the  lower  part  of  the  furnace. 

^'  The  following  conditions,"  says  M.  Petin  in  his  paper,  read  be- 
fore the  French  Society  of  Civil  Engineers,  and  the  Iron  and  Steel 
Institute  at  London,  ^*  exist  in  the  mass  from  various  causes  during 
the  progress  of  the  heat : 

^^  1st.  The  temperature  produced  by  the  heat  of  the  fire  urged  by 
the  blast  is  very  regular. 

^^  2d.  Each  part  of  the  bath  is  heated  successively  in  thin  layers 
as  we  have  before  stated,  instead  of  being  heated  by  the  surface 
alone,  as  in  ordinary  furnaces. 

^^  8d.  The  heat  arising  from  the  chemical  re-actions  produces  an 
intermolecular  combustion  which  has  been  compared  by  M.  Jordan  to 
some  of  the  phenomena  of  the  Bessemer  process,  and  which  is  mani- 
fested in  the  most  energetic  manner." 

The  whole  movable  apparatus  is  mounted  on  a  four-wheeled  car, 
which  permits  its  being  easily  withdrawn  from  the  furnace  which  it 
is  necessary  to  do  in  order  to  facilitate  repairs,  and  this  mechanical 
combination  presents  the  advantage  of  not  losing  the  time  which  in 
other  furnaces  attends  their  complete  cooling  in  order  to  allow  of  the 
repairs  which  are  required  after  one  or  more  operations.  Farther  on 
we  will  give  the  results  obtained  in  recent  experiments  with  irons  of 
various  kinds  in  this  furnace,  which  appear  to  us  valuable;  of  these 
results  we  will  give  an  exact  account,  which  will  show  the  progress 
already  made. 
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Dbscbiption  op  the  Pbrnot  Puddling  Furnace. — Rbprbsbntbd 
BY  THE  Accompanying  Figures. 

Fig.  1  is  a  longitudinal  section  taken  through  the  axis  of  the  fur- 
nace, along  the  line  1-2  of  the  plan,  (Fig.  2.)  Fig.  2  is  a  horizontal 
section,  taken  at  the  height  of  the  line  3-4-5,  and  passing  above  the 
movable  bottom,  as  is  seen  on  the  plan.  Fig.  3  ts  a  transverse  section 
passing  through  the  axis  of  the  movable  ^^  pot,"  along  the  line  6-7, 
(Fig.  2.)  Fig.  4  represents  an  exterior  elevation  of  the  "  pot"  and 
its  carriage  withdrawn  from  the  fixed  part  of  the  furnace.  Fig.  5 
shows  the  under  side  of  the  ^^pot."  Fig.  6  is  a  section  of  the  fur- 
nace along  the  line  8-9,  and  shows  from  above,  the  carriage  on  which 
the  "pot  "  turns  when  in  use. 

All  these  figures  are  drawn  to  a  scale  and  represent  an  ap- 
ratus  sufiSciently  large  for  the  treatment  of  from  2200  to  2600 
lbs.  (1000  to  1200  kilogrammes)  of  metal  at  a  time,  and  for 
the  making  of  eight  charges  in  twenty-four  hours,  which  will 
correspond  to  a  product  of  from  eight  to  nine  tons.  As  will  be 
seen,  the  apparatus  is  composed  of  two  distinct  parts,  the  one  fixed 
and  the  other  movable.  The  first  nearly  resembles,  in  general  ap- 
pearance, an  ordinary  puddling  furnace,  with  the  exception  of  the 
lateral  sides  A  and  A^  (Fig.  2),  which  are  considerably  swollen  in 
the  middle  instead  of  being  the  prolongation  of  the  side  wall  of  the 
fire-box  B. 

The  roof,  0,  also  presents  in  the  elevations  and  vertical  sections  a 
great  similarity  to  the  old  form  of  furnace  with  a  fixed  bottom,  par- 
ticularly over  the  grate  and  at  the  flue  which  conducts  the  smoke  to 
the  chimney.  But  the  central  part  is  circular,  as  may  be  seen  in  the 
horizontal  section  Fig.  2,  and  corresponds  in  diameter  to  that  of  the 
movable  bottom,  and  is  exactly  the  shape  of  the  edge  of  the  "  pot." 
From  1  to  IJ  inches  (3  to  4  centimeters)  above  the  circumference  of 
the  upper  edge  of  the  "  pot  "  is  placed  a  ring  of  cast  iron,  a,  at  the 
same  inclination  as  that  of  the  bottom  of  which  in  fact  it  is  an  ex- 
tension, it  is  supported  by  massive  masonry  and  serves  to  receive  and 
sustain  the  fire-brick  portion  of  the  furnace.  In  front  of  the  furnace 
are  placed  the  two  working  doors  D,  through  which  are  introduced 
the  materials  to  be  treated,  and  which  are  entirely  closed  during  the 
early  part  of  the  operation,  but  are  opened  when  the  metal  has  ar- 
rived at  a  state  of  fusion  and   "  rabbling  "   is  required,  finally  the 
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separation  of  the  metal  is  effected  and  the  several  "  balls  '*  are  suc- 
cessively taken  out,  which  is  rendered  very  easy  by  the  "  pot  "  being 
made  to  change  its  place. 

The  fire-box,  B,  is  completely  closed  daring  the  working,  and  the 
fire  is  urged  by  a  blast  supplied  by  a  fan  blower,  by  means  of  a  pipe 
whose  outlet  is  at  b.  The  "  stoke-holes,"  c,  through  which  is  intro- 
duced the  fuel,  are  stopped  with  fine  coal  without  difiBculty.  The 
"  sight  holes,"  d,  are  arranged  in  the  end  of  the  furnace  in  order  to 
allow  an  examination  of  the  interior  when  necessary ;  and  are  firmly 
closed  by  a  plate  of  cast  iron,  d'.  The  ash-pit  is  likewise  tightly 
closed  by  means  of  two  hinged  doors  of  plate  iron,  E,  in  order  that 
the  blast  may  be  forced  through  the  grate. 

As  in  ordinary  furnaces,  the  whole  of  the  exterior  of  the  body  of  the 
furnace  is  composed  of  plates  of  cast  iron,  F,  adjoining  one  another,  these 
are  retained  in  position  by  the  rails,  G,  which  replace  with  advantage 
the  square  bars  and  angle-irons  commonly  used.  The  second  part  of 
the  apparatus,  that  which  is  a  substitute  for  a  fixed  ** bottom,"  prop- 
erly so  called,  consists  principally  of  a  large  tub,  H,  (called  by  the 
workmen  the  "  pot  ")  whose  interior  surface  is  formed  by  a  lining  of 
ore  which  is  placed  on  a  bottom  plate,  I,  of  plate  iron,  and  against  a 
cylindrical  envelope  composed  of  numerous  plates  of  cast  iron  bolted 
and  keyed  together,  forming  a  rim,  J.  These  plates,  which  can  be 
removed  and  replaced  with  ease,  are  pierced  with  holes  so  that  they 
can  be  penetrated  by  jets  of  water  which  are  carried  around  the  en- 
velope and  serve  to  keep  the  lining  continually  cold,  notwithstanding 
the  high  temperature  of  the  furnace.  Beneath  the  bottom  plate,  I, 
is  placed  a  bevel  wheel,  K,  which  gears  with  the  bevel  pinion,  L,  by 
which  the  "  pot"  is  given  a  rotary  movement  of  two  or  three  turns  per 
minute. 

The  axis  of  this  pinion  is  prolonged,  (as  may  be  seen  in  Fig.  2)  and 
carries  at  its  other  extremity  the  bevel  wheel,  M,  which  by  means  of 
the  small  pinion,  N,  receives  the  power  of  a  double  cylinder  steam 
engine  coupled  to  the  shaft  of  pinion  N  by  cranks  at  right  angles, 
thus  avoiding  dead  points  and  the  employment  of  a  fly-wheel.  Four 
conical  rollers,  P,  are  placed  beneath  the  bottom  of  the  "  pot "  and 
which  roll  on  the  circular  track,  Q,  which  instead  of  being  horizon- 
tal, presents  on  the  contrary  an  inclined  plane,  which  obliges  the 
whole  of  the  movable  bottom  to  have  the  same  inclination  while  re- 
volving and  thus  in  proportion  as  it  turns  it  constantly  displaces,  as 
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ire  have  before  said,  the  fused  materials  which  are  consequently  most 
rapidly  and  regularly  heated.  The  axles  of  the  rollers  are  held  in 
bearings  of  cast  iron,  fitted  and  bolted  beneath  the  bottom  plate  I. 
The  whole  of  this  machinery  is  skillfully  combined  to  give  the  appar- 
atus the  firmness  and  solidity  desirable  and  to  insure  a  rotary  move- 
ment of  perfect  regularity,  without  shock  or  noise,  and  which  is  easily 
controlled,  notwithstanding  the  weight  of  materials  which  it  contains, 
and  the  high  temperature  of  the  furnace. 

The  circular  track,  Q,  forms  a  part  of  a  four-wheeled  carriage,  R, 
which  runs  on  two  parallel  rails,  S,  which  serve  to  introduce  the  ap- 
paratus into  the  interior  of  the  furnace,  as  is  shown  in  Figs.  1,  2  and 
3,  and  for  withdrawing  it  as  is  seen  in  Fig.  4.  This  arrangement  is 
most  important,  as  it  allows  necessary  repairs  to  be  immediately  made, 
without  loss  of  time,  whereas  in  the  old-fashioned  form  of  furnace  it 
is  essential  that  it  should  stand  without  firing  fifteen  or  twenty  hours 
before  it  is  sufiSciently  cool  to  allow  the  workmen  to  enter  it. 

The  furnace  which  we  have  described,  and  which  is  in  daily  use  at 
the  works  of  St.  Ghamond,  has  a  movable  "pot  "  of  a  mean  diameter 
of  94^  inches  (2-40  m.)  which  corresponds  to  a  surface  of  48*7  square 
feet  (4*522  m.),  and  it  is  able  to  treat  one  ton  of  metal  per  charge 
although  its  relative  depth  is  very  small. 

In  the  first  furnace  tried  by  M.  Pemot,  and  which  was  erected  at 
the  works  of  Petin  &  Gaudet,  these  dimensions  were  much  smaller 
and  only  sufficient  for  the  treatment  of  from  661*2  lbs.  to  1000  lbs. 
(300  to  400  kilo's)  per  charge. 

With  the  present  apparatus  from  four  to  five  charges  per  turn  of 
twelve  hours  can  be  worked  without  difficulty,  drawing  seventeen  or 
eighteen  '^  balls  "  or  "  loops ''  at  each,  the  last  being  as  hot  as  the 
first.  The  continuous  rotation  of  the  bottom  enables  the  workmen  to 
divide  the  ^^ balls''  with  ease,  by  bringing  all  parts  of  the  fused  metal 
successively  before  the  working  doors,  and  this  rotation  also  enables 
the  removal  of  the  balls  when  formed  to  be  accomplished  without 
difficulty. 

Preparation  and   Management   of  the  Apparatus. — Prepara- 
tory Operations. 

After  drying  a  new  furnace  and  raising  it  to  a  white  h^at,  we  oxidize 
some  "scrap  "  in  the  same  way  as  in  the  ordinary  system  of  puddling, 
for  filling  all  the  joints  formed  by  the  pieces  of  iron  ore  which  are 
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placed  around  the  sides  of  the  furnace^  and  finally  we  have  a  united 
smooth  surface  without  fissures.  As  soon  as  the  '^  scrap  "  becomes 
hot,  we  shut  ofi*  the  blast  to  oxidize  and  make  it  flow,  this  is  quite  nec- 
essary in  furnaces  that  are  worked  with  a  blast,  as  the  flame  repels 
the  air  and  will  not  permit  it  to  enter  the  doors. 

During  all  the  time  required  for  heating  and  oxidizing  the  '^  scrap," 
which  is  about  one  hour,  the  bottom  remains  fixed,  or  is  allowed  a 
moyement  of  but  two  or  three  turns  per  minute,  which  corresponds 
to  a  circumferential  speed  of  from  1  to  1|  inches  (25  to  40  centimeters) 
per  second.  As  a  result  of  the  rotation,  the  liquid  oxide  of  iron 
covers  the  entire  bottom,  and  the  puddler  covers  the  sides  of  the 
^^pot"  with  the  aid  of  a  tool  called  a  bottom-paddle.  ^ 

The  movement  imparted  to  the  apparatus  renders  the  operation  of  '  '' 
preparing  a  lining  a  very  easy  one,  and  the  streams  of  water  which  <  g 
are  conveyed  to  the  exterior  envelope,  as  we  have  seen,  prevent  the  \ 
sides  from  getting  hot,  and  at  the  same  time  cool  the  bottom,  and  v«J 
these  jets  produce  a  real  economy  in  the  expense  of  repairs  of  the  -  . 
furnace.  The  bottom  being  prepared  in  the  manner  described,  its  ^m 
cooling  finished,  and  its  hardening  complete,  the  grate  is  then  cleaned  ^p 
and  the  furnace  is  ready  to  receive  its  "  charge.**  The  bottom  isre-^^ 
paired  by  burning  or  oxidizing  more  "scrap  "  whenever  it  is  thought 
to  be  too  thin. 

Charging  and  Managing  the  Furnace. 

We  will  now  proceed  to  follow  the  treatment  of  a  charge  of  one  '^J 
ton  (1000  kilo's),  of  for  example  the  white  mottled  charcoal  iron  of  ^| 
Toga,  which  we  often  saw  used  at  the  works  of  St.  Ghamond.  ^f*:^l 
ter  having  introduced  into  the  apparatus  the  hammer  slag,  or  scales,  ^H 
from  the  rolling  mill,  and  spread  them  properly  in  the  usual  manner,*-.,  _ 
we  charge  the  required  quantity  of  pig-iron,  which  has  already  been 
heated  in  a  special  furnace  of  sufficient  size  to  supply  all  the  puddlin 
furnaces  in  the  mill,  next  we  turn  the  blast  under  the  grate,  the  "  pot" 
remaining  stationary ;  nevertheless  if  its  exterior  envelope  begins 
get  red  hot,  we  throw  the  jets  of  water  upon  it,  at  the  same  time  giv-j 
ing  it  a  few  turns.  The  charge  is  soon  raised  to  a  bright  red  heat] 
and  then  begins  to  melt  and  in  about  thirty-five  or  forty  minutes  it  is! 
completely  fused. 

It  is  at  this  moment  that  the  operation  of  ^^  rabbling,"  properly  soj 
called,  really  commences.     We  know  that  in  the  fixed  furnaces  thid 
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operation  is  performed  by  hand,  and  by  the  skill  of  the  workman,  and 
is  necessarily  very  expensive,  but  in  the  Pemot  furnace  the  mixing 
and  *^ rabbling"  are  effected  without  hand  labor,  by  the  rotation  of 
the  *^pot,"  which  is  accomplished  in  the  manner  previously  described. 
The  damper  applied  to  the  top  of  the  chimney  is  manoeuvred  from 
time  to  time  by  the  puddler  to  suit  the  different  conditions  of  the 
work,  which  are  ascertained  by  testing  the  bath  with  a  '^  peel,"  which 
is  introduced  through  one  of  the  working  doors. 

At  the  commencement  of  the  operation,  and  principally  with  grey 
irons  which  require  considerable  time  to  melt  thoroughly,  we  keep  the 
damper  nearly  closed.  We  hasten  this  first  period  by  throwing  on 
the  exposed  parts  of  the  bottom  jets  of  water,  which  harden  it  as  fast 
as  it  emerges  from  the  liquid  mass. 

This  practice  has  the  additional  advantages  of  protecting  the  ^^  pot,'' 
and  greatly  reducing  the  expense  of  repairs.  For  the  charge  named, 
the  thickening  commences  by  the  end  of  a  quarter  of  an  hour,  or 
thereabout,  and  we  gradually  raise  the  damper  in  order  to  obtain  all 
the  draft  and  heat  possible.  At  this  time  the  bath  has  swollen  to  its 
greatest  bulk.  The  boiling  continues  during  ten  or  twelve  minutes, 
and  the  bath  then  commences  to  diminish  in  volume,  and  the  iron  to 
"come  to  nature;"  the  ^^pot"  has  been  kept  turning  all  this  time. 
The  puddler  is  careful  to  aid  the  operation  with  his  ^'  rabble,"  which 
is  easily  done  in  this  furnace,  notwithstanding  the  mass  of  material ; 
for  by  placing  the  rabble  firmly  in  the  door  and  supported  against  it, 
the  agglomerations  of  iron  become  separated  as  fast  as  they  form. 
We  now  cease  turning  and  work  the  metal  until  it  is  so  condensed  that 
the  cinder  is  completely  separated,  and  it  is  ready  to  be  gathered  into 
"balls,"  this  period  occupies  from  twenty  to  twenty-five  minutes. 
The  puddler  now  proceeds  to  divide  the  mass,  and  to  make  it  into 
"balls  ;"  and  will  take  out  the  first  in  about  ten  minutes. 

The  laborious  work  of  '^  balling  "  is  facilitated  to  the  puddler,  as 
we  have  before  said,  by  the  fact  that  it  is  always  done  in  front  of  the 
working  doors,  by  allowing  the  "  pot "  to  make  the  necessary  move- 
ment, without  his  being  obliged  to  collect  the  iron  which  he  finds  on 
the  right  and  left  hand  and  pull  it  before  him. 

The  ^'  balls,"  in  order  to  be  handled  without  difficulty  at  the  steam- 
hammer  and  the  rolls,  are  generally  of  the  weight  of  from  120  to  180 
pounds  (55  to  60  kilo's),  and  from  the  charge  of  one  ton  there  is  in  fact 
produced  seventeen  or  eighteen  balls,  which  are  obtained  in  about  an 
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hour,  and  the  bars  rolled  from  them  are  remarkably  clean  and  exempt 
from  cracks.  Finally  the  duration  of  the  complete  operation  is  less 
than  three  hours,  which  includes  the  time  lost  in  charging  another 
heat  which  allows  from  eight  to  ten  charges  per  twenty-four  hours. 
When  "  refined  "  iron  is  treated,  a  single  furnace  produces  eight  or 
nine  tons  of  iron  per  day,  and  two  thousand  five  hundred  (2500)  to 
two  thousand  seven  hundred  (2700)  tons  per  year. 

Results  of  Experience. 
MM.  Petin  &  Gaudet  have  very  properly  required  us  to  commu- 
nicate the  results  of  the  various  trials  which  they  have  made  at  the 
furnace  of  M.  Pernot  since  it  commenced  working.  We  think  them 
particularly  interesting  as  they  furnish  the  proof  that  this  system  has 
arrived  at  a  state  entirely  practical,  and  that  it  is  called  to  render 
great  service  in  metallurgical  establishments. 

Works  at  Saint  Chamond. 
At  the  outset  in  the  first  table  (which  is  taken  from  the  manufac- 
turing books  of  the  forge  at  St.  Chamond)  we  have  an  exhibit  of  the 
economic  results  of  the  puddling  of  two  hundred  and  ninety  tons  of 
refined  pig-iron,  and  fifty  tons  of  common  pig-iron. 

Weight  and  Kind  of  Iron  Paddled. 
Materials  charged  In  r  — — — ^  ^ 

the  furnace.  Refined  pig.     Common  pig. 

Charged  for  the  pro-  ^   p.^  j^.^^^    ^     ^     2288  lbs.  2878  lbs. 

ductionof22401bs.   ^(,^^j^     ...     2863     "  1603     " 

of  puddled  bar. 

Upon  examining  this  table  we  find  the  following  results : 

let.  The  loss  in  puddling  refined  iron  is  forty-eight  pounds  per  ton 
of  bars  produced,  while  it  is  as  much  as  one  hundred  and  thirty-two, 
and  sometimes  one  hundred  and  fifty-four  pounds  in  the  old  form  of 
puddling  furnace. 

2d.  The  loss  in  puddling  common  pig  iron  is  one  hundred  and 
thirty-eight  pounds  per  ton  of  bars,  instead  of  from  265  lbs.  to  352 
lbs.,  as  is  common  in  the  old  system. 

We  notice  also  a  great  difference  in  the  consumption  of  fuel.  Thus 
for  refined  iron,  2863  lbs.  are  burned  instead  of  3902  lbs.,  which  is 
commonly  used,  a  saving  of  1039  pounds  at  least,  and  for  "  common 
pig,"  the  consumption  is  1603  lbs.,  when  it  was  2579  lbs.  in  the  old 
puddling  furnace,  which  shows  an  economy  of  976  lbs.  of  coal  per  ton 
of  iron. 
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The  net  cost  (also  taken  from  the  manufacturing  books  of  these 
works)  compared  with  that  of  the  old  system,  shows  a  difference  of 
about  $9.50  per  ton  of  finished  iron,  an  advantage  of  the  new  process, 
of  which  we  will  be  convinced  by  the  following  comparative  details. 

PXTDDUNO  BT  THE  PBRKOT  FURNACE.— MaNUFAGTUBB  OF  FINISHED  IBON, 

(February,  1874.) 


Days' 
Work  of  I 


CONSUMPTION. 


Charged  to  produce  2240  lbs. 


;=   -    Ron  Scales 

Furnace       Coal.     Fig  Iron.    |2  and       i 

I  I  b^M      Iron  Ore. 


Produc- 
tion. 


Coal. 


Pig 
Iron. 


O  If 


Ron 

Scale 
and 
Iron 
Ore. 


27  2K      Lbs.        Lbs. 
236,235  207,129 


Lbs.    i  i 

Lbs.     I  199,900    Lbs.  j  Lbs. 
10,154  or      i  2,650  !  2,321 

j    89-24   '  \ 

,  Tons.    I  I 


Lbs. 
105 


Average  product  of  the  furnace  i>er  day,  7404  lbs. 
EXPENSES. 

178,184  lbs.  —  79-54  tons  of  Toga  Iron,  E.R,   @   $36.51  —  $2,904.00 

25,902  lbs.  —  11-56  tons  of  Toga  Iron,  S.L.R.,   @    36.52  —      422.17 

1,764  lbs.  —  0-787  ttns  of  Toga  Iron,  E.8.R.L.,  @  36.52  —       2874 

1,279  lbs.  —  0-57  tons  of  Toga  Iron,  B.  E.,     @      38.50  —        21.95 

Average  price,  $36,522  «-=  .?3,376.86 


307,129    —    92-457 

6,615  —  2-95  tons  of  Roll  Scales, 
3,539  —  1-58  tons  of  Mokta  Ore, 


10,154  — 4-53  tons. 


(Si 
@ 


$4.11  =  $12.12 
6.98—    11.02 


23.14 


236^2^5  —  105-46  tons  of  Coal,  @  $3.42  —  $360.67 

Labor,  241.46 

Cost  of  repairs,  181.86 

General  costs  of  manufacture,  52.07 

Other  items  of  cost,  56.74 


$892.80 


Total,  H2»2.80 


Net  cost 

per  ton  of 

finished 

bar. 


S37.842 


.25 

4,04 

2.75 

2.03 

.58 

.63 


$48.12 


Note — The  quantities  in  this  and  the  following  tables  have  been  made  to 
conform  to  the  ton  of  2240  lbs.  (1016  kil's)  instead  of  that  of  2204  lbs.  (1000  kil's) 
as  is  the  case  in  the  original.  W.  F.  D. 
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Puddling  bt  ths  Old  Ststsm.— Manufactubb  of  finishbd  ibon, 
(Fbbbuabt,  1874.) 


DajB' 
Work  of, 
Furnace 


CONSUMPTION, 


Wrought  »*>"S^^«" 
Ooftl.     Pig  Iron.     Scrap,   i       "»^ 

Iron  Ore. 


Produc- 
tion. 


Charged  to  prodaoe  2210  lbs. 


Pig 
<^»J-   I   Iron. 


JS  .  Boll 
MC*  Scale 
g  S      and  . 


259 


Lbs. 

xmM 


Lbs. 
678,451 


Lbs. 
46,827 


Lbs. 


613,213  I 


or 
273-8 
Tons. 


,  3,798 


2,460 


171  ,     86 


Average  product  of  the  furnace  per  day,  2,868  lbs. 

EXPENSES. 

204^812  lbs.  —   90-43  tons,  Gray  Clavieres  pig,  @  $37.71  —  $8,410.12 

369,591  lbs.  —  164-99  tons,  Soft  Toga  pig,  E.  R.,  @  36.51  —  6,022.79 

55,801  lbs.  —    24-73  tons.  Toga  pig,  E.8.L.R.,   @  36.52  —  908.14 

11,797  lbs.  —     5-26  tons,  Toga  pig,  B.B.,       @       38.50  —  202.51 

31,950  lbs.  —    14-24  tons.  Toga  pig,  M.S.L.R.,   @  36.51  —  619.90 


673,451  lbs.  —  800.65 


46^827  lbs.  —   20-9     tons,  Wrought  scrap, 

22,775  lbs.  —   10-13    tons.  Roll  scale,  @ 

220  lbs.  —       -098  tons,  St.  Leon  Mokla  ore 


Average  price  —  $36.78  —  $11,058.46 
@ 


$21.29  — $444.96 
4.11  —      41.68 
@       6.98  —         .65 


69,822  lbs.  —    31-123 


$487.24 


1,098,002  lbs.— 490-18    tons  Coal,  @  $3.42  —  $1,676.41 

Labor,  1,544.69 

Cost  of  repairs,  460.29 

General  costs  of  manufacture,  339.45 

Other  items  of  cost,  368 .01 


Net  cost 

per  ton  of 

finished 

bar. 


$40.89 


1.77 

6.12 
5.64 
1.68 
1.24 


4,388.85  ; 


ToUl,  $15,929.55  I    $58.17 


HoRMB  Forges. 


The  trials  which  have  been  made  in  the  Pernot  furnace  of  the  irond 
of  the  Horme  Co.,  in  the  presence  of  M.  Roche,  engineer,  and  supen 
intendent  of  the  manufacture,  have  also  all  given  satisfactory  result! 
as  is  seen  from  the  record  of  a  few  of  them  contained  in  the  foUoni 
ing  table. 
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The  problem  presented,  was  to  produce  puddled  iron  of  ordinary 
qoality  (similar  to  that  which  is  habitually  made  in  these  works)  by 
the  use,  as  fuel,  of  small  semi-bituminous  coal  and  coal  dust  mixed,  in 
the  proportion  of  one  part  small  coal  to  five  parts  dust,  the  mixture 
weighing  54  lbs.  per  cubic  foot.  They  have  worked  sometimes  with 
pig  iron  alone  and  sometimes  have  added  turnings  of  wrought  iron,  or 
iron  ore.  The  work  commenced  on  the  20th  of  April  in  furnace  No. 
2,  and  was  continued  without  stopping  during  six  consecutive  days, 
until  the  25th. 

Trial  of  Ibok  in  the  Pebkot  Fitbnacb  bt  thb  Hobmb  Co. 


A.D. 

Pig  Iron 
used. 

Turn- 
ings 
and 

Scrap. 

Iron 

Ore 

added. 

Hammer 
Scales. 

Oonsump. 
tion  of 
Goal. 

Product  of  Iron, 

UTl 

Puddle 
bar. 

Scrap. 

ApriL 

Lbs. 

I.bs. 

libs. 

Lbs. 

Lbs. 

Lbs. 

Lbs. 

20 
20 
21 
21 
22 
22 
23 
23 
24 
24 
25 

5 
4 
5 
4 
4 
5 
5 
5 
5 
5 
5 

52 

11,025 

8,820 

11,025 

8,820 

8,820 

11,025 

11,025 

11,025 

11,025 

11,025 

11,025 

1,764 

1,764 
1,764 

882 

1,565 

1,587 
1,709 

661 
661 
661 
661 
661 
1,102 
661 
882 
882 
772 
772 

7,087 
6,704 
6,896 
6,704 
6,704 
7,087 
7,279 
6,896 
6,704 
7,279 
6,704 

10,186 

8,123 

10,412 

8,330 

8,364 

10,298 

10,498 

10,498 

10,401 

10,421 

10,455 

841 

778 
748 

267 

Totals 

11 

114,660 

or 
51 '2  tons. 

6,174 

or 

2-75 

tons- 

4,861 
or 
2-17 

tons. 

8,876 

or 

3-74 

tons. 

76,044 

or 

33-94  tons 

107,981 

or 

48-2  tons. 

2,684 

or 

1-17 

tons. 

>  On  examining  the  foregoing  table,  we  find  11  days'  work  of  12 
kiira  each,  and  52  charges  of  pig  iron  weighing  in  the  aggregate 
#1-2  tons,  which  produced  (with  the  addition  to  a  few  of  these  charges 
>rf  a  small  quantity  of  scrap  or  ore)  48*2  tons  of  puddled  iron,  and 
1*17  tons  of  iron  from  the  scrap ;  and  we  find  a  consumption  of 
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33-94  tons  of  coal.  If  we  add  to  this  amount  1*79  tons,  which  were 
used  for  ^^  lighting  up  "  the  furnace,  we  find  that  at  the  expense  of 
35' 73  tons  of  fuel  we  have  obtained  49*37  tons  of  iron.  The  mean 
production  was  8-94  tons  in  24  hours.  To  re-state  the  result,  we  have 
from  a  mean  of  2378  lbs.  of  pig  iron,  128  lbs.  of  scrap  (wrought  iron), 
and  101  lbs.  of  ore,  obtained  2240  lbs.  of  puddled  bar,  and  54  lbs. 
of  scrap  bar,  with  a  consumption  of  1579  lbs.  of  coal  not  including 
that  used  for  lighting  up.     Now  for  the  net  cost  per  ton,  we  have: 

PUDDLIHG  BT  THE  PrBHOT  FuBNACB. 

Pig  iron,  2,378  lbs.  —  1061  tons,  @  924.21  —  925.68 

Goal,  1,578  lbs.  —  0-708  tons,  @      8.46—      2.46 

Wrought  scrap  or  turnings,  128  lbs.  —  0*057  tons,  @  17.57—  1.00  $29.77 
Hammer-slag  or  scales,  174  lbs.  —  0*078  tons,  @      4.12  —     0.32 

Iron  ore,  101  lbs.  —  0*045  tons,  @      6.98  —     0.31  j 

Deducting  scrap  bar,  54  lbs.  —  0*024  tons,  @  $26.95  —  0.65 

$29.12 
There  remains  for  cost  of  materials,  $29 .12 

Labor,  $3.85  ~ 

Cost  of  repairs,  1.18 

General  costs  of  manufacture,  .60 

Other  items  of  cost,  .72  j 

Total,  $34.97 

Thus  the  net  cost  of  puddling  by  the  Pernot  process  is  ?34*97  per 
ton  (2240  lbs.)  of  iron  obtained,  supposing  that  the  labor  and  other 
expenses  remain  the  same  as  in  the  old  mode  of  puddling ;  which  they 
certainly  do  not,  since  we  have  seen  above  that  the  work  of  the  pud- 
dlers  is  greatly  reduced,  and  the  daily  production  of  the  furnace  con- 
siderably augmented. 

In  order  to  show  the  relative  economy  realized  by  the  employment 
of  this  system,  we  give  the  following  figures  which  have  been  taken 
from  the  Horme  Works,  and  cover  the  time  between  the  1st  of  July, 
1873,  and  the  28th  of  February,  1874. 

Puddling  by  thb  Old  Process. 
In  2992  days'  work  was  manufactured  5026*66  tons  of  puddled 
bar,  for  which  was  used  5801-26  tons  of  pig  iron,  95*1  tons  of  scrap, 
129*62  tons  of  hammer-slag,  and  5489*45  tons  of  coal.  The  average 
product  per  day  was  1*67  tons  or  3*34  tons  in  24  hours,  which  is  but 
37  per  cent,  of  the  production  of  the  Pernot  furnace.  To  produce 
one  ton  (2240  lbs.)  of  puddled  bar,  there  was  used  1-164  tons  (2584 
lbs.)  of  pig  iron,  1*092  tons  (2446  Iba.)  of  coal,  0*019  ton  (43  III^} 
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For  the  net  cost  per 


wrap,  and  0-025  ton  (56  lbs.)  of  hammer-slag, 
ton  we  have, 

Pig  iron,  2,584  lbs.  —  1154  tons,  @  $24.21  —  $27.93  ' 

Coal,  2,446  lbs.  —  1092  tone,  @     3.46  —      3.78 

Wrought  scrap,  43 lbs.  —  0019  tons,  @    22.27  —      0.42 

Hammer-slag,  56  lbs.  —  0026  tons,  @     4. 12  —      0.10 

Labor,  $3.35  1 

Cost  of  repairs,  1.18 

General  costs  of  manufacture,  .60 

Other  items  of  cost,  .72 

Total, 

The  difference  of  cost  is  at  least  ^3.11  per  ton  in  favor  of  thePer- 
not  system.  Now  on  the  supposition  that  a  furnace  produces  nine 
tons  in  24  hours,  and  runs  290  days  per  year,  there  would  result  a 
profit  over  the  use  of  the  ordinary  furnace  of  ^8017.10  per  annum. 
In  presence  of  such  results  as  this,  the  Horme  Forge  Co.  have  not 
hesitated  to  agree  with  M.  Pernot  for  the  use  of  his  invention  in  their 
works. 

Trials  of  thx  Ibohb  of  the  Frakchb-Comtb  Fobgb  Co.,  ik  thb 
Pbrnot  Furnacb. 


$32.23 


$5.85 


$88.08 


Date,  1874. 

Days' Work 
of  tbe      1 
Farnaoe. 

II 
1° 

Pig  Iron 
used. 

Iron  Ore 
added. 

Hammer- 
Slag  or 
Roll  Scales 

! 

Puddle  bar 
obUined. 

D»y8 

1 

Hu. 

Lbs. 

Lbs. 

Lbs. 

Lbs. 

Lbs. 

Hay  30th. 

0 

5 

9,922 

661 

7,087 

9,655 

June  1st. 

0 

9 

3 

5,954 

1,543 

496 

5,746 

5,685 

Jane  1  St. 

0 

3 

1,984 

165 

1,916 

1,984 

Jane  2^. 

1 

0 

7,938 

662 

7,662 

7,713 

Jane  2d. 

1 

0 

9,923 

441 

7,470 

9,497 

June  3d. 

1 

0 

7,938 

1,544 

661 

7,662 

7,463 

Jane  3d. 

1 

0 

7,938 

1,632 

882 

7,854 

7,888 

June  4th. 

1 

0 

1 

1     7,938 

662 

8,237 

7,900 

Jane  4th. 

0 

8 

3 

5,964 

1 

65,499 

441 
5,111 

4,597 
1    58,231 

5,890 

ToUls. 

i     7 

8 

33 

4,719 

63,666 

or 

or 

or 

or 

or 

1 

29-24  tons 

2-1  tons. 

2*27  tons 

26  tons. 

1 

28-41  tons 

(To  be  oontinned.) 
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EXPERIMENTS  MADE  AT  THE  MARE  ISLAND  NAVY-YARD,  CALIFORNIA,  WITH 

DIFFERENT  SCREWS  APPLIED  TO  THE  UNITED  STATES  STEAM 

UUNCH  NO.  4,  TO  ASCERTAIN  THEIR  RELATIVE 

PROPELLING  EFFICIENCY. 


By  Chief  Engineer  B.  F.  Isherwood,  U.  S.  N. 

[Continued  from  Vol.  Izx,  page  40.] 

Of  the  relative  eeonomie  propelling  efficiency  of  the  eerews. — The 
function  of  a  screw  being  to  apply  to  the  propulsion  of  a  vessel  the 
power  received  by  its  shaft  from  the  engine,  and  the  power  thus  re- 
ceived being  the  net  power  developed  by  the  engine^  that  is,  the  power 
which  remains  after  deducting  what  is  neccessary  to  work  the  en- 
gine per  $e^  it  is  evident  that  the  economic  propelling  efficiency  of  a 
screw  will  be  represented  by  the  per  centum  of  the  net  power  develo- 
ped by  the  engine,  which  is  expended  in  the  propulsion  of  the  vessel. 
This  per  centum  will  be  found  on  the  last  line  (23)  of  the  preceding 
tables,  numbered  from  1  to  6,  both  inclusive,  containing  the  data  and 
results  of  the  experiments. 

In  the  following  table.  No.  7,  this  per  centum  will  .be  found  ex- 
pressed, relatively  for  the  different  screws  at  the  different  speeds  of 
vessel  from  5*0  to  8-5  geographical  miles  per  hour.     . 


Table  No.  7,  containing  the  rekUhe  eeonomie  propelling  effidenty  of  eerewe,  A^  B 

E,  F,  0,  andH. 

,C,D, 

Belatiye  eoonomie  propel- 

Speed  of  the  ressel  per  hour  In  greogrraphioal  miles  of  e^OM  feet. 

Ung  efllelenoy  of  screws, 

6-0 

6-6 

6-0 

6-6 

TO 

T-6 

8-0 

8*6 

In  per  centum  of  the  net 

power  applied  to  the  eerew- 

eha/l, 

A,  E,  and  F 

79-81 
80-71 
79-96 
78-74 
76-78 
77-24 

0-9888 
1-0000 
0-9907 
0-9766 
0-9618 
0-9670 

79-09 
79-99 
79-14 
77-82 
76  89 
76-28 

0-9887 
1-0*  K)0 
0-9894 
0-9729 
0-9487 
0-9586 

78-78 
79-56 
78-69 
77-07 
76  67 
76-65 

0-9897 
1-0000 
0-9879 
0-9688 
0-9612 
0-9510 

78-47 
79-20 
78-08 
76-86 
76-86 
75-11 

0-9908 
1-0000 
0-9869 
0-9661 
0-9515 
0-9484 

78-23 
78-74 
77-41 
76-39 
74-95 
74-42 

0-9936 
1-0000 
0-9881 
0-9574 
C-9619 
0-9451 

77-12 
77-43 
76-72 
73-19 
73-47 
72-51 

•-9960 
1-OOtiO 
0-9779 
(»-9462 
0.94«9 
0-9866 

75-41 
76-56 
73-62 
70  42 
71-27 
69-87 

0-9981 
1-0000 
0-9781 
0-9321 
0-9483 
0-9248 

74*05 

B 

7406 

c 

D 

71-82 
68-43 

G 

69-58 

H 

68-00 

Relatively.  • 
A  B,  and  P 

10000 

B 

1-0000 

c 

0-9699 

D 

0-9241 

0 

0-9890 

H 

0-9188 
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An  examination  of  the  immediately  preceding  table  shows  that,  at 
all  the  experimental  speeds,  the  propelling  efficiency  of  screw  B  was 
the  most  economical,  except  in  the  single  instance  of  screws  A,  E, 
and  F,  at  the  vessel's  maximum  speed  of  8*5  geographical  miles  per 
hour,  which  gave  an  equal  result. 

The  propelling  efficiency  of  screws  A,  E,  and  F  ranged  from  equality 
with 'that  of  screw  B  at  the  maximum  speed  of  vessel  to  1  per 
centum  less  economical  at  the  minimum  speed. 

The  screw  C  was  less  economically  efficient  than  screw  B  by  quan- 
tities ranging  from  1  per  centum  at  the  minimum  speed  of  vessel  to 
3  per  centum  at  the  maximum  speed. 

The  screw  D  was  less  economically  efficient  than  screw  B  by  quan- 
tities ranging  from  2|  per  centum  at  the  minimum  speed  of  vessel  to 
7}  per  centum  at  the  maximum  speed. 

These  results  from  screws  A,  E,  and  F,  and  screws  B,  C,  and  1), 
which  only  differed  in  that  the  three  latter  were  composed  of  less  frac- 
tions of  the  pitch  than  the  three  former,  show  that  each  diminution  of 
this  fraction  below  that  of  the  screws  A,  E,  and  F,  namely,  0*3570, 
was  economically  injurious,  the  loss  of  useful  effect  by  the  increase  of 
slip  consequent  on  this  diminution  being  greater  than  the  gain  of 
useful  effect  by  the  friction  of  the  screw's  surface  on  the  water,  due 
to  the  same  cause. 

Screw  G,  composed  of  nearly  the  same  fraction  of  pitch  as  screw 
B  namely,  0*3446,  and  having  the  same  diameter,  had  a  pitch  which 
differed  in  kind  from  that  of  screw  B,  and  in  quantity.  It  was  both 
greater  and,  instead  of  being  uniform,  expanded  continuously  from 
the  forward  to  the  after  edge  of  the  blades.  Screw  G  was  less  economi- 
cally efficient  than  screw  B  by  quantities  ranging  from  5  per  centum 
at  the  minimum  speed  of  vessel  to  6  per  centum  at  the  maximum 
speed. 

Screw  H  was  the  Griffith  screw,  formed  from  screw  G  by  decreasing 
its  surface  at  the  centre  and  at  the  periphery.  It  was  less  economi- 
cally efficient  than  screw  B  by  quantities  ranging  from  4J  per  centum 
at  the  minimum  speed  of  vessel  to  8  per  centum  at  the  maximum  speed. 

The  foregoing  relative  economic  propelling  efficiencies  of  the  differ- 
ent screws  are  for  smooth  water  with  the  vessel  unaffected  by  wind. 
The  effect  of  a  head  wind  being  to  increase  the  resistance  of  a  vessel, 
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increases  correspondingly  the  slips  of  the  screws,  and  consequentlj 
changes  their  relative  propelling  efficiencies,  thereby  making  those 
which  gave  the  less  propelling  efficiency  when  unaffected  by  a  head 
wind  give  a  still  less  propelling  efficiency  when  effected  by  it  In  the 
case  of  an  aft  wind  this  result  would  be  reversed.  The  trials  of  differ- 
ent screws  in  smooth  water,  with  the  vessel  unaffected  by  wind,  give 
their  relative  propelling  efficiencies  for  those  conditions  only ;  but  if 
those  conditions  be  changed,  these  relative  propelling  efficiencies  will 
change  also.  A  really  exhaustive  series  of  experiments  on  screws 
would  embrace  the  determination  of  their  relative  economic  propelling 
efficiencies  in  smooth  water  with  the  vessel  unaffected  by  wind,  in 
smooth  water  with  head  wind  and  also  with  aft  wind,  in  rough 
water  with  the  vessel  unaffected  by  wind,  and  in  rough  water  with 
head  wind  and  also  with  aft  wind.  Such  a  trial  would  show  that  the 
relative  economic  propelling  efficiencies  of  screws  of  different  types^ 
dimensions,  and  proportions,  applied  to  the  same  vessel,  varied  greatly 
with  the  varying  conditions  of  wind  and  water,  even  to  reversal  in 
many  cases,  so  that  the  screw  which  gave  the  highest  result  under  one 
set  of  conditions  might  give  the  lowest  under  another. 

Of  the  inHuence  of  different  9urface9  of  screws  otherwise  the  same^ 
an  the  piston-pressure. — It  is  evident  that,  with  the  same  engine  and 
the  same  pitch  of  screw,  abstraction  being  made  of  the  friction  of  the 
screw-surface  on  the  water,  the  net  pressure  on  the  piston  of  the 
engine  must  be  the  same  at  the  same  speed  of  vessel,  let  the  surface 
of  the  screw  and  its  slip  be  what  it  may.  Accordingly,  if  we  examine 
the  remainder  of  the  quantities  on  line  8,  after  deducting  those  on 
line  10,  and  for  corresponding  columns,  in  tables  No.  1  to  No.  4,  both 
inclusive,  containing  the  data  and  results  of  the  experiments  with 
screws  A,  E,  and  F,  and  B,  G,  and  D,  we  shall  find  such  to  be  the  fact. 
The  quantities  on  line  8  are  the  net  pressureu  on  the  piston ;  that  is 
to  say,  they  are  the  pressures  which  remain  after  deducting  from  the 
mean  gross-effective  indicated  pressure,  (line  6,)  the  pressure  (line  7) 
required  to  work  the  engine  per  se.  The  quantities  on  line  10  are  the 
piston-pressures  required  for  overcoming  the  cohesive  resistance  of  the 
water  by  the  screw-blades  ;  or,  as  it  is  often  termed  for  brevity,  though 
incorrectly,  for  overcoming  the  friction  of  the  screw-surface  on  the 
water.     Making  the  comparison  for  the  speed  of  vessel  8*5  geograph- 
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icftl  miles  per  hour,  column  h  of  the  tables,  we  have  the  following 
results : 


Swrew. 


A,  £,  and  F. 

B 

C 

D - 


^  a 


-*»  3  o 
5C5 


681687 
66-8946 
66-2274 
66-6689 


8-9666 
2-8029 
2-2262 
1-8901 


64-1872 
64-0916 
640022 
641788 


i 


I! 

si 


14-67 
1616 
19-48 
2424 


I 

01 


0-8670 
0-2799 
0-1886 
0-1014 


Of  the  influence  of  different  pitehee  of  eerewe^  he  their  other  dimen- 
eians  what  they  may^  on  the  pietonrpreesure. — With  the  same  engine, 
it  is  also  evident  that,  in  the  case  of  screws  of  different  pitches,  ab- 
straction being  made  of  the  friction  of  the  screw-sorface  on  the  water, 
the  net  pressure  on  the  piston  of  the  engine  must,  at  the  same  speed 
q{  vessel,  be  in  the  direct  ratio  of  the  pitches,  let  the  other  dimensions 
of  the  screws,  and  their  slips,  be  what  they  may;  for  the  pitch  meas- 
ures the  leverage  at  which  the  piston-pressure  acts,  and,  when  the 
speed  of  the  vessel  is  the  same,  the  slip  cannot  affect  the  problem, 
nor,  consequently,  can  the  dimensions  of  the  screw  other  than  the 
pitch,  because  their  only  function  is  to  obtain  a  fulcrum  from  the  water 
by  embracing  a  sufficient  quantity  of  that  mobile  substance. 

This  assumption  can  be  tested  by  comparing  the  results  from  screws 
A  to  D,  both  inclusive,  whose  pitch  is  5*136  feet,  with  those  from  screws 
G  and  H,  whose  pitches  are  7  feet. 

The  net  piston-pressure,  less  the  pressure  required  to  overcome  the 
friction  or  the  screw-surface  on  the  water,  is,  for  screws  A  to  D,  as 
above  determined,  64*11495  pounds  per  square  inch,  which,  increased 
in  the  ratio  of  5*186  to  7*000,  gives  87*3842  pounds  per  square  inch 
of  piston  for  the  pressure  with  screw  G.  On  referring  to  Table  No.  5, 
line  8,  column  h,  we  find  the  quantity  94*4132 ;  and,  on  line  10,  same 
table  and  column,  the  quantity  6*8088 ;  deducting  the  latter  from  the 
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former,  we  have  87*6044  pounds  per  square  inch  of  piston,  or  almost 
exactly  the  same  as  obtained  by  the  calculation  from  screws  A  to  D, 
both  inclusive. 

Making  the  comparison  for  screw  H  in  the  same  manner,  we  have 
64-11495  pounds  per  square  inch  of  piston  with  screws  A  to  D,  in- 
creased to  (5  136  :  7  ::  64-1145 :)  87-3842  pounds  with  screw  H.  On 
referring  to  Table  No.  6,  line  8,  column  h,  we  find  the  quantity  92*5013; 
and,  on  line  10,  same  table  and  column,  the  quantity  5*0530 ; 
deducting  the  latter  from  the  former,  we  have  87*4483  pounds,  which 
is  almost  exactly  the  same  as  the  87  -3842  pounds. 

Trials  of  the  machinery  of  the  United  States  steam-launch  No.  4, 
mth  screw  Gf-,  made  on  the  11  th  of  February,  1870,  with  the  vessel  se- 
cured to  the  wharf  at  the  Mare  Island  navy-yard^  CaL 

During  the  experiments  with  screws  A  to  H,  made  with  the  steam- 
launch  No.  4,  in  the  bay  in  front  of  Mare  Island,  two  trials  of  screw 
6  were  made  with  the  vessel  secured  to  the  wharf  of  the  navy-yard,  at 
right  angles  to  the  current,  from  the  effect  of  which  it  was  also  shield- 
ed by  the  projecting  wharf,  so  that  the  resistance  of  the  screw  was  no 
more  affected  by  the  current  than  if  the  trial  had  been  in  still  water. 
The  vessel's  draught  of  water  was  the  same  as  during  the  experiments 
in  the  bay,  and  the  same  indicators  and  dynamometer  were  employed. 

The  trials  were  made  on  the  17th  of  February,  1870,  and  each 
lasted  thirty  minutes,  during  which  a  continuous  dynamometer-diagram 
and  indicator-diagrams  were  taken  from  each  end  of  each  cylinder  as 
rapidly  as  possible ;  all  preparations  facilitating  dispatch  having  pre- 
viously been  made. 

The  machinery  was  operated  for  an  hour  before  commencing  the 
trials,  to  bring  it  into  normal  working  condition  ;  and  during  the  trials, 
the  steam-pressure  in  the  boiler,  the  height  of  the  barometer,  and  the 
temperatures  of  the  external  atmosphere  in  the  shade,  of  the  engine- 
room,  and  of  the  water  in  the  bay,  were  taken  at  the  end  of  every 
three  minutes.  The  number  of  double-strokes  made  by  the  engines' 
pistons  was  shown  by  the  register. 

The  objects  of  the  experiments  were  to  ascertain  :  Ist.  How  nearly 
the  thrust  of  the  screw  followed  the  proportion  of  the  square  of  the 
number  of  revolutions  made  by  it  in  equal  time,  under  the  extreme 
conditions  of  widely  varying  power  and  with  the  screw  acting  always 
at  the  same  place,  the  water  flowing  to  the  screw  without  the  screw 
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ftdyancing  through  the  water.  2d.  To  what  extent  the  proportion  of 
dynamometer-power  varied  from  the  indicated  power  under  these  ex- 
treme conditions,  and  with  the  greatly  varying  speeds  of  pistons  and 
pressures  upon  them.  3d.  The  pressure  upon  the  pistons  required  to 
work  the  engines,  per  %e.  To  determine  the  3d,  the  engines,  after  the 
completion  of  the  trials,  were  uncoupled  from  the  line-shafting,  and 
worked  at  various  speeds  of  piston  with  the  feed-pump  pumping  at  its 
proper  ratet.  to  supply  the  boiler,  a  considerable  number  of  indicator- 
diagrams  being  taken  at  each  speed  from  each  end  of  each  cylinder. 
The  results  varied  but  very  slightly,  and  with  the  addition  of  a  trifle 
for  the  friction  of  the  line-shafting,  gave  two  pounds  per  square  inch 
of  pistons  for  the  pressure  required  at  all  speeds  of  piston  to  work 
the  unloaded  engines. 

The  data  and  results  of  these  wharf-trials  will  be  found  in  the  fol- 
lowing table,  No.  8,  arranged  in  two  columns,  headed  respectively  "  Ist 
trial",  and  "  2d  trial."  In  the  **  1st,  trial"  the  number  of  revolutions 
made  by  the  screw  in  equal  times  was  (^:  J^  =  )2-796  times  more  than 
in  the  "2d  trial"  a  sufficiently  great  difference  to  strongly  mark  the 
consequences.  The  squares  of  the  number  of  revolutions  made  by  the 
screw  in  equal  time  during  each  trial,  compare  as  .7*8176  and  1*0000 
respectively. 

The  pressure  (2  pounds  per  square  inch  of  pistons)  required  to 
work  the  engines,  per  ae,  being  deducted  from  the  gross  effective  indi- 
cated pressure  per  square  inch  of  pistons,  leaves  a  quantity  called  the 
"net  pressure,"  which,  in  the  two  trials,  should  have  the  same  ratio 
as  the  squares  of  the  number  of  revolutions  made  by  the  screw  in 
equal  time.  The  net  pressures  compare  as  (y^:!^=)  7*1633  to  1  '0000. 
We  have  seen  that  the  squares  of  the  number  of  revolutions  made  by 
the  screw  in  equal  time  compared  as  7*8176  to  1*0000,  which  was 
doubtless  caused  by  the  water  not  flowing  in  with  sufficient  rapidity 
to  solidly  fill  the  displacement  by  the  screw  as  fast  as  formed.  The 
discrepancy  is  considerable  ;  the  pressure  at  the  high  speed  of  screw 
being  8^  per  centum  less  than  it  should  have  been,  had  the  water  on 
which  it  acted  been  as  solid  as  at  the  low  speed.  It  was  observed 
constantly,  during  the  trials,  that  there  was  no  surface-current  of 
water  flowing  from  the  bow  towards  the  stern  to  replace  the  water 
displaced  by  the  screw.  On  the  contrary,  the  surface-water  was  ab- 
solutely quiescent;  it  had  no  movement  in  any  direction.  The  water 
supplying  the  screw  came  up  from  beneath  in  nearly  a  vertical  column. 
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The  depth  of  the  water  %X  the  wharf  was  very  considerable,  and  it  had 
a  free  movement  between  the  bottom  and  the  vesaeFs  keel.  An  un- 
broken wave  or  elevation  of  water  covered  the  screw  during  its  action ; 
the  height  of  this  wave  varying,  of  coarse,  with  the  rapidity  of  the  ro- 
tation of  the  screw. 

(24*82T      \ 

0*8894  of  the  net  indicated  horse-powers  developed  by  the  engines. 

(1*255     \ 
— —  a=) 

0.8990. 

The  thrusts  of  the  screw,  per  dynamometer,  in  the  two  trials,  com- 

(1093'5      \ 
_ )  70777  and  10000 ;  while  the  corres* 
164 '5     / 

ponding  net  pressures  on  the  pistons  compare  as  7*1588  and  1*0000. 
The  distribution  of  the  power,  calculated  as  hereinbefore  described, 
will  be  as  follows  for  the  two  wharf  trials,  namely : 

Diitributhn  of  the  power  during  the  let  trial  at  the  wharf. 

Hone.  P»r 


Gross  effective  indicated  horse-powers    developed 

by  the  engines, 28*486 

Power  required  to  work  the  engines  and  shafting, 
peree,    .        .        .  .        .        .        .     0*570 

Net  power  applied  to  the  shaft,      .         .         .  27*916  or  100*00 

Power  absorbed  by  the  friction  of  the  load,     .  2*094  or        7*50 

Power  expended  in  overcoming  the  cohesive  resis- 
tance of  the  water  by  the  screw-blades,         .  0*878  or        8*14 
Power  expended  in  the  displacement  of  the  water 

by  the  screw, 24*944  or     89*36 

Totals, 27*916  or  100*00 

The  power  expended  in  the  displacement  of  the  water  by  the  screw 
as  directly  measured  by  the  dynamometer,  was  24*827  horses. 
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Diitribuiian  of  power  during  the  2d  trial  at  the  wharf. 

HoiM.  Wwt 

Oroflg  effective  indicated  horse-powers  developed  bj 
the  engines, 1*600 

Power  required  to  work  the  engines  and  shafting 

p^9e^ 0-204 

Net  power  applied  to  the  shaft,         .  .        1*896  or  100*00 

Power  absorbed  bj  the  friction  of  the  load,        .        0-105  or      7*50 

Power  expended  in  overcoming  the  cohesive  resis- 
tance of  the  water  by  the  screw-blades,         •  0*040  or       2-88 

Power  expended  in  the  displacement  of  the  water  by 

the  screw, 1*251  or     89*62 

Totols, 1*896  or  10000 

The  power  expended  in  the  displacement  of  the  water  by  the  screw 
aa  directly  measured  by  the  dynamometer,  was  1*255  horses. 

During  the  *^lst  trial*'  with  the  vessel  stationary  at  the  wharf,  the 
flcrew  made  99*9  revolutions  per  minute,  with  a  net  pressure  of  98 
pounds  per  square  inch  of  pistons ;  and  when  steaming  freely  at  full 
power,  with  the  same  immersion  of  the  screw,  and  a  net  pressure  of 
94*4182  pounds  per  square  inch  of  pistons,  (Table  No.  5,  line  8,  col- 
umn h,)  the  screw  made  151*0882  revolutions  per  minute.  Increasing 
the  latter  number  in  the  ratio  of  the  square  roots  of  the  net  pressures, 
we  have  (i/94-4182  :  i/98*  ::  161*0832  :)  158-9286,  the  number  of 
revolutions  that  would  have  been  made  with  the  vessel  steaming  free- 
ly, had  the  net  pressure  on  the  piston  been  98  pounds  per  square 
inch.     Hence  it  follows  that,  with  equal  net  pressure  upon  the  pistons 

the  screw  wUl  makei — — -^ — =] 54*08  per  centum  more  revolutions 

in  equal  time  when  the  vessel  is  steaming  freely  than  when  it  is  held 
etaOonary  at  the  wharf. 

Again,  it  will  be  seen  by  examining  lines  5  and  8,  column  c.  Tabic 
No.  5,  that  when  the  vessel  is  steaming  freely  with  a  net  pressure 
upon  the  pistons  of  89*2660  pounds  per  square  inch,  the  screw  makes 
97*9821  revolutions  per  minute.  Increasing  this  net  pressure  in  the 
ratio  of  97*9821'  to  99-9',  we  have,  for  99*9  revolutions  of  the  screw 
per  minute  when  the  vessel  is  steaming  freely,  the  net  pressure  of 
40*8602  pounds  per  square  inch.  Hence  it  appears  that,  revolution 
for  revolution,  there  was  required  when  the  vessel  was  stationary  at 
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^k^     \.    ^/98-0000— 40-8602x100      X^oao^ 

the  wharf  I — 1139'84  per   centum    more 

V  40-8602  — /  ^ 

pressnre  to  turn  the  screw  then  when  the  vessel  was  freely  under  way. 
Of  conrse  the  above  two  determinations  only  apply  rigorously  for 
the  speeds  of  vessel  at  which  they  are  made.  The  results  show  an 
enormously  greater  proportional  resistance  of  the  screw  when  the  ves- 
sel is  stationary  at  the  wharf  than  when  steaming  freely  under  way 
than  is  found  in  the  case  of  large  screw-steamers  having  considerable 
lengthy  and  doubtless  arises  from  the  fact  that  when  the  launch — a 
small  and  very  short  vessel — was  steaming  freely  under  way,  the 
water  did  not  reach  the  screw  as  solidly  as  it  does  in  the  case  of  long 
screw-steamers,  while,  when  steaming  at  the  wharf,  the  difiFerence  in 
this  particular  was  very  greatly  less. 

Table  No.  8,  containing  the  data  and  results  of  the  trials  on  the  llth 
of  February y  1870,  of  the  machinery  of  steam-launch  No.  4,  tviih 
screw  (?,  the  vessel  being  secured  to  the  wharf  of  the  Mare  Island 
navy-yard^  California. 


Dnration  of  the  trial  In  minntes 

Number  of  double  strokes  of  engines*  pistons  and  of  revolutions  of 
the  screw 

TXXPKBATUBBS. 

Temperature,  in  degrees  Fahrenheit,  of  the  external  atmosphere. . 

Temperature,  in  degrees  Fahrenheit,  of  the  water  in  the  bay 

Temperature,  in  degrees  Fahrenheit,  of  the  engine  room 


Number  of  double  strokes  made  per  minute  by  the  engines*  pistons. 
Steam  pressure  in  the  boiler.  In  pounds  per  square  inch  above  the 

atmosphere 

Position  of  the  throttle-valve 

Fraction  of  the  stroke  of  the  pistons  completed  when  the  steam  was 

cutoff 

Thrust  of  the  screw,  in  pounds,  per  dynamometer 

Height  of  the  barometer,  in  Inches  of  mercury 

8TEAX-PRS88URB0  IN  0TLIKDBR8  PER  INDIOATOB. 

In  pounds  per  square  inch  above  zero  at  commencement  of  stroke 
of  pistons 

In  pounds  per  square  inch  above  zero  at  point  of  cutting  off  the 
steam 

In  pounds  per  square  inch  above  zero  at  end  of  stroke  of  pistons 

In  pounds  per  square  inch  above  zero  against  the  pistons  during 
their  stroke 

Mean  gross  effective  pressure  on  pistons.  In  pounds  per  square  inch. 

Mean  total  pressure  on  pistons,  in  pounds  per  square  Incn 

Mean  net  pressure  on  pistons,  in  pounds  per  square  inch 


Gross  effective  indicated  horse-powers  developed  by  the  engines. . 

Total  horse-powers  developed  by  the  engines 

"^et  horse-powers  developed  by  the  engines 

niamometrioal  horse-powers  developed  by  the  engines 
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Vrial  of  the  machinery  of  the  United  States  steam -launch  No.  4,  made 
on  the  SOth  of  March^  1870,  with  screw  (?,  the  vessel  being  secured 
to  the  wharf  of  the  Mare  Island  navy-yard^  Calif ornia^  and  having 
its  steam  raised  six  inches  and  held  suspended  by  a  floating  crane. 

This  experiment,  the  data  and  results  of  which  will  be  found  in  the 
following  table,  No.  9,  was  made  with  the  vessel  secured  to  the  wharf 
of  the  Mare  Island  navy-jard  in  such  a  way  that  the  keel  was  at 
right  angles  to  the  current.  The  stern  of  the  vessel  was  raised  six 
inches  and  held  suspended  by  a  floating  crane,  which,  in  common 
with  the  vessel,  rose  and  fell  with  the  tide.  The  object  of  thus  sus- 
pending the  stern  of  the  vessel  above  the  level  at  which  it  floated  when 
resting  in  the  water  with  its  screw  not  in  action,  was  to  enable  the  en- 
gines to  make  a  greater  number  of  double  strokes  of  pistons  with  the 
same  piston-pressure,  in  a  given  time,  than  they  would  have  done 
without  such  suspension ;  in  fact,  to  make  nearly  the  same  number 
per  minute  they  would  have  done  with  the  vessel  in  free  motion  and 
the  same  piston-pressure. 

The  principal  objects  of  the  experiments  were : 

1.  To  ascertain  the  rate  of  combustion  of  anthracite  in  the  furnace 
under  the  experimental  conditions. 

2.  To  ascertain  the  economic  vaporization  by  the  boiler  with  an- 
thracite at  this  rate  of  combustion. 

3.  To  ascertain  the  indicated  and  dynamometrical  horse-powers  de- 
veloped by  the  engines. 

4.  To  ascertain  the  cost  of  the  indicated  and  of  the  dynamometri- 
cal horse-powers,  in  pounds  of  anthracite,  in  pounds  of  the  combusti- 
ble portion  of  the  anthracite — that  is,  of  the  portion  which  remains 
after  deducting  the  refuse  in  ash,  clinker,  etc. — and  in  pounds  of  feed- 
water  consumed  per  hour. 

6.  To  ascertain  the  condensation  of  steam  in  the  cylinders. 

In  making  the  experiment,  the  same  indicators  and  dynamometer 
were  used  as  were  employed  throughout  all  these  experiments.  The 
anthracite  was  carefully  weighed  on  the  wharf  and  delivered  into  the 
fire-room  as  fast  as  consumed.  The  refuse  from  it  in  ash,  clinker,  etc., 
was  collected  and  weighed  in  the  dry  state  at  the  end  of  the  trial, 
and  on  the  same  scales  as  the  anthracite.  The  feed-water  was  accu- 
rately measured  in  an  iron  tank  placed  on  the  wharf.  From  this 
tank  the  water  was  delivered  through  a  hose  into  a  smaller  tank  on 
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1)oard  the  vessel,  from  which  it  was  pumped  in  to  the  boiler  by  the 
feed-pump  of  the  engines*  In  passing  from  the  last  tank  to  the  boiler 
the  feed-water  traversed  the  ^  heater"  and  had  its  temperature  raised 
b  J  the  exhaust  steam  of  the  engines.     The  feed-water  was  rain-watmr. 

The  temperatures  of  the  external  atmosphere,  of  the  engine  asd 
bmler  room,  of  the  water  in  the  bay,  of  the  feed-water  in  the  tank 
and  when  it  entered  the  boiler,  were  taken  every  fifteen  minutes,  by 
the  usual  mercurial  thermometers.  At  the  same  intervals  there  were 
noted  the  steam-pressure  in  the  boiler  and  the  height  of  the  barome- 
ter. The  throttle- valve  was  kept  wide  open,  and  the  point  of  cutting 
off  the  steam  remained  constant  during  the  trial.  The  number  of 
double  strokes  made  by  the  engines*  pistons  was  taJcen  by  a  counter. 

An  indicator-diagram  was  taken  every  fifteen  minutes  from  each 
end  of  each  cylinder.  The  diagrams  from  the  dynamometer  were  prac- 
tically continuous. 

All  the  observations  were  recorded,  at  fifteen  minutes'  intervals,  in 
a  tabular  record. 

In  commencing  the  experiment,  the  engines  were  operated  several 
hours  to  bring  them  into  proper  adjustment,  and  the  fires  to  steady 
action.  The  latter  were  then  thoroughly  cleaned  and  made  about 
six  inches  thick,  the  height  of  the  water  in  the  boiler  glass  guage 
marked,  the  steam  pressure  in  the  boiler,  and  the  time  noted,  and  the 
experiment  held  to  commence.  At  its  end,  the  fires  were,  again  thor- 
oughly cleaned,  and  left  of  the  same  thickness  as  at  the  commence- 
ment, with  the  water  at  the  same  level  in  the  boiler,  and  having  the 
same  steam-pressure  upon  it. 

RESULTS. 

The  maximum  rate  of  combustion  that  could  be  sustained  was 
24*655  pounds  of  anthracite  per  hour  per  square  foot  of  grate-surface 
with  a  blast  up  the  chimney  given  up  the  exhaust  of  the  two  cylinders 
working  at  right  angles  to  each  other,  and  having  a  steam-pressure 
at  the  end  of  the  stroke  of  the  pistons  of  66*8  pounds  per  square  inch 
above  the  atmosphere.  The  number  of  exhaustions  made  per  minute 
was  472.  The  per  centum  of  this  anthracite  in  refuse  being  16*28, 
there  were  consumed  of  its  remaining  or  combustible  portion, 
20-663  pounds  per  hour  per  square  foot  of  grate-surface.  To  have 
sustained  this  rate  of  combustion  with  natural  draught  would  have 
required  a  chimney  60  feet  high  above  the  level  of  the  grate. 
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Tlie  economic  yaporisation  for  this  fuel  and  rate  of  combustion, 
aail  for  the  type  and  proportion  of  boiler,  was  rery  high,  being  9*687 
poinds  of  water  vaporized  by  one  pound  of  the  combustible  portion  of 
the  anthracite  from  the  temperature  of  212  degrees  Fahrenheit,  and 
under  the  standard  atmospheric  pressure  of  29-92  inches  of  mercury. 

The  condensation  of  steam  in  the  cylinders,  other  than  that  due  to  the 
development  of  the  power,  was  81*76  per  centum  of  the  weight  of 
steam  generated  in  the  boiler.  This  large  per  centum  is  due  to  the 
small  size  of  the  cylinders.  With  large  cylinders,  working  without  a 
condenser,  and  with  the  same  low  measure  of  expansion — the  steam 
not  being  cut  off  until  0*858  of  the  stroke  of  the  pistons  was  com- 
pleted— the  condensation,  other  than  that  due  to  the  development  of 
the  power,  would  not  have  exceeded  one-tenth  what  it  proved  to  be 
with  these  small  cylinders.  Nothing  could  more  strikingly  show  the 
necessity  for  using  highly  superheated  steam  with  small  cylinders. 
The  pistons  and  valves  of  these  were  perfectly  tight,  and  the  cylinders 
and  steam-pipes  were  well  protected  from  radiation. 

The  distribution  of  the  gross  effective  indicated  power  developed  by 
the  engines,  calculated  in  the  manner  hereinbefore  explained,  is  as 
follows,  namely : 

HoTM-  HorM. 

pow0rs.  powen. 

Qross  effective  indicated  horse-powers  developed  by 

the  engine, 27*221 

Power  required  to  work  the  engines  and  shafting, 
per^e, 0*673 

Net  power  applied  to  the  shaft,  .         .         26*548  or  100*00 

Power  absorbed  by  the  friction  of  the  load,         .         1*991  or      7*60 

Power  expended  in  overcoming  the  cohesive  resist- 
ance of  the  water  by  the  screw- blades,     *         *       1*455  or       5*48 

Power  expended  in  the  displacement  of  the  water  by 

the  screw, 28*102  or  87*02 

Totals, 26*548  or  100*00 

From  the  above  calculation,  it  appears  that  the  power  expended  in 
the  displacement  of  the  water  by  the  screw  working  with  the  vessel 
secured  to  the  wharf,  or,  what  is  the  same  thing,  the  dynamometrical 
power  by  calculation,  was  23*102  horses.  This  power,  as  directly 
measured  by  the  dynamometer,  was  23*025  horses,  or  sensibly  the 
same. 
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During  the  trial,  the  force  of  the  blast  in  the  chimney  was  ascer- 
tained by  direct  measurement.  An  iron  pipe  of  small  diameter  vas 
placed  immediately  over  the  blast-nozzle,  and  half  an  inch  above  it. 
This  pipe  extended  vertically  to  the  top  of  the  chimney,  over  the 
edge  of  which  it  was  bent  and  brought  down  to  a  convenient  distance, 
where  it  was  joined  to  an  inverted  glass  siphon  containing  mercury. 
The  pressure  of  the  blast  in  one  leg  of  the  siphon  forced  the  mercury 
up  the  other  leg,  and  the  height  of  the  mercurial  column  from  the 
mercury-level  in  one  leg  to  that  in  the  other  leg  measured  it.  The 
mean  of  a  great  many  observations  showed  that  when  the  steam  pres- 
sure in  the  boiler  was  102  pounds  per  square  inch  above  the  atmos- 
phere, the  height  of  the  column  was  6-6  inches,  equivalent  to  a  pres- 
sure of  3*24  pounds  per  square  inch. 

(To  be  continued.) 


BRIDGE    SPECIFICATIONS. 
By  Joseph  M.  Wilson,  C.E. 

Engineer  of  Bridges  and  Buildings^  Penntylvania  Railroad. 


The  following  specifications  of  bridges  now  actually  under  erection 
may  be  of  interest  to  those  who  have  charge  of  such  work,  and  are 
here  offered  with  that  intention. 

SPECIFICATIONS 

Far  masonry  of  street  bridge  to  he  erected  over  the  Pennsylvania  Rail- 
roady  at  Penn  avenue^  in  the  Oity  of  Pittsburgh,  Pennsylvania. 

The  foundations  to  be  dug  out  to  a  depth  of  six  (6)  feet  below  the 
natural  surface  of  the  ground,  or  to  such  greater  depth,  if  found  nec- 
essary, as  the  Engineer  may  decide,  and  to  be  filled  in  for  the  depth 
of  three  (3)  feet  with  concrete. 

The  concrete  is  to  be  formed  of  a  hard  durable  stone,  to  be  ap- 
proved of  by  the  Engineer,  broken  into  angular  fragments  of  a  size  to 
pass  through  a  two-and-a-half  {2^)  inch  ring,  and  to  be  screened. 
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This  stone  to  be  mixed  with  clear,  sharp,  river  sand,  and  hydraulic 
cement,  in  the  proportion  of  one  (1)  part  cement,  one  (1)  part  sand, 
and  four  (4)  parts  broken  stone.  This  must  not  be  mixed  in  a  larger 
amount  than  requires  one  (1)  barrel  of  cement  at  a  time,  and  must 
be  used  as  mixed,  not  being  allowed  to  lay,  and  then  remixed  with  water 
and  used. 

The  concrete  must  be  prepared  by  first  spreading  out  the  cement 
and  sand  in  the  proper  proportions  on  a  platform  of  rough  boards, 
and  thoroughly  mixing  then  in  a  dry  state.  The  proper  quantity  of 
stone  is  then  to  be  added,  and  after  again  thoroughly  mixing  the 
whole,  water  is  to  be  added  as  much  as  necessary  to  bring  the  mass  to 
the  proper  consistency ;  the  materials  being  mixed  as  the  water  is  ad- 
ded, until  all  the  materials  are  thoroughly  incorporated,  and  the  sur- 
face of  each  stone  is  well  coated  with  mortar.  This  concrete  must  be 
placed  in  the  foundations  in  layers  not  over  a  foot  thick,  and  must 
be  either  thrown  from  a  height  of  not  less  than  ten  (10)  feet,  or  else 
each  layer  must  be  well  rammed  until  a  film  of  water  appears  upon 
the  surface,  but  not  enough  to  make  it  quake. 

Time  must  be  given  for  the  concrete  to  become  firm  before  mason- 
ry foundation  is  commenced  upon  it,  as  heavy  pressure  tends  to  retard 
the  setting. 

The  masonry  will  be  rock  range  pitch  face ;  the  stone  to  be  accu- 
rately squared,  jointed  and  bedded,  and  laid  in  courses  not  less  than 
twelve  (12)  inches  thick,  nor  exceeding  twenty-four  (24)  inches  in  thick- 
ness :  decreasing  from  bottom  to  top  of  pier  or  abutment.  The  stretch- 
ers shall  in  no  case  have  less  than  sixteen  (16)  inches  bed;  and  for 
all  courses  above  sixteen  (16)  inches,  at  least  as  much  bed  as  face. 
They  generally  shall  be  at  least  four  (4)  feet  in  length.  The  headers 
shall  be  of  similar  size  with  the  stretchers,  and  shall  hold  the  size  in 
the  heart  of  the  wall  that  they  show  on  the  face,  and  be  so  arranged 
as  to  occupy  one-fifth  (1)  of  the  face  of  the  wall,  and  when  the  thick- 
ness of  the  wall  will  admit  of  their  interlocking,  they  will  be  disposed 
in  that  manner.  When  the  wall  is  too  thick  to  admit  of  that  arran- 
gement, stones  not  less  than  four  (4)  feet  in  length  will  be  placed 
transversely  in  the  heart  of  the  wall  to  connect  the  two  opposite  sides 
of  it.  The  stones  for  the  heart  of  the  wall  will  be  of  the  same  thick- 
ness as  those  in  the  face  and  back ;  bedded  the  same  as  the  face  stone 
but  not  jointed,  and  must  be  well  fitted  to  their  places,  any  remaining 
interstices  to  be  filled  with  small  sound  stones  or  chips.    The  face  stones 
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to  be  set  in  cement  mortar ;  the  interior  stones  to  be  laid  dry,  and 
every  coarse  to  be  thoroughly  grouted.  The  proportion  of  saad, 
cement,  and  lime  in  the  mortar  and  grout,  to  be  as  directed  by  ike 
Engineer. 

The  stones  forming  the  masonry  will  be  generally  left  with  their 
faces  as  they  come  frome  the  quarry^  unless  the  projection  above  the 
neat  line  should  exceed  two  (2)  inches,  in  which  case  they  shall  be 
roughly  scabbled  down  to  that  point. 

Such  coping  and  such  posts  for  railing  as  shall  be  indicated  on  the 
drawings,  or  shall  be  directed  by  the  Engineer,  shall  be  hammer  dres- 
sed to  the  required  sizes,  and  placed  as  shown. 

In  all  masonry  the  stone  must  be  of  a  hard  and  durable  quality,  either 
Derry,  Massillon,  or  Freeport,  of  good  size  and  shape,  to  be  ap- 
proved of  by  the  Engineer. 

The  coping,  bridge  seats,  and  posts  being  the  hammer  dressed  work, 
are  to  be  of  Massillon  stone. 

Such  portions  of  the  masonry  as  the  Engineer  may  require  to  be 
laid  in  lime  or  hydraulic  cement,  to  be  so  laid ;  the  Pennsylvania 
Railroad  Company  furnishing,  or  paying  for  the  lime  or  cement  nsed, 
and  the  contractor  furnishing  a  suitable  protection  for  the  cement 
from  the  weather. 

If,  in  the  progress  of  the  masonry,  an  increase  in  the  number  of 
headers  specified  should  be  required  by  the  Engineer,  such  additional 
number  shall  be  laid  in  the  work  as  he  shall  designate. 

The  whole  of  the  construction  to  be  in  strict  accordance  with  the 
drawings  furnished  by  the  Engineer  of  Bridges  and  Buildings  of  the 
Pennsylvania  Railroad  Company,  and  under  the  direction  of  the  En- 
gineer in  charge  of  the  work. 

SPECIFICATIONS 

For  vaperstructure  of  railroad  bridge  to  he  erected  near  MorritviUe 
Station^  on  the  New  York  Division  of  the  Pennsylvania  Railroad. 

General  Description. — The  superstructure  is  to  be  constructed  on 
the  triangular  girder  system,  and  to  consist  of  four  spans,  square  to 
the  line  of  the  railroad,  three  of  them  deck  bridges  of  three  trusses, 
and  one  a  half-through  bridge  of  two  trusses,  numbering  from  the  west 
end,  the  railroad  tract  having  a  curvature  of  five  and  a  half  degrees. 

The  trusses  throughout  are  to  be  composed  entirely  of  wrought  iron, 
except  rollers  and  bolster  blocks  on  the  piers  and  abutments,  having 
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mronght  upper  chords  of  channels  and  plates,  wrought  iron  upset  weld- 
less  link  lower  chord,  and  wrought  iron  braces,  all  with  link  ends,  to 
be  upset  without  weld.  All  joints  are  to  be  made  with  pin  connections^ 
and  sleeve  nuts  are  to  be  introduced  in  the  laterals  and  diagonals  for 
adjustment. 

The  deck  spans  are  to  have  timber  floorbeams,  and  the  half-through 
span  wrought  iron  built  cross  girders ;  white  oak  track  stringers  are 
to  be  used  throughout.  The  bolsters  and  abutment  plates  are  to  be 
of  wrought  iron. 

The  general  dimensions  are  as  follows : 

Span  No.  1. 

Distance,  centre  to  centre  of  end  pins. 

Number  of  panels,     .         .         •         • 

Number  of  sub-panels. 

Length  of  each  panel,        .         .         . 

Length  of  each  sub-panel. 

Height  of  truss,  centre  to  centre  of  chords. 

Distance,  centre  to  centre  of  trusses, 

Spans  No8.  2  and  3. 

Distance,  centre  to  centre  of  end  pins. 

Number  of  panels,     .... 

Number  of  sub-panels. 

Length  of  each  panel, 

Length  of  each  sub-panel. 

Height  of  truss,  centre  to  centre  of  chords. 

Distance,  centre  to  centre  of  trusses. 

Span  No.  4. 

Distance,  centre  to  centre  of  end  pins. 

Number  of  panels,     .... 

Number  of  sub- panels,        ... 

Length  of  each  panel. 

Length  of  each  sub  panel. 

Height  of  truss,  centre  tq  centre  of  chords. 

Distance,  centre  to  centre  of  trusses,  .  .     ^vr  it.  v 

In  the  fourth  span,  the  cross  girders  occur  at  every  sub-panel. 
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Wrought  Iron. — All  the  wrought  iron  must  be  of  the  best  quality, 
tough  and  fibrous,  free  from  flaws  and  cracks  along  the  edges.  AH 
the  iron  in  the  tensile  members,  lower  chords,  tension  laterals,  diagonals, 
bolts,  etc.,  etc.,  must  be  doubled  rolled  from  the  muck  bar  direct,  no  scrap 
will  be  allowed,  and  must  be  capable  of  sustaining  an  ultimate  stress  of 
sixty  thousand  (60,000)  pounds  per  square  inch,  on  a  turned-down  or 
grooved  section,  with  no  permanent  set  under  twenty-five  thousand 
(25,000)  pounds  per  square  inch.  When  tested  to  breaking,  if  so  re- 
quired by  the  Engineer,  the  links  and  rods  must  part  through  the 
body,  and  not  at  the  pin  hole  in  the  head. 

All  workmanship  must  be  first-class.  All  abutting  surfaces  must 
be  planed  or  turned,  so  as  to  insure  even  bearings,  and  protected  by 
white  lead  and  tallow  before  shipment.  No  error  of  over  one  sixty- 
fourth  (L)  of  an  inch  will  be  allowed  in  the  lengths  of  bars  betweea 
centres  of  pin  holes,  nor  shall  there  be  any  variation  in  pins  or  pia 
holes  of  over  one  hundredth  (^)  the  diameter  of  the  pin;  said  holes 
to  be  accurately  driF.  3d.  All  riveted  plates  must  come  in  close  con- 
tact where  abutting,  and  the  rivet  holes  must  be  spaced  accurately 
and  truly  opposite.  Rivets  must  completely  fill  the  holes  and  have 
full  heads,  and  when  necessary,  they  must  be  countersunk.  Thicken- 
ing washers  are  to  be  used  whenever  required  to  make  the  joints  per- 
fectly snug  and  tight. 

Castings, — The  cast  iron  work  is  to  be  true  and  sound,  free  from 
flaws  and  defects  of  any  kind,  and  may  be  green  sand  castings,  but 
should  be  of  good  tough  iron,  the  lines  sharp  and  clear  and  according 
to  the  drawings. 

No  rough  or  crooked  castings  will  be  accepted.  All  bolt  and  pin 
holes  must  be  accurately  drilled  ;  all  abutting  surfaces  must  be  planed, 
if  necessary  to  insure  even  bearings  and  neat  close  fittings,  and  the 
castings  are  to  be  perfectly  dressed  and  fitted  up  to  make  a  good  job 
generally,  when  put  in  the  bridge. 

f^  General  Conditions, — The  whole  of  the  construction  to  be  in  strict 
accordance  with  the  drawings  furnished  by  the  Engineer  of  Bridges 
and  Buildings  of  the  Pennsylvania  Railroad  Company.  In  all  cases 
figures  are  to  be  taken  in  preference  to  any  measurement  by  scale. 
No  alteration  to  be  made  unless  authorized  by  the  Engineer.  All 
work  to  receive  one  coat  of  red  lead  in  oil  before  being  sent  to  the 
site. 
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ON  THE  UWS  OF  ADHESION. 

From  Der  Ndturforteker,  vol,  vm,  poffe  60.     Translated  by  Cleveland  Abbe. 

Stefan  has  communicated  to  the  Vienna  Academy  of  Sciences  a 
memoir  on  the  nature  and  laws  of  adhesion,  which  is  the  result  of 
elaborate  investigations,  and  must  be  considered  as  of  high  value  in 
this  department  of  physical  research.  In  giving  a  general  account 
of  his  results,  he  says :  '^  By  apparent  adhesion  I  intend  to  designate 
the  phenomena  that  are  shown  when  two  plane  surfaces,  after  being 
brought  into  contact,  are  separated  from  each  other  again  by  the  di- 
rect application  of  force.  This  phenomenon  has,  thus  far,  been  gen- 
erally considered  as  the  result  of  adhesion,  that  is  to  say,  a  result  of 
the  attraction  of  molecular  forces  between  the  neighboring  portions  of 
the  two  plates;  and  there  have  already  been  measurements  made  by 
others  of  these  adhesive  forces.  In  these  cases  there  occurs  no  imme- 
diate contact  of  the  two  plates,  but  there  lies  between  them  a  stratum 
of  air  of  comparatively  slight  thickness.  If,  for  instance,  we  choose 
for  the  experiment  two  glass  plates,  they  will  generally  be  found  not 
to  show  the  Newtonian  color  rings.  These  latter  can,  in  fact,  only 
be  made  to  appear  when  we  apply  a  very  considerable  pressure  to  the 
perfectly  plane  plates.  If,  therefore,  in  such  a  case,  molecular  forces 
are  called  into  play  between  the  two  plates,  it  would  follow  that  the 
so-called  radius  of  molecular  activity  would  have  a  magnitude  far 
greater  than  is  indicated  by  other  classes  of  experiments.  Still  more 
remarkable  will  the  phenomenon  appear  if  we  dip  the  two  plates  under 
water.  We  can,  in  this  case,  detect  an  apparent  attraction  between 
the  plates  when  their  distance  is  as  great  as  one  millimeter. 

In  order  to  obtain  definite  data,  one  of  these  plates  was  hung  upon 
a  balance,  so  that  its  lower  surface  was  horizontal  and  in  equilibrium. 
The  second  plate  was  under  the  first,  and  also  horizontal ;  on  it  three 
pieces  of  wire  were  laid,  and  then  the  upper  plate  allowed  to  descend 
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until  it  rested  upon  these.  The  diameter  of  the  wires  determined  the 
initial  distance  of  the  two  plates.  In  order  to  separate  the  upper 
plate  from  the  under,  it  was  necessary  to  place  a  slight  counterpoise 
in  the  opposite  pan  of  the  balance.  From  experiments  of  this  kind 
it  was  found  that  this  weight  must  be  greater,  the  finer  the  wires  that 
lie  between  the  plates,  and  the  larger  the  plates  themselves.  The 
weight  of  this  counterpoise  depended  also  upon  the  nature  of  the  fluid 
in  which  the  plates  were  dipped. 

But  the  exact  measurement  of  the  weights  necessary  to  raise  the 
upper  plate,  leads,  in  repeated  experiments  under  similar  conditions, 
to  many  contradictory  results ;  so  that  it  seemed  that  the  determina- 
tion of  the  force  necessary  to  separate  the  plates,  had  no  physical 
meaning ;  that  in  fact  in  these  phenomena  we  have  to  do  not  with 
a  statical  but  with  a  dynamical  problem.  Almost  any  weight  was 
found  to  be  suflScient  to  raise  the  upper  plate  from  the  lower  one,  only 
the  time  in  which  this  was  accomplished  was  greater  in  proportion  as 
the  weight  was  less.  That  which  it  is  important  to  measure,  in  this 
connection,  is  the  continuous  movement  in  which  the  upper  plate  is  set, 
by  the  adding  of  a  small  counterpoise,  and  in  consequence  of  which 
it  immediately  slowly  separated  itself  from  the  lower  plate. 

This  movement,  at  first,  is  an  extremely  slow  one,  the  position  of 
the  index  of  the  scale  beam  for  a  long  time  being  apparently  fixed, 
especially  when  the  wires  laying  between  the  plates  are  fine,  and  the 
weight  itself  is  small,  but  we  can  assure  ourselves  that  the  movement  be- 
gins immediately  that  the  weight  is  laid  in  the  scale,  by  using  appro- 
priate optical  aids.  If,  for  example,  \ye  bring  the  plates  so  near  to 
each  other  that  by  using  mono-chromatic  light  we  can  observe  the  in- 
terference of  the  rays  of  light  th  it  pass  between  the  plates,  then 
immediately  after  laying  a  small  weight  in  the  scale  beam,  the  inter- 
ference bands  slowly  draw  together,  and  soon  become  so  fine  as  to  be 
invisible ;  although  one  cannot  notice  the  least  movement  of  the  index 
of  the  balance.  Thus  we  understand  how  it  happens  that  by  confin- 
ing our  observations  to  a  short  interval  of  time,  we  have  hitherto 
made  the  mistake  of  assuming  that  there  existed  for  a  moment  a 
statical  equilibrium.  Now,  however,  that  the  dynamic  character  of 
the  phenomenon  is  understood,  it  is  no  longer  diflScult,  at  least  in 
general  terms,  to  understand  the  various  steps  of  the  process,  which 
are  very  nearly  as  follows : 

Assuming  the  two  plates  to  be,  at  first,  at  a  given  distance  from 
each  other,  at  rest,  and  the  upper  plate  counter-balanced  by  a  proper 
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weight.  If  we  add  then  a  small  additional  weight  to  the  scale  heam, 
at  once  the  upper  plate  thereby  receives  an  exceedingly  small  upward 
impulse,  and  the  space  between  the  two  plates  is  increased.  The 
fluid  that  is  found  within  this  space  experiences  a  dilatation,  and  in 
consequence  of  this,  there  is  a  diminution  of  the  hydrostatic  pressure 
between  the  plates.  If,  however,  the  upper  plate  is  pressed  upward 
by  the  fluid  underneath  it,  slightly  less  than  before,  still  the  pressure 
of  the  fluid  above  this  plate  remains  the  same,  and  a  portion  thereof 
remains  uncompensated,  which  portion  will  therefore  resist  the  upper 
movement  due  to  the  weight  in  the  pan  of  the  balance.  Between 
these  two  forces,  no  equilibrium  can  be  established,  since  the  diminu- 
tion of  the  hydrostatic  pressure  between  the  plates  induces  as  a  con- 
sequence, an  inflow  between  the  plates  from  the  outer  fluid  under  a 
permanently  higher  pressure ;  thereby  the  difference  of  pressure  on 
the  upper  and  lower  sides  of  the  upper  plate  is  again  diminished ;  the 
counterpoise  again  acts  to  elevate  the  upper  plate,  and  the  same  op- 
erations are  repeated  over  and  over. 

The  force  arising  from  the  dilation  of  a  fluid,  and  opposed  to  the 
draught  of  the  counterpoise,  has  a  greater  effect,  the  more  slowly  the 
fluid  flows  from  without  into  the  space  between  the  plates.  The  ve- 
locity of  this  flow  is,  for  the  same  difference  of  pressure,  smaller  in 
proportion  to  the  section  of  the  current  and  the  length  of  its  path. 
Therefore,  the  velocity  with  which  the  plates  separate  from  each 
other,  will,  under  otherwise  similar  circumstances,  be  smaller  in  pro- 
portion as  the  two  plates  are  nearer  together,  and  of  larger  size. 
Furthermore,  with  the  same  difference  of  hydrostatic  pressure,  the 
velocity  of  the  current  will  be  smaller,  the  greater  the  viscosity  or  the 
interior  friction  of  the  fluid.  Therefore,  the  velocity  with  which  the 
plates  separate  from  each  other  under  otherwise  similar  circumstances 
is  dependent  upon  the  nature  of  the  fluid  in  which  the  plates  are  im- 
mersed, and  such  a  manner  that  the  velocity  is  smaller  the  more  vis- 
cous the  fluid  is. 

For  the  exact  determination  of  these  relations,  I  have  made  a 
number  of  experiments  in  which  I  have  confined  myself  to  the  obser- 
vation of  the  time  which  the  upper  plate  occupies  in  moving  to  a 
given  distance  from  its  initial  distance  from  the  under  plate.  The 
initial  distance  of  the  plates  is  given  by  the  diameter  of  the  three 
pieces  of  wire  laid  between  them ;  the  final  distance  is  determined  by 
means  of  a  mark  on  the  auxilliary  arc  of  the  balance,  by  means  of 
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which  the  movement  of  the  index  is  observed.  The  distance  between 
these  two  positions  was  in  all  of  mj  observations  0*26  of  a  centimeter. 
Some  very  simple  relations  between  the  data  employed  have  been  de- 
duced from  these  observations.  First,  it  resulted  very  plainly,  both 
for  the  movement  of  the  plates  in  liquids,  and  also  in  the  air,  that 
the  time  required  to  separate  the  two  plates  from  the  initial  to  the 
final  distance,  is  inversely  proportional  to  the  weight  of  the  counter- 
poise. Second,  this  time  is  for  the  same  counterpoise  greater,  accord- 
ing as  the  original  distance  of  the  plates  is  smaller ;  it  increases,  t.  e.^ 
in  a  quadratic  proportion,  when  the  distance  of  the  plates  diminishes 
in  simple  proportion.  Third,  the  time  is  furthermore  greater,  the 
larger  the  plates  are  that  are  used  in  the  experiment,  for  pairs  of 
plates,  similar  in  all  other  respects,  the  times  vary,  as  the  fourth  pow- 
ers of  the  radii  of  the  plates.  Finally,  as  regards  the  influence  and 
nature  of  the  fluids ;  the  experiments  with  water,  solutions  of  salt,  and 
with  alcohol,  and  air,  give  coincident  results,  viz. :  that  the  time  in 
question  is  proportional  to  that  occupied  by  equal  volumes  of  these 
fluids  flowing  under  the  same  pressure  through  a  capillary  tube.  It 
IS' thus  rendered  evident  that  the  phenomena  in  question,  are  prob- 
lems in  hydrodynamics,  and  the  conclusion  of  Stefan's  memoir,  is  an 
endeavor  to  devise  a  theoretical  solution  of  these  problems.  These 
solutions  are  based  upon  the  following  considerations : 

If  a  weight  is  laid  in  the  pan  of  a  balance  which  is  otherwise  in 
equilibrium,  the  force  of  gravity,  during  the  sinking  of  the  weight 
performs  a  work  whose  equivalent  is  found  partly  in  the  living  force 
of  the  weight,  but  principally  in  that  of  the  moving  portions  of  the 
balance.  In  the  present  experiments,  however,  the  movement  of  the 
balance  is  so  exceedingly  slow  that  its  living  force  is  very  small  in 
comparison  with  the  work  of  gravity.  The  latter,  therefore,  must 
have  its  equivalent  in  some  other  work,  and  this  is  found  in  that  work 
which  is  necessary  in  order  to  maintain  the  current  of  fluid  flowing 
from  without  into  the  space  inclosed  between  the  plates.  We  have,  then, 
to  find  an  expression  for  this  work,  in  order,  by  equating  this  with  the 
work  of  gravity  to  be  able  to  determine  the  motion  of  the  plates. 
From  the  various  conditions  which  the  current  must  fulfill,  it  is  possi- 
ble to  devise  a  formula  for  the  velocity  of  the  fluid  at  every  point 
between  the  plates,  which  formula,  if  not  perfectly  accurate,  still, 
must  represent  with  great  approximation  the  actual  conditions. 
Based  upon  this  formula,  we  can  now  calculate  the  work  necessary  to 
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be  done,  in  order  to  maintain  the  current,  and  by  equating  this  work 
with  that  of  the  sinking  counterpoise,  we  obtain  an  equation  from 
which  we  may  determine  the  time  occupied  by  the  upper  plate  in  or- 
der to  move  from  one  position  to  another,  with  respect  to  the  lower 
plate.  The  actual  formula  found  by  Stefan,  corresponds  to  all  the 
yarious  relations  to  which  the  experiments  have  led.  This  formula 
enables  us,  also,  to  compute  from  the  experiments  the  coefficients  of 
internal  friction  ;  and  there  results  the  coefficient  0*0108,  as  the  co- 
efficient for  water  at  a  temperature  of  19^.  For  air,  at  the  same 
temperature,  we  have  0*00183,  which  two  numbers  agree  exactly  with 
those  that  can  be  deduced  from  the  experiments  of  Poisenille,  and 
with  those  that  have  already  been  determined  by  Maxwell  and  0.  E. 
Meyer.  This  agreement  between  the  results  of  the  experiments  and 
the  theoretical  development,  could,  however,  only  be  arrived  at  under 
the  assumption  that  the  fluid  is  not  perfectly  quiet  at  the  surfaces  of 
the  plates,  but  slides  along  these  surfaces,  while  on  the  other  hand, 
the  experiments  on  the  currents  of  fluids  through  capillary  glass 
tubes  lead  to  the  presumption  that  the  fluid  immediately  in  contact 
with  the  sides  of  capillary  tube  has  no  movement.  For  the  complete 
explanation  of  this  difierence  between  the  results  of  different  obser- 
vations, there  is  still  necessary  a  further  series  of  experiments.  The 
experiments  in  this  present  essay,  resolve  merely  the  particular 
question,  viz.:  as  to  the  nature  of  the  apparent  adhesion,  and  thus 
enable  us  to  give  this  phenomenon  its  right  place  in  molecular  physics. 


Dangerous  Explosive  Mixture. — The  Irish  Court  of  Queen's 
Bench  recently  granted  a  motion  to  draw  out  of  court  a  sum  of 
JC1500  tendered  by  the  Governor  and  Directors  of  the  Apothecaries 
Hall  of  Ireland,  as  compensation  for  the  consequences  of  their  mistake 
in  selling  a  packet  of  sulphide  of  antimony  for  oxide  of  manganese. 

A  man  named  Marsden,  intending  to  make  oxygen,  mixed  chlorate 
of  potash  with  the  sulphide  of  antimony,  instead  of  black  oxide  of 
manganese,  and  from  the  explosion  which  followed,  he  was  killed,  and 
his  wife  severely  injured. 

Chlorate  of  potash  detonates  with  great  violence  when  heated  with 
sulphur  or  carbon,  or  with  compounds  containing  these  elements. 
Too  much  care  cannot  be  exercised  in  making  oxygen  to  be  assured 
that  the  oxide  of  manganese  used  is  free  from  contamination. 
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REPORT  ON  THE  DEVELOPMENT  OF  THE  CHEMICAL  ARTS  DURING  THE 
LAST  TEN  YEARS.* 

Bj  Dr.  a.  W.  HoFMANN.f 

(Continued  from  Vol.  Ixx,  page  52.) 


The  air  is  driven  by  means  of  a  blast,  at  a  pressure  of  3  to  4  c.  na. 
of  mercury  through  a  sheet  iron  box  filled  with  caustic  lime,  and  then 
conducted  into  the  retort  from  above.  The  temperature  of  the  latter 
can  be  judged  by  means  of  an  aperture,  which  can  be  closed  with  an 
iron  stopper.  The  air  gives  off  only  about  the  half  of  its  oxygen,  so 
that,  for  1  volume  of  oxygen,  10  volumes  of  air  must  be  passed 
through,  the  residue  escaping  into  the  atmosphere.^  In  about  five 
minutes  the  revivification  of  the  reduced  mass  is  completed,  when  the 
stream  of  air  is  cut  off  by  means  of  a  cock  with  a  triple  perforation, 
and  a  current  of  superheated  steam  is  passed  through  for  five  minutes, 
whilst  immediately  afterwards  the  gas  which  issues  below  the  grate 
is  conducted  into  condensers.  Here  a  fine  descending  rain  of  cold 
water  frees  the  oxygen  from  steam,  and  it  enters  the  gasometer  under 
the  pressure  of  a  column  of  water  of  from  8  to  10  c.  m.  in  height.  In 
this  manner,  reduction  and  oxidation  alternate  at  intervals  of  five 
minutes.  Not  until  six  hours  have  elapsed  does  it  become  necessary 
for  a  more  complete  revivification  of  the  mass  to  pass  atmospheric  air 
over  it  for  an  hour,  for  in  five  to  six  hours  the  yield  of  oxygen  sinks 
from  its  original  quantity  down  to  the  half,  or  even  the  third.  The 
cocks  are  set  at  Vienna  by  a  self-acting  movement.  The  longer  wa- 
tery vapor  is  introduced,  and  the  retorts  thus  freed  from  atmospheric 
air  before  opening  the  communication  with  the  gasometer,  the  purer 
is  the  oxygen.  Half  a  minute  suffices  to  bring  down  the  nitrogen  to 
15  per  cent,  if  the  useless  space  in  the  retorts  is  kept  as  small  as 
possible.      If,  as  is  easily  practicable,  the  nitrogen  is  brought  down 

*  **  Berichte  iiber  die  Entwickelung  der  Chemischen  Industrie  Wahrend  des 
Letzten  Jahrzehends.'* 

f  From  the  Chemical  News. 

I  Latterly,  Tessi^  da  Motay  has  attempted  to  convert  the  escaping  nitrogen  indus- 
trially, first  into  nitride  of  titanium,  and  then  into  ammonia. 
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to  4  per  cent,  there  is  a  greater  waste  of  oxygen.  To  be  certain  that 
the  amount  of  nitrogen  remains  within  the  limits  of  from  10  to  15  per 
cent.,  samples  are  taken  from  the  gasometer  in  graduated  tubes,  and 
the  oxygen  is  absorbed  by  means  of  known  quantities  of  potash  and 
pyrogallic  acid,  a  reaction  which,  even  in  inexperienced  hands,  gives 
quick  and  accurate  results. 

As  any  cooling  of  the  retorts  below  a  dark  red  heat  diminishes  the 
yield,  care  is  taken  to  heat  both  the  air  and  steam  to  about  300^  C. 
At  Pantin,  where  there  are  several  groups  of  10  retorts  each,  two  of 
them  are  filled  with  pumice-stone,  and  serve  for  heating  the  air  and 
the  steam.  The  composition  of  the  mass  is  2  molecules  of  NaOH,  1 
molecule  of  MnO^,  and  the  fifth  of  a  molecule  of  oxide  of  copper,  which 
merely  serves  to  separate  the  other  ingredients  and  render  them  more 
accessible  to  the  influence  of  steam  and  air.  At  Comines,  the  black 
oxide  of  manganese  is  regenerated  in  the  ordinary  manner  from  chlo- 
rine residues,  and  is  almost  pure ;  its  price  is  2  francs  per  kilo.  The 
great  cost  of  this  fundamental  article  is  not  of  importance,  since  it 
can  be  used  the  longer,  the  more  carefully  the  air  is  freed  from  car- 
bonic acid.  If,  in  consequence  of  some  inevitable  interruption  of  the 
process,  the  mass  absorbs  atmospheric  carbonic  acid,  it  is  simply 
requisite  to  heat  to  redness,  and  to  pass  a  current  of  steam  over  it  till 
the  escaping  vapors  cease  to  render  lime  water  turbid.  The  tempera- 
ture is  then  raised  and  air  passed  over  the  mass,  when  it  regains  its 
original  eflScacy.     The  average  duration  of  a  retort  is  one  year. 

Tessi^  du  Motay's  process  yields  oxygen  at  90  per  cent.,  at  the  cost 
of  15  to  30  centimes  per  cubic  meter,*  or,  according  to  the  experi- 
ments of  Kuppelwieser,  in  Vienna,f  3  florins  per  1000  cubic  feet,  a 
price  which  agrees  with  the  former,  and  which  scarcely  exceeds  that 
of  coal-gas.  We  may  regard  this  process  as  the  final  and  successful 
solution  of  the  problem  as  to  the  economical  and  rational  production 
of  oxygen. 

We  have  still  to  review  a  group  of  projects,  which,  without  any 
chemical  agents,  aim  at  extracting  oxygen  from  the  atmosphere  by  a 
purely  mechanical  procedure.  They  are  based  upon  two  physical 
principles,  diff'usion  or  absorption. 

♦  PhUlips,  "  Der  Sauerstoff,"  18. 

f  Kuppelwieser,  Berg,  und  IliiUen  Ztg.^  1873,  354. 
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Th.  Graham,  who,  in  his  classical  researches,  investigated  the 
laws  of  the  escape  of  gases  through  narrow  apertures,  made  known 
in  1866*  that  air  which  is  drawn  through  a  fine  chink  in  a  plate  of 
caoutchouc,  passes  in  the  constant  proportion  of  41*6  per  cent,  of 
oxygen,  to  58*4  per  cent,  of  nitrogen,  the  half  of  the  atmospheric  ni- 
trogen being  held  back.  This  mixture  causes  glowing  chips  of  wood 
to  burst  into  flame.  Devillef  tested  the  industrial  valae  of  this  pro- 
cess, and  found  that  the  time  required  was  too  long. 

Absorption  has  been  utilized  in  two  distinct  forms.  Montmagnon 
and  De  Laire  in  1868  took  out  a  French  patent,^  based  upon  the 
observation  of  Angus  Smith,  ||  that  chareoal  absorbs  from  the  air  more 
oxygen  than  nitrogen.  According  to  them,  100  liters  of  wood-char- 
coal absorb  925  liters  of  oxygen,  and  only  750  liters  of  nitrogen.  If 
moistened  with  water,  they  give  oflF  850  liters  of  oxygen  and  650  liters 
of  nitrogen,  so  that  575  liters  of  oxygen  and  55  (100  ?)  liters  of  nitro- 
gen remain  and  can  be  extracted  with  the  air  pump.  By  repeating 
this  process  with  the  same  gaseous  mixture,  they  succeeded  in  bring- 
ing the  oxygen  almost  in  a  state  of  purity.  Whether  this  process  has 
ever  been  earried  out  on  the  large  scale  is  not  known.  An  attempt 
has,  however,  been  made  with  Mallet's  method,§  based  on  the  property 
of  water  to  absorb  oxygen  rather  than  nitrogen. 

The  coefficients  of  absorption  of  the  two  gases  are  0*025  for  N,  and 
0*046  for  0.  If  multiplied  by  the  proportion  of  their  bulk  in  the  at- 
mosphere, 0*79  for  N,  and  0*21  for  0,  these  numbers  give  the  volume 
proportion  of  both  gases  in  water=0*0197  N  and  0*0097  0 ;  or,  the 
air  absorbed  in  water  contains,  in  one  volume,  0*67  N  and  OSS  0. 
If  the  unabsorbed  nitrogen  is  allowed  to  escape,  and  the  absorbed  gas- 
eous mixture,  richer  in  oxygen,  is  withdrawn  from  the  water  and  again 
absorbed,  it  follows,  from  the  multiplication  of  the  two  coefficients  of 
absorption  with  the  volume  proportions  of  0*67  N  and  0*83  0,  that 
the  gaseous  mixture  now  taken  up  has  the  composition  0*525  N  :  0*475 
0 ;  a  third  absorption  raises  the  result  to  0375  N  :  0*625  0;  a  fourth 
to  0-25  N  :  0*75  0 ;  and  a  fifth  to  0-15  N  :  0*85  0,  the  proportion  in 

*  Graham,  Oomptet  Rendus,  Iziii,  471. 

f  Deyille,  Wagner,  JahresberiehU,  1867,  216. 

X  BuU.  delaSoe,  Ckm,  [2],  xi,  261. 

II  Angus  Smith,  Proe,  Roy.  Soc,  xii,  424. 

2  Mallet,  Dingier' a  PolyL  Joum,,  oio,  112. 
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which  the  two  gases  occur  in  Tessi^  du  Motay*s  oxygenous  mixture. 
After  the  eighth  absorption,  the  gas  is  almost  pure  oxygen  (0*973  0 
and  0-027  N). 

Mallet's  apparatus  consisted  of  a  larger  or  smaller  number  of  strong 
iron  water  holders,  connected  with  each  other  by  means  of  suction  and 
forcing  pumps.  Into  the  first  air  is  driven  through  fine  apertures  at 
a  pressure  of  about  fire  atmospheres.  The  unabsorbed  nitrogen  es- 
capes by  a  Talve.  The  absorbed  gas  is  now  extracted  by  the  second 
pump  from  the  first  receiver,  and  forced  into  the  second.  With  a 
series  of  four  receivers  the  operation  lasts  five  minutes.  If  the  re- 
ceivers serially  decrease  in  size,  the  first  holding  10  cubic  meters,  and 
the  last  5,  the  result  of  a  continuous  working  of  the  process  is  7760 
liters  per  hour  of  a  gaseous  mixture  containing  75  per  cent,  of  oxygen, 
or  168  cubic  meters  in  twenty-four  hours.  The  cost  of  working,  wear 
and  tear,  and  supervision,  are  said  to  be  insignificant.  Where  motive 
power  is  cheap,  t.  «.,  water-power  or  the  waste  heat  of  metallurgical 
processes,  this  method  may  consequently  be  applicable,  especially  for 
use  in  such  metallurgical  operations  where  a  mixture  comparatively 
poor  in  oxygen  is  serviceable. 

If  we  sum  up  the  results  of  our  survey  of  the  methods  for  the  in- 
dustrial prepartion  of  oxygen,  we  must  place  Tessi^  du  Motay's  pro- 
cess in  the  first  line,  as  well  tried  and  proved,  and  in  the  second,  Mal- 
let's mechanical  process  as  just  described. 

Finally,  we  pass  to  the  question :  To  what  applications  has  oxygen 
hitherto  been  put?  As  the  supporter  of  combustion,  we  owe  to  it 
heat  and  light ;  and,  as  the  medium  of  respiration,  it  is  the  condition 
of  life. 

If  we  consider  oxygen  from  these  three  points  of  view,  its  metallur- 
gical applications  first  draw  our  attention.  What  it  has  already  done 
for  the  platinum  manufacture  has  been  explained  above.  For  the 
autogenous  soldering  of  lead  it  has  been  dispensed  with,  since  hydro- 
gen or  coal-gas  burnt  in  atmospheric  air  gives  out  a  sufficient  heat ; 
but  the  example  of  this  art  encourages  us  in  connecting  great  hopes 
with  the  extended  applications  of  oxygen.  Says  an  esteemed  practi- 
cal metallurgist,  Clemens  Winkler  :* — 

*^  As  gold,  when  used  for  soldering  platinum  vessels,  impairs  the 


*ClemeiiB  Winkler,  Deutsche  Indmtrie  Blatter ^  p.  182.       Zeitschrift  d,   Vereiru 
Deutsch,  Inffen,f  xtI,  714. 
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appearance,  since  the  soldered  places  appear  yellow,  in  the  same  man- 
ner the  whiteness  of  soft  solder  is  an  eyesore  when  it  is  applied  to 
colored  metals.  This  evil  induced  the  Prussian  Association  for  the 
Promotion  of  Manufacturing  Industry  to  offer  a  reward  for  the  dis- 
covery of  a  yellow  solder — a  problem  not  easy  to  solve  without  the 
prior  discovery  of  a  new  easily  fusible  metal  of  a  red  or  yellow  color.* 
It  would  be  more  useful  to  turn  our  attention  to  the  autogenous  sold- 
ering of  metals  with  the  aid  of  the  oxy-hydrogen  flame,  a  principle 
which  has  achieved  such  signal  triumphs  in  the  treatment  of  two  es- 
sentially different  metals.  Should  it  not  be  possible,  by  the  same 
means,  to  solder  every  metal  and  every  alloy  with  itself,  as  tin  with 
tin,  copper  with  copper,  brass  with  brass,  silver  with  silver,  gold  with 
gold,  and  even  iron  with  iron,  just  as  we  already  solder  lead  with  lead 
and  platinum  with  platinum  ?  The  probability  is  present,  and  the 
advantages  of  such  a  procedure  are  manifest.  Let  us  try  to  conceive 
the  neatness  of  a  workshop  in  which  soldering  is  performed,  not  as 
heretofore,  with  the  soldering-iron  or  at  the  forge,  but  with  a  light, 
elegant  gas-burner.  Imagine  the  artisan  no  longer  annoyed  by  radi- 
ant heat  and  by  the  fumes  of  charcoal,  and  able  to  produce  in  a 
moment  any  temperature  required,  even  the  very  highest,  and  again 
to  put  an  end  to  it  by  simply  turning  a  cock.  Conceive  the  solidity 
of  the  soldering  which  no  longer  depends  on  cementing  two  pieces  of 
metal  with  a  foreign  matter,  but  on  an  actual  interfusion  of  two  por- 
tions of  one  and  the  same  metal,  and  which  involves  the  utmost  econ- 
omy of  materials  and  dispenses  with  all  subsequent  work,  such  as 
trimming  the  soldered  place  with  a  file.  Such  evident  advantages 
must  overcome  every  prejudice,  and  prompt  us  most  urgently  to  com- 
mence a  thorough  experimental  investigation  of  the  question." 

But  also  in  the  most  extensive  fields  of  metallurgy,  the  preparation 
of  iron  and  steel,  technologists  of  merit  have  pointed  out  the  advan- 
tages to  be  derived  from  cheap  oxygen. 

Cameront  recommends  the  use  of  oxygen,  or  of  air  rich  in  oxygen, 
as  obtained  from  Mallet's  absorption  cylinders, -instead  of  ordinary  air 
in  blast-furnaces ;  and  we  may  here  remark  that  the  absorption  of 
oxygen  in  water  has  been  already  unintentionally  used  for  this  pur- 

*  The  offer  has,  therefore,  been  subsequently  withdrawn, 
f  Cameron,  Berg,  i*.  Hilttenm.  Zeitung,  1871,  132. 
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pose,  although  in  a  form  capable  of  improvement.  Br.  Kerl*  has 
called  attention  to  the  fact  that  the  air  from  the  water-blast  is  richer 
in  oxygen  than  common  j^ir. 

It  has  albo  been  observed  that  old  charcoal  burns  more  energetically 
than  recent,  because  the  former  has  absorbed  oxygen  from  the  air,  a 
circumstance  which  has  been  practically  utilized  with  advantage  in 
refining  crude  iron.f 

Kuppelwieser  recommends  air  rich  in  oxygen  for  treating  white 
crude  by  the  Bessemer  process,  and  he  is  of  opinion  that  the  cost  of 
Tessi^  du  Motay's  process  would  not  require  to  be  far  reduced  to  ren- 
der oxygen  available  for  this  purpose.^  A  great  future  appears  open 
here  for  the  utilization  of  oxygen.  Nevertheless,  Le  Blanc's  objection 
cannot  be  overlooked,  that  more  infusible  crucibles,  furnaces,  etc., 
would  be  required,  the  cost  of  which  would  render  the  advantage  of 
the  process  doubtful. 

Turning  from  metallurgy  to  the  production  of  light,  we  must  admit 
that,  since  1826,  when  Drummond||  invented  his  oxy-hydrogen  light, 
and  applied  it  for  land-measuring  and  for  lighthouses,  no  one  can  have 
questioned  the  value  of  oxygen  for  this  purpose.  As  the  price  of  the 
gas  was  reduced,  its  application  was  extended,  an  example  being  es- 
pecially set  in  America.  H.  Vogel,!  in  the  year  1870,  found  oxygen 
in  successful  use  at  New  York,  not  merely  for  lighthouses,  signals,  and 
the  building  of  houses,  but  also  for  aquatic  structures  and  for  several 
applications  of  the  magic  lantern.  The  aquatic  operation  in  connect- 
.  ion  with  the  great  Brooklyn  Bridge  over  the  East  river,  then  in  course 
of  erection,  was  lit  up  with  twelve  oxy-hydrogen  lamps,  which  con- 
sumed daily  2000  cubic  feet  of  oxygen.**  Instead  of  lime  points,  the 
more  permanent  zircon  cones  were  used,  with  great  advantage.  In 
Paris,  also,  the  Thd&tre  de  la  Gait6  and  the  Alcazar  were  illuminated 
with  a  fairy  splendor. 

*  Br.  Kerl,  OrundrUs  der  Iluttenkunde,  i,  217. 

t  Joum.  PrakL  ChenUef  ci,  397.     Bergwerkafreundy  iii,  613. 

{  Kuppelwieser,  Berg,  u,  Hutienm.  Zeitung,  1873,  354. 

II  Drummond,  *'  On  the  Means  of  Facilitating  the  Observation  of  Distant  Stations  in 
Geodetical  Operations."— PAtY.  Trans.,  1826. 

2  Vogel,  Ber,  Chem,  Gesell.,  iii,  901. 

**  Vogel  says,  by  mistake,  cubic  meters. 
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At  the  Opera  House  at  New  York,*  a  diagram  of  about  10  square 
meters  upon  a  screen  of  damp  muslin  was  lit  up  by  the  aid  of  a  system 
of  powerful  lenses,  whilst  the  lamp  stood  at  the  back-ground  of  the 
stage  at  the  distance  of  25  meters,  and  gave  a  striking  effect.  In 
conjunction  with  this  light,  the  magic  lantern  was  adopted  in  America 
to  exhibit  apparatus,  photographs  on  glass,  and  other  drawings  in 
large  lecture  halls,  especially  since  Outerbridge  discovered  the  way 
of  using  thin  plates  of  gelatine  for  the  production  of  lithographs  or 
pen-drawings.  The  effect  is  easily  conceived  if  we  remember  that  the 
ozy-hydrogen  flame  is  16|  times  more  brilliant  than  that  of  an  ordi- 
nary burner  fed  with  the  same  amount  of  gas. 

The  daily  production  of  the  New  York  Oxygen  Company  amounted 
in  1870  to  80,000  cubic  feet,  or  850  cubic  meters.  The  gas  is  de- 
livered in  iron  cylinders  (Robert  Grant's  patent,  New  York),  9  inches 
in  diameter  and  30  inches  long,  which  are  filled  with  oxygen  under  a 
pressure  of  20  to  30  atmospheres.  '  The  cylinder  is  sold  at  1  dollar 
per  cubic  foot,  including  the  oxygen  contained  in  it  at  ordinary  atmos- 
pheric pressure.  The  oxygen,  on  refilling,  is  supplied  at  five  cents 
per  cubic  foot  under  the  pressure  of  1  atmosphere,!  an  exceedingly 
high  price,  more  than  twenty-two  times  as  great  as  Kuppelwieser's 
calculation,  as  quoted  above,  although  Tessi^  du  Motay's  method  is 
in  use  in  New  York. 

Since  1867,  Tessi^  du  Motay  has  attempted  to  apply  the  oxygen 
light  to  streets  and  squares.  The  places  before  the  Tuileries  and 
before  the  Hotel  de  Yille  were  radiant  with  the  light  thrown  off  by 
cylinders  of  zircon|  under  the  joint  influence  of  coal-gas  and  oxygen. 
The  fluctuating  nature  of  the  flame  and  the  great  expense  induced  him 
to  turn  his  attention  to  the  carburation  of  hydrogen  and  coal-gas. 
These  gases  were  led  before  entering  the  burners  into  a  vessel  attached 
to  each  lamp,  and  containing  heavy  hydro-carbons.  In  this  manner 
the  Boulevards,  between  Rue  Drouot  and  Rue  Scribe,  were  illuminated 
with  70  oxygen  burners.  This  method,  also,  was  given  up,  and  a 
highly  carburetted  gas  was  prepared  in  place  of  common  coal-gas,  and 
was  burnt  along  with  oxygen.      In  this  new  modification,  the  process 

*  Morton,  Journal  of  the  Franklin  Institute,  liii,  liv,  It. 

f  DeuUeKe  Oewerhe  Zettung,  1867,  p.  18. 

\  Burnt  zirconia  kneaded  into  a  paste  with  aqueous  boracic  acid,  and  burnt  in  iron 
moulds  at  a  red  heat. 
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waB  seen  by  visitors  to  the  Vienna  Exhibition  at  the  Empress  Eliza* 
beth  Western  Railway  Terminus,  From  a  manuscript  report,  which 
Herr  Earl  Haase,  manager  of  the  4th  Berlin  gas  works^  handed  in  to 
the  directors  of  the  municipal  committee  on  lighting,  we  borrow  the 
following  graphic  description : — 

*^  The  sight  of  the  plantations  of  the  Elizabeth  Station,  and  of  its 
Tarious  compartments  lit  up  with  coal-gas  and  oxygen,  is  quite  sur- 
prising. The  eflfect  of  the  light  given  off  by  the  small  bluish  flames 
of  the  lamps  is  quite  peculiar,  and  cannot  be  paralleled  by  any  other 
system  of  lighting.  The  green  of  the  trees  and  shrubs  appears  more 
lively,  the  color  of  costumes  more  brilliant,  and  above  all,  the  faces 
of  persons  seem  more  distinct.  Every  shade  of  color  and  every  con- 
figuration comes  out  almost  as  distinctly  as  in  full  daylight,  and  yet 
the  eye  is  not  wearied.  This  favorable  impression  received  in  the 
plantations  is  still  heightened  on  entering  the  large  second-class  wait^ 
ing  room.  Here  every  object,  and  even  the  most  trifling  details  of 
the  decorations,  are  shown  most  distinctly  by  the  small  flames  of  two 
moderate-sized  gasoliers. 

'*  The  strongest  impression  as  regards  the  efficacy  of  this  new  sys- 
tem of  illumination  is  experienced  on  entering  the  departure  platform. 
Here,  in  order  to  make  the  difference  more  striking,  the  stairs  used 
by  the  departing  passengers  were  lit  up  with  heavy  gas  aided  by  oxy- 
gen* but  only  half  as  many  lamps  were  kindled,  as  on  the  opposite 
stairs,  where  the  old  gas  was  burning  along  with  oxygen.  In  spite 
of  the  double  number  of  the  burners  and  the  good  quality  of  the  coal- 
gas  (equal  24  candles),  the  space  lighted  on  the  new  system  appeared 
far  more  brilliant." 

In  spite  of  this  favorable,  impression,  however,  Haase  declares  the 
new  double  gas,  which  is  conveyed  in  two  sets  of  pipes,  unsuitable  for 
general  private  consumption.  He  gives,  amongst  others,  the  following 
reasons  for  his  opinion :  The  advantage  of  brightness  is  more  than 
compensated  by  the  price,  which  in  Berlin,  calculated  for  the  same 
degree  of  brightness,  would  amount  to  double  the  price  of  common  gas. 

The  consumegr  will  not  be  able  to  manage  accurately  the  changing 
regulation  of  the  cocks.  ^  The  oxygen  will  become  impoverished  by 
passing  through  long  distances  of  mains,  and  the  repairs  of  the  double 
system  will  be  considerable,  etc.  For  certain  public  establishments, 
for  millinery  warehouses,  and  certain  other  purposes,  the  new  process 
will  be  well  adapted.     But  it  would  be  out  of  the  question  to  keep  up 
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a  triple  system  of  mains  for  the  sake  of  such  limited  applications. 
This  opinion  is  in  flat  contradiction  to  that  of  Schiele;*  but  it  agrees 
closely  with  the  report  which  Le  Blancf  a  year  earlier  had  presented 
to  the  municipal  gas  direction  of  Paris, 

(To  be  continued.) 


CONTRIBUTIONS  FROM  THE  PHYSICAL  LABORATORY  OF  VASSAR  COLLEGE 
NO.  1.-0N  THE  THEORY  OF  THE  THERMOSCOPLt 

By  Leroy  C.  Cooley. 

At  a  meeting  of  the  Albany  Institute,  in  April  1873,  a  paper  was 
read  des^Tibing  an  instrument  by  which  to  detect  very  slight  varia- 
tions of  temperature  by  the  swinging  of  a  needle,  caused,  as  was  then 
stated,  by  delicate  air-currents.  In  November,  of  the  same  year,  this 
thermoscope  was  described  in  this  Journal,  and  its  applications  in 
the  lecture  room  illustrated.  A  description  of  the  instrument  in 
still  more  perfect  form,  with  experiments  showing  the  exceeding  del- 
icacy of  its  action,  followed  in  June,  1874,  and  since  then  experiments 
amounting,  in  the  aggregate,  to  several  hundreds,  have  been  made  at 
intervals  when  the  pressure  of  other  work  would  allow.  In  the  mean- 
time, the  experiments  of  others,  supremely  those  beautiful  ones  bj 
Mr.  Crookes,  described  at  a  late  meeting  of  the  Royal  Society  in 
London,  have  called  in  question  the  cause  of  the  needle's  motion,  and 
made  the  theory  of  this  class  of  instruments  a  more  important  sub- 
ject of  discussion  than  are  any  of  its  possible  applications.  Pass- 
ing, for  the  present,  therefore,  experiments  suggesting  applications 
of  the  instrument  which,  it  seems  to  me,  cannot  fail,  in  the  end,  to 
be  interesting  and  valuable,  the  purpose  of  this  paper  shall  be  to 
present  considerations  bearing  upon  the  theory  of  its  action. 


*  Schiehy  Journal  f,  Gashtlmthiung y  Jan.,  1873. 

f  '*  Rapport  de  M.  F.  Le  Blanc  sur  le  nouvel  ^dairage  oxy-bydrique.    Paris,  1872  ; 
also,  Journal/.  Oatbeleuchtung^  1872,  641. 

I  Read  before  the  Poughkeepsie  Society  of  Natural  Science,  July  26,  1875. 
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The  essential  fact  may  be  briefly  stated.  It  is  this  :  a  needle,  long 
and  li^ht,  delicately  suspended  horizontally  in  a  chamber,  such  as  to 
protect  it  from  other  external  influences,  will  be  put  in  motion  by 
very  slight  differences  in  temperature. 


In  the  apparatus  now  in  use,  (Fig.  1)  the  needle  consists  of  a 
glass  tube,  twelve  inches  in  length  and  so  slender,  that  with  the  disk 
of  paper,  which  it  carries  upon  one  end,  and  the  cement  necessary 
to  unite  them,  the  weight  is  a  little  less  than  two  grains.  This  needle 
is  suspended  in  a  horizontal  position  by  two  single  fibers  of  silk, 
eighteen  inches  in  length,  parallel,  and  one-fourth  of  an  inch  apart, 
protected  by  a  glass  tube  rising  from  the  top  of  the  chamber  for  this 
purpose.  The  chamber  is  a  double-walled  box,  eighteen  inches  long. 
The  inside  walls  are  glass  ;  the  outside  walls  are  wood,  except  at  the 
ends,  where  are  thick  plate  glass  windows,  through  which  the  mo- 
tions of  the  needle  may  be  observed.  The  space  between  the  walls 
being  of  considerable  thickness  is,  except  at  the  ends,  filled  with 
cotton  wool.  Through  one  side  of  the  chamber,  and  just  opposite 
the  disk  of  the  needle,  the  small  end  of  a  conical  reflector  projects 
into  the  interior,  A  piece  of  scorched  paper  covers  and  completely 
closes  this  end  of  the  cone  and  receives  the  radiations  from  any  dis- 
tant source  collected  and  thrown  upon  it  by  the  reflector.     Through 
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the  top  of  the  chamber  is  an  opening  which  allows  the  insertion  of 
any  object  whose  thermal  condition  is  to  be  directly  tested,  while, 
finally,  a  scale  for  measurement,  graduated  upon  glass  and  placed  in 
front  of  the  disk  marks  the  direction  and  amount  of  the  deflection 
suffered  by  the  needle. 

So  sensitive  is  this  instmment  to  changes  of  temperature  that  when 
a  person  sits  several  feet  away  in  front  of  the  conical  reflector,  the 
needle  will  move,  perceptibly  toward  the  charred  paper,  by  the  heat 
radiated  from  his  face.  And  when  a  copper  wire,  having  been  struck 
by  a  small  hammer  falling  a  distance  of  ten  inches,  is  thrust  into  the 
chamber,  the  needle  swings  toward  it  to  announce  the  rise  of  tem- 
perature occasioned  by  the  blow. 

By  diminishing  the  distance  between  the  parallel  filaments  of  sua- 
pension,  the  sensibility  of  the  instrument  is  increased,  and  when  the 
suspension  is  by  a  single  fiber,  the  needle  has  been  known  to  moTe 
perceptibly  in  obedience  to  the  heat  of  the  face  at  a  distance  of  thirty 
feet.  But  this  exceeding  delicacy  has  its  disadvantages.  No  quan- 
titative results  can  be  easily  obtained  with  it  because  the  torsion  of 
the  fiber  is  not  sufficient  to  bring  the  needle  back  to  its  zero.  On  the 
other  hand,  the  suspension  by  parallel  fibers  is  sensitive  enough  for 
most  purposes  and  secures  a  tolerably  sure  and  quick  return  of  the 
needle  after  deflection. 

II. 

But  by  what  influences  are  heat  and  cold  able  to  demand  these 
motions  ?  We  know  that  air  is  put  in  motion  by  changes  of  temper- 
ature— that  it  moves  toward  and  upward  from  a  source  of  heat, 
downward  and  away  from  a  centre  of  cold,  and  hence  the  principle 
of  convection  is  the  one  nearest  at  hand  to  explain  the  deflections  of 
our  needle.  On  the  other  hand,  it  seems  almost  incredible  that  cur- 
rents of  sufficient  power  should  be  invariably  produced  by  changes 
of  temperature  so  exceeding  slight.  Is  there  a  possibility  of  decid- 
ing whether  the  movements  are  due  to  something  in  the  nature  of  air 
currents,  or  to  a  more  direct  attraction  or  repulsion  by  the  source  of 
heat  or  cold  ? 

Two  methods  of  investigation  are  available,  first :  if  the  motion  of 
the  needle,  under  all  cireunutances,  should  prove  to  be  exactly  what 
air  currents  would  produce,  we  may  justly  infer  that  it  is  due  to  con- 
vection.    Or,  second:  if  the  motion  should  cease  to  occur  when  the 
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air  is  comphtely  removed  we  are  warranted  in  the  belief  that  it  is  due 
to  the  same  cause. 

Considering  the  fact  that  this  second  line  of  thought  was  chosen 
by  Mr.  Crookes  and  wrought  out  by  him  with  such  charming  results, 
I  cannot  help  thinking  myself  fortunate  in  having  selected  the  first. 
It  will  be  seen  that  my  experiments  have  to  do  altogether  with  the 
motion  of  the  needle  tn  air^  while  in  the  sequel,  we  shall  notice  that 
his  were  extended  to  the  motion  occurring  in  vacuo,  and  perhaps 
discover  the  meaning  of  apparently  conflicting  results. 

III. 

We  set  out  then  to  determine  whether  the  motion  of  the  needle  is, 
in  all  cases,  such  as  the  principle  of  convection  is  competent  to  ex- 
plain. The  needle  may  be  under  the  direct  influence  of  a  body  with 
a  different  temperature,  in  its  own  immediate  neighborhood,  or  under 
the  less  direct  influence  of  a  body  radiating  its  heat  from  a  distance ; 
let  us  examine  the  second  of  these  cases  first. 

In  the  earlier  experiments,  a  disk  of  the  thinnest  kind  of  glass 
closed  the  inner  end  of  the  conical  reflector,  and  received  radiations 
from  a  luminous  flame  of  an  oil  lamp  placed  at  a  distance.  After- 
ward the  scorched  paper  was  substituted  for  the  transparent  glass, 
with  no  other  variation  in  result,  than  a  perceptible  increase  in  the 
sensibility  of  the  instrument.  Considering  the  opacity  of  the  car- 
bonized paper  to  all  forms  of  radiation,  we  might  infer  that  the 
needle  is  not  moved  by  the  energy  iransmittedy  but  rather  by  that  which 
is  absorbed.  Again,  during  the  transition  from  the  use  of  glass  to 
that  of  paper,  the  reflector  was  left  without  either.  In  this  case  the 
thermal  and  luminous  energy  of  the  distant  lamp  flame  was  collected 
by  the  reflector  and  converged  directly  upon  the  disk  of  the  needle. 
It  was  a  case  in  which  all  other  possible  influences  would  seem  to 
have  the  most  perfect  freedom  of  action,  but  one  in  which  no  air 
currents  would  be  set  up.  The  needle  refused  to  make  any  percepti- 
ble response  whatever.  Passing  these  preliminary,  but  suggestive  in- 
dications, we  enter  upon  the  more  direct  line  of  present  thought. 

When  the  flame  of  an  alcohol  lamp  was  placed  at  a  distance  of 
two  feet  away  in  front  of  the  conical  reflector,  the  needle,  whose 
disk  was  a  trifle  below  the  level  of  the  cone,  after  a  few  seconds,  in- 
variably moved  toward  the  carbonized  paper,  while  if  a  block  of  ice 
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were  substituted  for  the  flame,  the  needle  recognized  the  change  by 
inyariablj  moving  in  the  opposite  direction. 

Now,  if,  again,  we  remember  the  athermic  character  of  carbon,  we 
must  admit  that  the  carbonized  paper  warmed  bj  the  flame  and  cooled 
by  the  ice  became  itself  the  immediate  source  of  influence  under 
which  the  needle  moved,  and  that  the  motion  was  exactly  that  which 
air  currents  would  be  competent  to  produce.  But  it  may  be  said  that 
the  paper  becomes  itself  the  centre  of  radiation  as  well  as  of  warmth 
and  that,  therefore,  some  other  force  may  at  least  take  part  in  pro- 
ducing, if  indeed  it  to  bo  not  the  sole  cause  of  the  motion.  Another 
series  of  experiments  would  seem  to  bear  upon  this  point,  since  the 
arrangement  was  such  as  would  seem  to  shield  the  needle  disk  frooi 
any  possible  influence  radiated  from  the  paper  and  yet  allow  freedom 
to  the  action  of  any  possible  air  currents  set  in  motion  by  its  contact. 

The  carbonized  paper  was  inserted  through  one  side  of  a  short 
tube  of  thick  card-board,  (Fig.  2.)  The  tube  was  somewhat  flattened 
and  its  lower  end  was  one-half  an  inch  below,  while  the  upper  end 
was  twice  that  distance  above  the  end  of  the  cone  by  which  it  was 
pierced.  The  needle  was  then  lowered  until  its  disk  was  on  a  level 
with  the  lower  end  of  this  chimney  and  about  an  inch  away.  When- 
ever the  alcohol  flame  was  placed  at  a  distance  of  two  feet  in  front  of 
the^reflector,  the  needle  very  promptly  moved  toward  the  mouth  of 
the  chimney ;  but  when,  the  flame  away,  and  the  needle  at  zero,  a 
block  of  ice  was  substituted,  the  needle  announced  the  change  by 
moving  away. 

Again,  when  the  needle  was  lifted  to  a  level  with  the  top  of  the 
chimney,  opposite  effects  were  witnessed;  it  moved  very  slowly,  but 
very  surely,  away  when  the  paper  was  warmed  by  the  flame,  and 
approached  when  it  was  cooled  by  the  ice.  We  need  scarcely  stop 
to  say  that  these  motions  are  exactly  what  a  gentle  air  current  would 
produce  when  set  in  motion  upward  through  the  tube  by  a  rise  of 
temperature,  or  downward  by  a  loss  of  heat  within. 

But  another  experiment  in  this  series  is  still  more  signiflcant. 
The  lamp  flame  having  been  stationed  at  a  distance  of  six  inches 
instead  of  two  feet  away,  the  needle  when  brought  to  a  level  with 
the  mouth  of  the  chimney  swung  toward  it  more  promptly  and  more 
rapidly  in  obedience  to  the  intenser  heat,  but  when  carried  to  a  level 
with  the  top  of  the  chimney  and  when  under  the  influence  of  the 
same  intenser  heat,  the  needle  swung  with  considerable  alacrity  in 
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the  same  direction^  toward  the  tabe.  These  results  were  not  acci- 
dental ;  they  were  invariably  the  same.  Bat  why  should  the  gentler 
and  the  intenser  heats  of  the  flame  at  two  feet  and  at  six  inches  pro- 
duce opposite  effects  ? 

A  homely  experiment  may  illustrate  the  well-known  principle  in 
accordance  with  which  this  change  in  the  direction  of  motion  is  ef- 
fected by  the  intenser  heat.  Let  a  pith  ball,  suspended  by  a  silb 
fiber,  hang  near  to  and  upon  a  level  with  the  upper  end  of  a  vertical 
tube.  Just  above  the  end  of  the  tube  fix,  horizontally,  a  small  card* 
board  cover.  Then  let  a  current  of  air  be  blown,  with  some  consid- 
erable force,  up  through  the  tube.  The  outflowing  current  will  carry 
the  pith  ball  away.  But  remove  the  cover  from  above  the  tube,  and 
the  ball  will  be  drawn  toward  the  current,  until  brought  into  and 
carried  upward  by  the  stream.  Now  the  motions  of  our  needle  seem 
to  be  a  beautiful  illustration  of  a  delicate  action  of  the  same  princi- 
ple. When  the  heat  is  very  gentle,  the  current  is  very  weak,  and, 
compelled  to  force  its  way  upward  against  the  resistance  of  the 
superincumbent  air,  it  spreads  outward  on  reaching  the  top  of  the 
chimney  and  carries  the  needle-disk  away  with  it.  But  by  intensec 
heat,  a  stronger  current  is  produced,  one  which,  able  to  lift  the  air 
above,  continues  its  upward  motion,  and,  the  adjacent  air,  wafting  the 
needle  with  it,  moves  toward  the  current. 

By  still  another  series  of  experiments,  the  evidence  in  favor  of 
conviction  is  strengthened.  Screens  of  various  kinds  were  placed 
between  the  carbonized  paper  and  the  needle- disk  and  the  time  re-- 
quired  to  put  the  needle  in  perceptible  motion  noted  when  the  alcohol 
flame  was  two  feet  away. 

When  the  screen  was  made  of  common  card-board  the  approach  of 
the  needle  began  in  a  time  varying  between  13  and  16  seconds,  eight 
experiments  yielding  an  average  of  14|.  When  the  screen  was  of 
the  same  material,  but  of  double  thickness,  the  approach  began  in 
from  13  to  16  seconds,  an  average  of  the  same  number  of  experi- 
ments being  15.  When  the  screen  was  one  thickness  of  card-board 
covered  with  gilt  paper,  and  this  good  reflecting  surface  toward  the 
eone,  the  approach  began  between  the  same  limits  of  time  and  eight 
experiments  gave  an  average  of  14|.  When  the  screen  was  glass, 
the  average  was  15|,  and  when  it  consisted  of  card-board,  gilt  paper 
and  glass,  all  three  thicknesses  in  one,  the  times  of  approach  were 
between  the  same  limits,  nor  did  a  metallic  screen  or  various  others, 
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supposed  to  be  athermic  in  a  high  degree  give  any  essential  variation. 

The  force  which  moves  the  needle,  therefore,  does  not  vary  with 
the  thickness,  nor  the  nature,  nor  the  condition  of  the  surface  of  the 
screen  interposed.  Now  convection  currents  would  not  he  altered  by 
any  change  in  these  characters  of  the  screen,  but  all  other  influ- 
ences, except  indeed,  such  as  would  be  in  the  nature  of  gravitation, 
vary  in  intensity  with  the  varying  thickness,  or  nature,  or  condition 
of  the  substance  through  which  they  are  compelled  to  act.  This  un- 
varying effect — ^motion  of  the  needle,  must  be  attributed  to  the  un- 
varying cause — convection  currents. 

Again,  the  conditions  were  changed.  A  body  employed  as  the 
source  of  heat  or  cold  was  brought  into  the  immediate  vicinity  of  the 
needle  by  thrusting  it  through  the  opening  in  the  top  of  the  cham- 
ber. When  the  body,  of  whatever  character,  was  warmed  by  any 
means,  whether  by  a  blow,  by  friction,  by  contact  with  the  fingers  or 
face,  or  by  a  lamp  flame,  the  needle  moved  toward  it  with  a  prompt- 
ness and  speed,  and  to  a  certain  distance  depending  on  the  intensity 
of  the  heat.  Not  so  invariable,  however,  were  the  effects  of  a  reduced 
temperature. 

A  copper  wire,  about  one-tenth  of  an  inch  in  diameter,  was  in- 
sulated from  the  touch  of  the  warm  fingers  by  passing  through  a 
cork,  which  also  served  to  support  it  by  resting  on  the  top  of  the 
chamber,  when  it  was  inserted  through  the  opening.  A  test  tube 
was  fixed  erect  in  a  vessel  of  ice  water,  and  the  wire  was  cooled  at 
will  by  a  plunge  of  longer  or  shorter  duration  into  the  cold  air  within 
this  tube.  « 

The  wire  having  been  cooled  by  brief  immersion  in  this  cold  air 
bath  was  thrust  into  the  chamber,  its  end  being  about  an  inch  over 
the  needle-disk.  The  needle  moved  rapidly  away  a  few  degrees,  os- 
cillated a  little,  and  then  slowly  returned,  the  natural  effect  of  a 
gentle  downflow  of  cooled  air  from  the  wire  above.  But  when  the 
wire  was  lengthened  to  reach  down  to  a  point  below  the  level  of  the 
disk  and  cooled  again,  the  needle  sprung  with  surprising  quickness 
toward  it.  Repeating  the  experiments  only  reproduced  the  same 
results,  until,  the  wire,  in  one  case,  having  been  cooled  by  a  briefer 
insertion  in  the  cold  air,  the  monotony  was  broken  ;  the  needle  first 
moved  away,  then  returning  passed  its  zero  toward  the  wire.  These 
results  were  invariable. 
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To  give  greater  precision  to  these  experiments,  the  time  of  cooling 
the  wire  was  noted,  and  in  the  first  place,  made  just  ten  seconds.  The  fol- 
lowing results  were  obtained  in  the  first  five  experiments.  The 
scale  reads  both  ways  from  zero ;  let  the  +  ^^gP^  indicate  motion 
away  from,  and  the  —  sign  motion  toward  the  wire : 


]x.  1,     . 

•     +f°     •     .    —  i°    •    .     +2"     .    .     0. 

"    2,     . 

.     +J°     •     •    —1°    .     .     +2°     .     .     0. 

"    3,     . 

.     +i°     .    .    —  1°    .    .     +2°    .    .     0, 

"    4,    . 

.     +r    .     .    -r     .     .     +2°     .     .     0. 

"    5,     . 

.  +i°  .  .  -r  .-  .  +2°  .  .  0. 

The  uniformity  of  this  oscillatory  motion  was  curious  and  inter- 
esting. But  in  the  meantime  I  had  discovered  that  it  was  exceeding 
difficult  to  introduce  or  withdraw  the  wire  without,  by  this  act  alone, 
disturbing  the  needle.  To  avoid  this  source  of  error,  I  inserted  a 
tube,  closed  at  the  bottom,  made  of  letter  paper  and  carefully  scorched. 
By  inserting  the  cold  wire  within  it,  the  walls  of  this  tube  would  be 
cooled,  and  the  stationary  paper  would  thus  become  the  body  to 
disturb  the  needle.  As  would  be  expected,  it  required  a  longer  im- 
mersion of  the  wire  in  the  cold  air,  to  enable  it  to  cool  the  paper  to 
produce  the  same  effect,  but  by  inserting  it  after  immersion  of  40 
seconds,  a  repetition  of  the  preceding  experiments  gave  essentially 
the  same  results.  There  was  the  same  oscillatory  motion  with  a 
similar  degree  of  uniformity.  Why  should  the  motion  of  the  needle 
possess  these  characteristics  ?  Are  there  air  currents  alternating  in 
direction  ?  Or  have  we  a  veritable  attractive  and  repulsive  action  ? 
Or  is  there  a  struggle  between  convection  currents  and  attraction  or 
repulsion  ?     For  a  time  the  phenomenon  was  a  puzzle. 

I  was  not  long,  however,  in  learning  that  the  oscillatory  character 
of  the  motion  was  affected  by  varying  the  degree  of  cold  employed. 
With  a  certain  degree  less  than  before,  the  negative  values  of  the 
above  table  were  reduced  to  zero,  the  others  remaining  essentially 
the  same,  and  in  response  to  a  degree  still  less,  this  second  column 
was  altogether  eliminated,  that  is  to  say,  the  needle,  once  started 
away,  continued,  without  halt,  to  the  far  limit  of  its  swing,  return- 
ing to  zero  only  when  equilibrium  of  temperature  was  restored.  On 
the  other  hand,  by  increasing  the  degree  of  cold,  a  point  was  reached 
at  which,  the  values  in  the  first  column  disappeared,  while  those  in 
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the  second  were  increased.  Bj  further  increase  of  cold,  the  third 
column  began  to  vanish,  and,  with  8u£Scient  intensity,  the  table  was 
reduced  to  a  single  column,  the  second,  in  which  the  values  were 
largely  augmented.  In  other  words,  the  motion  of  the  needle  waa 
altogether  toward  the  cooled  paper,  returning  only  with  the  return  of 
equilibrium  of  temperature. 

Thus  it  appears  that  the  oscillatory  character  of  the  motion  is 
abolished  by  employing  different  degrees  of  cold.  With  very  slight 
reduction  of  temperature,  the  needle  invariably  recedes,  but  a  very 
considerable  reduction  always  demands  approach.  Is  convection 
competent  to  explain  this  action  ? 

A  gentle  cold  would  produce  a  very  slight  disturbance  of  the  air. 
A  very  gentle  current  downward  will  press  the  air  in  its  pathway 
outward  and  expend  its  force  in  so  doing.  It  is  by  this  action  that 
the  recession  of  the  needle  is  produced.  An  intenser  cold  must  pro* 
duce  greater  disturbance.  The  downflow  of  air,  sufficiently  cooled, 
constitutes  a  continuous  stream  by  which  the  adjacent  air  is  drawn 
along,  according  to  the  principle  already  illustrated,  by  the  homely 
pith  ball  experiments,  and  the  inflow  of  air  thus  occasioned  com- 
pels the  needle  with  it  toward  the  stream.  With  a  degree  of  cold 
between  these  two  extremes,  an  oscillatory  motion  is  inevitable. 

But  this  oscillatory  motion,  so  like  the  effects  of  attraction  and 
repulsion,  was  abolished  in  another  way.  In  order  to  concentrate 
the  influence  which  disturbs  the  needle,  a  ball  of  anthracite,  one- 
fourth  inch  in  diameter,  suspended  by  a  silk  thread,  was  substituted 
for  the  long  wire.  By  varying  the  length  of  the  thread,  the  ball  was 
held  at  any  desired  point  in  the  tube.  Placing  it  an  inch  above  the 
level  of  the  needle,  the  motion  was  away  from  the  tube.  Placing  it 
an  inch  below,  the  motion  of  the  needle  was  in  the  opposite  direc- 
tion. Not  only  was  the  oscillatory  character  of  the  motion  abolished 
by  thus  concentrating  the  influence  which  caused  it,  but  it  was  also 
found  that  the  direction  of  the  movement  was  changed  by  simply 
changing  the  place  of  its  action. 

The  meaning  of  these  results  is  unmistakable.  The  direction  of 
the  motion  ov^ht  to  change  with  the  change  in  the  position  of  the 
cold  body,  if  it  be  due  to  air  currents,  but  who  can  suggest  an  influ- 
ence not  in  the  nature  of  convection  whose  action  would  be  thus 
inverted  ? 
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IV. 

I  come  now  to  consider  another  part  of  my  subject.  If  the  move- 
ments of  the  needle  be,  as  the  foregoing  experiments  seem  to  prove, 
caused  by  convection  in  air  then,  a  priori^  they  would  be  diminished 
by  withdrawing  the  air,  and  would  cease  altogether  if  the  vacuum 
should  become  perfect.  Thanks  to  the  skill  of  Mr.  Grookes,  this 
experiment  seems  to  have  been  made  in  the  most  unexceptionable  man- 
ner. By  ingeniously  constructed  apparatus,  he  has  been  able  to 
subject  light  bodies  of  various  kinds  to  the  action  of  radiant  heat 
and  light,  in  vacuo,  varying  in  perfection  up  to  a  degree  which  has 
perhaps  never  before  been  obtained.  He  finds  that  the  motion  of  the 
needle  toward  a  source  of  heat  grows  less  as  the  exhaustion  proceeds 
and  ceases  when  a  certain  perfection  of  vacuum  is  reached.  Up  to 
this  point  his  experiments  seem  to  afford  a  complete  verification  of 
the  convection  theory.  Science  owes  him  renown  for  going  further 
and  unmasking  the  delicate  force  of  ^^  repulsion  by  radiation,''  which, 
to  be  able  to  make  its  existence  known,  awaited  the  help  of  his  genius 
to  overcome  the  overwhelming  force  that  opposed  it.  In  air,  the 
motion  is  toward  the  source  of  heat ;  in  a  vacuum  beyond  a  certain 
very  high  degree  of  perfection  it  is,  as  Mr.  Grookes  has  shown,  away 
from  the  source  of  radiation.  I  think  I  may  claim  that  my  experi- 
ments show  that  the  cause  of  motion  in  air  is  altogether  in  the  nature 
of  convection,  and  per  contraj  not  at  all  in  the  nature  of  a  true  at- 
traction. On  the  other  hand,  they  do  maintain  the  profoundest 
silence  on  the  question  whether  there  may  not  be,  at  the  same  time, 
some  other  feeble  and  opposing  forces  acting.  Let  us  admit  the  ex- 
istence of  such  a  force.  Then  in  air  it  is  altogether  masked  by  the 
more  powerful  force  of  convective  currents.  By  exhausting  the  air, 
the  influence  of  convection  becomes  weaker  and  weaker ;  the  power 
which  drives  the  needle  toward  the  source  of  heat,  would,  by  reduc- 
tion, gradually  approach  equality  with  that  which  had  all  the  time 
been  struggling  to  drive  it  away.  Glearly  there  must  be  a  certain 
degree  of  rarefaction  beyond  and  in  which  the  motion  of  the  needle 
would  "  turn  the  other  way."  This  is  the  "neutral  point."  Down 
to  this  degree  of  exhaustion  the  motion  of  the  needle  toward  the 
source  of  heat  is  due  to  convection  currents.  Beyond  this  degree, 
the  motion  of  the  needle  away  from  the  source  of  radiation  is  due  to 
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what  its  discoverer  has  called  "  repulsion  by  radiation."  Filled  with 
air,  and  until  the  '^  neutral  point "  is  reached,  the  instrument  is  the 
ThermoBcope.  If  the  exhaustion  be  carried  beyond  this  point  the 
thermoscope  becomes  the  Radiometer. 

The  first  Water  Works  in  the  United  States  were  planned  and 
constructed  by  John  Christopher  Christensen,  at  Bethlehem,  Pa., 
in  1762.  The  machinery  consisted  of  three  single  acting  force  pumps, 
4-inch  caliber  and  18-inch  stroke,  and  worked  by  a  triple  crank,  and 
geared  to  the  shaft  of  an  undershot  water-wheel,  18  feet  in  diameter 
and  two  feet  clear  in  the  buckets.  The  total  head  of  water  was  two 
feet.  On  the  water-wheel  shaft  was  a  wallower  of  38  rounds,  gearing 
into  a  spur  wheel  of  52  cogs,  attached  to  the  crank.  The  three  piston 
rods  were  attached  each  to  a  frame  or  crosshead,  working  in  grooves, 
to  give  them  a  parallel  motion  with  the  pump.  The  crosshead  was  of 
wood,  as  well  as  the  ports  containing  the  grooves  as  guides.  The 
water  was  raised  by  this  machinery  to  the  height  of  70  feet,  and  sub- 
sequently to  114  feet.  The  works  were  in  operation  as  late  as  1832. 
The  first  rising  main  was  made  of  gum  wood,  as  far  as  it  was  subject 
to  great  pressure,  and  the  rest  was  of  pitch  pine.  In  1786  leaden 
pipes  were  substituted,  and  in  1813  they  were  changed  for  iron. — 
Iron  Age. 

A  New  Scheme  for  Grossing  the  Mersey.— A  larg  and  in- 
fluential meeting  was  recently  held  in  Liverpool  for  the  purpose  of 
inspecting  the  plans  prepared  by  Mr.  Morton,  C.E.,  for  crossing  the 
Mersey  by  means  of  an  iron  tunnel,  to  be  sunk  at  the  bottom  of  the 
river,  in  a  line  between  Liverpool  and  Seacombe.  The  scheme  em- 
braces the  excavation  of  a  trench  in  the  bed  of  the  river  to  contain 
the  iron  tube,  which  will  lie  at  a  depth  of  about  2  feet  below  the  bed. 
This  excavation  is  proposed  to  be  eflfected  by  means  of  large  air 
chambers  on  the  principle  of  the  diving  bell.  A  certain  amount  of 
flexibility  will  be  given  to  the  tube  by  the  use  of  Mr.  William  Williams' 
patent  joints,  which  will  enable  it  to  be  lowered  down  in  sections  when 
the  trench  is  completed.  It  is  proposed  to  have  the  Liverpool  station 
at  the  top  of  Dale  Street.  From  here  a  tunnel  will  descend  by  easy 
gradients  to  the  river  side,  join  the  tube  near  the  Landing  Stage,  and 
so  on  to  Seacombe,  where  it  will  branch  oflF  to  Birkenhead,  and  effect 
a  junction  with  the  Great  Western  Railway  there.  The  cost  of  the 
work,  exclusive  of  station  buildings,  is  estimated  at  <£500,000. — Iron* 
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Notice  is  hereby  given  that  tlie  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  pi*omotion  of  the  Mechanic  Arts  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legacy  Medal  and  Premium  to  E.  A.  Goodes,  of  Phil- 
adelphia, Pa.,  for  his  Improved  Sewing  Machine  ;  and  said  medal  and  premium, 
will  be  delivered  to  him  unless  within  three  months  from  this  date,  satisfactory 
evidence  of  the  want  of  originality  of  said  invention  is  lodged  with  the  under- 
signed, 

D.  SHEPHERD  HOLMAN, 

Jane  3t. ACTUARY, 

TLkU,  OP  THE  PRANZLm  INSTITUTE, 

Philadelphia,  August  11th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute  of 
the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in  accord* 
ance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,  awarded 
Tae  Soott  Lei^aoy  Medal  aad  Premium  to  H.  R.  Hbyl,  of  Philadelphia, 

Pa.,  for  his  Wire-Fastened  Paper  Boxes ;  and  said  medal  and  premium  will  be 
delivered  to  him  unless  within  three  months  from  this  date,  satiataccory  evidence 
of  the  want  of  originality  of  said  invention  is  lodged  with  ihe  undersigned. 

D.  SHEPHSBS  HOLtfAlT. 

Aug.  3t  Actuary. 
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147  Sovrm  Fovmrm  Srmmmr, 

JalT,1874,«m.  PHILADELPHIA* 


Rosengarten  <£  SonSy 

M!aiiuf*acturiiig    diemists, 

PHILADELPHIA. 

Silver  Medal  awarded  by  Franklin  Inatimte,  November,  1874,  for  Parity  of  Ohemical  Preparations. 

Sulphate  of  Quinine,  Sulphate  of  Morphine, 

Sulphate  of  Cinchonine,  Acetate  of  Morphine, 

Sulphate  of  Cinchonidine,  Muriate  of  Morphine, 

Sulphate  of  Quinidine,  Nitrate  of  Ammonia, 

Muriate  of  Quinine,  Hypophosphites, 

Titrate  of  Iron  and  Quinine,  Subnitrate  of  Bismuth, 

Bromide  of  Ammonium,  Spirits  of  Nitre, 

Bromide  of  Potassium,  C.  P.  Acids, 

Nitrate  of  Silver,  Tannin, 

And  a  General  Assortment  of  Fine  ChemicalH. 

Extract  from  Report  of  the  Judges  at  the  Exhibition  of  thk  Franklin  Institutk, 
J^hiladelphia,  November j  1874,  in  regard  to  Chemicals  exhibited  by  Rosengarten  tj*  Sons  : 

^^  These  gentlemen  exhibit  qnite  a  list  of  Chemicals,  and  claim  for  them 
superior  purity,  considered  as  commercial  ariicles.  The  Committee  hare  care- 
Itally  examined  some  of  them  and  find  this  claim  f^iUy  substantiated,  some  of  the 
articles  being  almost  absolutely  Chemically  Pure,  and  being  certainly  the  best  of 
the  kind  in  the  marltet.    For  Purity  of  Chemical  Preparations,  a  Silf  er  Medal/' 

Signed.  F.  A.  QKNTII,  Prof. Gbomliitry  University  of  Penna. 

U.  A.  KOBNIU,  Prof.  Chemistry  University  of  Penna. 
S.  P.  SADTLBR,  Prof.  Chemistry  University  of  Penna. 
J.  E.  CARTER,  Jdanufiicturlng  Chemiot. 
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HELLER  &  BRIGHTLY,  Engine«riiig  and  Sunrtyiiig  fa* 
ttrNmaiito,  33  N.  8«v«ii<h  St,  Phiiad«iphia.    ^ot  M4*^ 

WlUioot  d«erewing  rise  oT  anj  part  of  oar  "  Rn*    '  ^- 


WlUioot  d«erewing  rise  oT  anj  part 
•1n««n'  Trmoaii"  we  have  redoised  tbe  weight 
half.    Ab  ordiomry  Traosit  TelMOope  macniDM  from      i 
10  to  IS  diameters,  oar  new  Transit  Teletcope  ( length      • 
WH  incbos,   shows  ol^ecU  erect  and   not  inverted) 
magnifies :»  dlaneten  and  will  read  time  on  a  watch- 
dial  at  983  re«u    For  description  of  our  new  Mining      4 
Transit  (weight  54  lbs.)  and  Plnnimet  Lamp  see  Van 
Kostrand's  Knginecring  Magazine,  June,  UTS.  ti 

Extract  frora  report  of  Committee  of  CIt.  Enga.  ap-    I 
pointed  br  Kraoklin  Inst,  to  examine  H.  k  B's  new    ^ 
Transit :    [ Doc.  1871  .J    "  It  exhibits  several  noTelties 
of  oonstraction  which.  In  the  opinion  of  the  commit- 
tee, render  it  superior  to  thoee  now  in  nae.  and  in  its 
opinion  the  deriatlon  whieh  they  hare  made  fhwi  the  ^ 
•ommon  vtjtos  of  Transit  are  deeMed  improvements."  ^| 
Jom  0.  TKamrnc.  Chainnan. 


''^WViittft*^' 


W.    KUBBLBR.  F.    SEBLHOR8T. 

Kueblep  &  Seelhomt, 


MAXLTKACTURKRS    OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

ISTo.  925    Sansom    Street; 

PHILADELPHIA. 

We  call  the  attention  of  Engineer*  to  our  Patented  Improvement  on  Teletoopes 

WM.  J.  YOUNG  &  SONS. 

SyCCESSORS   IX) 

f ft  I.  !ni;,  f ft  I.  Ion;  t  Ct„  Vft  l.Tn;  1  Sn, 
ENGINEERING 

AND 

ASTRONOMICAL 


Beg  leave  to  remind  the  Engineering  Profession  that  every 
Important  Improvement  in  this  country  has  originated  from 
this  house.  Juij,  74. «  m. 
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Extending 207 

CIVIL  AND  MECHANICAL  ENGINEERING. 

On  the  Strength  of  Pulley-Arms,  by  A.  K.  Mansfield,  M.E.,  (3  cuts) 101 

Experiments  made  at  the  Mare  Island  Nayy-Yard,  California,  with  different  Screws  ap- 
plied to  the  United  States  Steam  Launch  No.  4,  to  ascertain  their  Relative  Propelling 

Efficiency,  by  Chief  Engineer  B.  F.  Isherwood,  U.S.N 166 

MoTing  Brick  Houses,  by  Charles  S.  Close,  (2cnts).... 178 

I>esorlptlon  of  the  Pe mot  Furnace,  by  M.  Arm engaud,  (1  plate) 180 

Oarlllon  Machine,  flcut> 103 

The  Proposed  Inland  Sea  in  Algeria 190 

CHEMISTRY,  PHYSICS  AND  TECHNOLOGY. 

Preliminary  Notice  of  Further  Researches  on  the  Physical  Properties  of  Matter  In  the 
Liquid  and  Gaseous  States,   under  varied  conditions  of  Pressure  and  Temperature, 

by  Dr.  Andrews,  F.R.S..". 198 

Dana*8  Corals  and  (3oral  Islands 208 

Rules  Jpr  calculating  the  weight  of  one  foot  in  length  of  round,  square,  octagon,  hexagon 
and  flat  steel,  by  W.  F.  Durfeo,  Engineer 216 


Single  Copies,  50  Cents. 
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THE 

STEVENS  INSTITUTE  OF  TECHNOLOGY 


Founded  by  the  late  Edwin  A.  Stevens,  at 
HOBOKEN,  N.  J. 


INSTRDIENTIAKEEVS 

SHOP. 


STEBEOFTICOITS 

Vertical  Lanterns, 
MICROSCOPES, 

gPSCTROBCilPfiS, 
Blow -pipe  Apparatus 

and  other  kinds  of 

PkilosopUcalApparatos 

made  to  order. 


Heney  Morton,  Ph.  D., 

Preeidentt 
Alfbbd  M.  Mater,  Ph.  D., 

Prof.  Physica, 
Robert  H.  Thurston,  A.  M.,  C.  E., 

Prof.  Mecb.  Engineering, 
De  Volsoh  Wood,  C.  E., 

Prof.  Math.  &  Mechanics, 
C.  W.  McCoRD,  A.  M., 

Prof.  Meoh.  Drawing, 
Albert  R.  Leeds,  A.  M.. 

Prof,  Chemistry, 
Ch ABLER  F.  Eboeh,  A.  M., 

Prof.  Languages, 
Rev.  Edward  Wall,  A.  M., 

ProL  Belles-lettres. 


MACHINE  SHOP. 

MACHINES 

FOB 

TeetlBg  Materials, 

APPARATUS 

FOR 

Testing  Lubrioants, 
and  a  limited  amount 
of  special  oonstniction 
may  be  done  in  the 
Machine  Shop  on  spe> 
cial  order. 

Terms  cash  with  ordff. 


The  course  of  the  Stevens  Institute  is  of  four  years'  duration,  and  covers  all  that 
appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  excellent  machinery,  Physical  Laboratories  whose  appointments  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunity  for 
the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

REQUIREMENTS  FOR  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course,  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satis^tory  examination  in  arithme- 
tic, algebra,  including  quadratic  equations,  geometry  as  given  in  Davies'  Legendre, 
and  the  six  elementary  propositions  of  Plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satisfao- 
torry  examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations, 
may  apply  to  the  President. 

For  further  particulars  address  the  President,  H.  MORTON,  Hoboken,  N.  J. 


A  MECHANICAL  LABORATORY 

has  been  founded  in  connection  with  the  Department  of  Engineering,  in  which  the 
strength  and  other  properties  of  materials  are  determined,  and  in  which,  with  the  aid 
of  the  several,  other  departments  of  the  Institute  various  technical  researches  are 
conducted. 

Trials  of  steam  and  other  engines,  of  steam  boilers  and  of  machinery  are  made, 
under  the  direction  of  the  Professor  of  Engineering,  by  students  or  skilled  employees. 

A  small  amount  of  work  in  designing  machinery  and  in  general  engineering  can  be 
done  when  it  may  be  made  a  means  of  instruction  of  advanced  students. 

JPor  Terms,  address  the  Director  of  the  Mechanical 

Laboratory. 
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THE 


PULSOMETER, 


The  simplest,  most  durable  and   effectiTe 
Bteam  pump  now  in  use. 

Will  pnmp  gritty  or  muddj  water  without 
wear  or  injury  to  its  parts. 

It  cannot  get  out  of  order. 

C.  HENRY  HALL  &  CO, 

20  CorOandt  Street, 

Nbw  Tobk  City. 


BRANCH  DEPOTS. 

1 1  Pemberton  Square,  Boston. 
1327  Market  Street,  Philadelphia. 
59  Wells  Street  Chicago. 
Southwestern  Exposition,  New  Orleans. 
811  &  813  N.  Second  Street,  St.  louia. 

BBND   FOB  OIBCITLAB. 


ALL  BUSINESS  RELATING  TO  PROCURINQ 

American  and  European  Patents 

CONDUCTED   BY 

STEI^^HEIsr    TJSTIOIC, 

134    SOUTH   FOURTH   STREET,    PHILA1>ELPHIA. 


&Mideiice«  THo^  1217  Worth  Twelfth  Stre«t« 


WBged. 


SIT  A   TjVrirvr/^     and    Gearing,    Pulleys,    Hangers    and    Couplings, 
,  .HrLJ  X  111  Vj    Speeds    calculated.       Shafting    and    Gearing   ar- 


GEO.  0.  HOWARD,  17  S.  18th  st,,  Phila.,  Pa, 


MACHINISTSMOOLS, 


for    any    class    of    work. 

Founders,  Forgers  and 
Boiler  Makers,  combining  the  latest  ImproTements.  ^GRINDSTONES  Boxes. 
Truing  and  Hacking  Machines,  will  keep  the  stones  true  and  j>harp  for  quick  and 
ftaasant  grinding    No  dust.  GEO.  0.  HOWARD,  17  S.  18th  St.,  Phila.. Pa. 
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JESSUP  &  MOORE, 

Paper  Manufacturers 


-AND   A0BNT8   OF   THl 


imtncun  %o0tf  §^^  m*f 


OFFICES  AND  WAREHOUSES : 

l\/o.  27  NORTH  SIXTH  STREET.  PHILADELPHIA, 

— AND- 

laS  William  St.,  New  York. 

^  »  »   — 

-'— -Have  on   hand  and  make  to  order,  at  fhort  notice, 

Uews  and  Book  Frinting  Paper, 

ALL  QUALITIES  AND  SIZES. 

Coloms  111  f ritli  Papers.  Rmilla  Fapem. 

Dealers  in  Paper  Makers'  Materials, 

OF    BVERY    DBSCRIPTION. 

Oash  Ifarket  Prioes  Paid  for  all  kinds  of  Paper  Stock. 
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HaU  of  the  FRANKLIN  INSTITUTE, 

Philadelphia,  July  14th,  1875. 

Notice  is  hereby  given  that  the  Boai*d  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  tne  promotion  of  the  Mechanic  Arts  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legracy  Medal  and  Premium  to  John  E  Prunty,  of  Bal- 
timore, Md.,  for  his  Automatic  Relief  Valve  for  Steam  Fire  Engines ;  and  said 
medal  and  premium  will  be  delivered  to  him  unless  within  three  months  from 
this  date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention  is 
lodged  with  the  imdersigned. 

D.  SHEFHEBD  HOLMAN 

July  3t  ACTUARY. 


FOR 

PRACTICAL  &  ANALYTICAL  CHEMIStRY. 

Chant  Street,  Tenth  Street,  below  Market, 

Bear  of  St.  Stephen*B  Church.) 

PHll-ADELPHIA. 

ESTABLISHED  IN  1836. 


ttvtmction  given  in  CHEMISTRY,  MINERALOGY  and  GEOLOGY,  bj  LBO- 
TDRR8  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANUFAC- 
TURES and  MEDICINE. 

Aoaljaes  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce  and 
nanufactnre.    Opinions  giTen  on  chemical  questions. 

BOOTH  A  GARRETT, 

Jambs  C.  Booth. 

Tbo8.  H.  Garrbtt. 

Hall  of  the  PRANKLIN  INSTITUTE,         " 

Philadelphia,  July  14th,  1876. 

Notioe  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  fqr  the  promotion  of  the  Mechanic  Arts  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Soott  Legacy  Medal  and  Freminm  to  Gbo.  Walb  &  Co.,  of 
Hoboken,  N.  J.,  for  the  College  Lantern  and  attachments  ;  and  said  medal  and 
premium  will  be  delivered  to  them  unless  within  three  months  from  this  date, 
satisfactory  evidence  of  the  want  of  originality  of  said  invention  is  lodged  with 
the  undersigned. 

D.  SHEFHEBD  HOLMAIT, 

jQlySt  ACTUARY. 


RICHARDS,  LONDON  &  KELLEY 

(Suooessors  to  RICHARDS,  KELLEY  A  CO.) 

Engineers   and    Machinists, 

Manafactorers  of 

IMPROVED  BAND  SAW  MACHINES, 

And  other  Wood-Working    Machinery  for  Ship  Work 

and  Car  Building,  Planing  Mills,  A«. 

Twenty-seookid  Street  above  Areh  Streets 

PHILADELPHIA. 
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Camden    Iron    inTorbs 

(ESTABLISHED  1824X 

CAMDEN,  NEW  JERSEY. 


JIISSI  W.  STiEl  a  MM 

ENGINEERS,  CONTRACTORS, 

And  MANUFAGTDEERS  of  GAS  APPARATUS 

AND  ALL  THE 

Buildings,  Tanlcs,  Holders,  &c.,  required  for  the  Manufacture, 
PuriAcation  and  Storage  of  G«s,  and 

STREET  MAINS   Requisite  for  its  Distribution. 

Plans,  Drawings  and  Sprcipications  Promptly  Furnishid. 


IRON     FOUNDERS. 

OAST-IRON  MAINS  for  WaUr  and  Gas/ from  On«  and  a  Half  to  FORTY-EIGHT 

INCUES  in  Diameter. 

Stop  Yalret  (all  sisei).  Fire  Hjdrant't,  Heatinj^  Pipes,  Branches,  Bands,  Tees. 
CASTINGS  of  aaj  form  or  siae  required. 

Philadelphia  Office,    -         -         -         -   403  Walcit  street. 
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'i 
Office,  2316  Frankford  Aye.,  Fliiladelpliia. 

]AM 


|iiSqi9. 


nCAL  ^^' 

BontaL  MULTITUBULAR. 

v'b  Forced   Blast  Prasiire  Blow«r. 

}.  WXLBSABAll.  JAXZ8  WXLBSABAM.  J0B2?  W.  WXLBSABAM,  81. 

l>^  (Established  1859.)  ^^2>. 

GEO.  V.  CRESSON,        ^. 

Sighteenth  &  Hamilton  Sts.,  Philadelphia,  Pa. 

oose  Pulleys  of  all  sizcB 

Hangers,  Patent 

Vise  Couplings, 
r  Hangers, 

Pat.  Internal  Clamp 
land  Easily  Couplings, 

ustable 

^""®^^'  Improved  Pulleys 

der  Pulleys,  "^»^«  ^"  ^*^^«« 

•ulleys,  Improved   Pat.  Ball 

and  Socket 
Pnlleys,  &c.  Adjustable  Hangen. 

Brery  description  of  Fizinres  used  in  the  transmission  of  Steam  Power. 

ALL  WOBK  THOBOUOHLT  MADB  AND  FUBNI8HID  PROMPTLY. 

Balanced  Pulleys  of  every  size  on  hand  and  made  to  order. 
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The  Best  Nautical  Newspaper  in  the  World 

Published.  Every  Saturday^ 
AT    83    SOUTH   ST., 


— CIECULATES— 

In  over  200  ship  yards,  50  machine  shops,  55  vessels  of  war,  30  rev- 

enue  cotters,  in  all  the  navj  yards  and  stations,  on  board  nearly 

200  yachts,  150  steamboat  offices,  and  reaches  over  2000 

ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,    Ship  -  Building, 

MARINE  ENGINEERING,  YACHTING, 
The  Navy  Bevenne  and  Mercantile  Marine, 

And  treatt  of  Nautical  Matters  generally. 


Sabscription,  $5.00  a  year,  in  advance.     Advertising  rates  seat  on 
i^lication. 

Bend  for  Sample  Copy. 

B.  s.  osBonr^ 

EDITOR  AND  PROPRIEOR, 
P.  O.  Box,  4778. 
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I 


Vo.  4  Car  Wheel  Borer. 


Wc  have  the  test  and  most 
complete  assortment  of 

HacMnisls'  Tools 

In  the  Country, 

Comprlejner  all  those 
Ubul  ill 

MACHINE.  LOCOnOTin, 

AND 

H.  U.  Kepaiu  Shops, 

{^"  For  PhotographB,  Prices  and  DeBcrlptton,  etO.» 
address 

HEW  70BE  STEAH  ElTailTE  CO., 

98  Cbambers  Street.  Neiv  York* 


MOEG^N'8   PATENT 

DOUBLE  BOTATING  DROP  PIPE, 


3 


I 
1 

I 


I- 


CD 

s 


t3 


I 


«    I— I 


For  Railroad  use.    It  is  water-tight,  and  will  aocommodate  Itself  to  the  varyJnfl 
hoifhta  of  looomotive  tenders. 

G.  O.  M:0R0^N,  Sole  IMCanufUoturei*, 

Room  No.  16}  Major  Block, 

0.  B.  Oornor  Zia  Sallo  and  MCadison  StroetSv  Cfhi6ajg]o. 
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Bumham,  Parry,  Williams  &  Go. 

FEILASELFEIA,  FENN'A. 

M!aiiiifact:iii*e 


ESPECIALLY  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Woodj  Cokcj  Bituminous  and  Anthracite  Coal  as  Fuel.     All  W^rk 

accurately  fitted  to  Gauges^  and  thoroughly  interchangeable. 

Plan,  Materials,    Workmanship,  Finish  and 

Efficiency  fully  guaranteed. 

Geo.  Bnrnham.  Cbas.  T.  Parrj.  Edw.  H.  Williams. 

Wm.  P.  Henszej.  Sdw.  Longatreth.  John  H.  Oonirwn. 


JACOB  NAYLOR, 

Successor  to  HUNSWORTH  k  NATLOR. 

QIRARD  AVE.   AND    FRONT  STREET 
PHILADELPHIA. 


STEAM  ENGINES,  BOILERS  AND  TANKS, 

Sbafting  and  Oeaxlng,  Coaplinga,  PttUeys  and  Hangers. 

STEAM  AND  HAND  CRANES. 

FassoDger  and  Freiglit  Hoisting  Haohinery  for  Stores  &  FaotorieSi 

Marble  Sawing  and  Polishing  Machinery  of  all   Kindsi 

8PECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTURERS, 
Retorts,  Meters,  Stills,  Ac,  for  Chemists. 

Sugar  Boilers,  Tanks  and  Machinery.    Castings  in  green  sand  or  Loam,  and 
Machinery  in  general. 

W.  W.  TUPFBB  A  00*8  FATRETT  QBATSS  AJTD  OBATS  BAB8. 

BIBR^'S  PATENT  AUTOMATIC  CUT-OFF  BNQINB,  either  Vertiesl  or  Horiseaftia. 
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BUSH  HILL  leOi  WOHKS, 

Corner  16th  and  Buttonwood  Streets, 

PHTT.ATIELPHIA. 
JAMES   MOORE, 

(Successor  to  MATTHEWS  &  MOORE,) 

Engineer,  Machinist,  Founder,  and  Boilermaker, 

OASXIWGrS  of  every  dlesoriptlon. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

&oUs  Tamed  for  Rail*.  Beams,  An^Ieif  and  all  shapes  for  Xron* 
Steel  or  Composition  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 
BOX&B&S— Fine,   Tnbnlar,   and  Cylinder,  and   all    kinds   of 

TAITK  AND  PLATB  IRON  WORK. 

CAPITAL  $500,000 


T.H.BABCOCE  J.EALLEH, 

ISSUBS     POLICIES     OF    INSURANCB, 

AFTSR  A  GABEFUL  INSPEOl'ION  OF  THE  B0ILEB8, 
OOVBSRINO-    ALL     LOSS    OR    I>A.Mi^GI-B     TO 

BOILERS,  BUILDINGS,  AND   MACHINERY, 

ABisnara  fbom  steam  boiiiBB  icxpiiOsions. 

JWI  i^ftrmatimt  csnterttimg  ih«  plan  of  ffu  Company' t  operaiicnt  can  &•  <ibUiintd  <U  the  Company' t  qffie»» 

ADVISORY   BOARD    OF    DIRECTORS.         ^ 

Wm.  B.  Bement,  of  Win.  B.  Bement  A  Son ;  B.  F.  Hart,  of  Verr<>e  A  Mitchell ;  Stephen  P.  M. 
Tteker,  of  Morris,  Twker  St  Co. ;  Henry  Dinston.  of  Henry  DiKston  A  Son  ;  John  Gardner,  of  Wna. 
MsasfT  A  Co.;  A.  H.  McFadden,  of  Marshall,  Philips  A  Co.:  Caleb  Marshall,  of  Marshall,  Philips  k 
Oo.;  wm.  Adamson,of  Baeder,  Adamson  A  Co.;  Robert  Gray,  Brewer:  Rob«>t  Wood,  of  Robert 
^ood  A  Ca;  Stephen  Bobbins,  Iron  Manufacturer ;  Chas.  T.  Parry,  of  Baldwin  LocomotiTe  Works. 
&  F.  JEUBT,  S«creUry.  CHAS.  T.  PARRY,  Chairman. 

OORBIIf  A  GOODRICH,  C(en«ral  Agents, 
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^^  KUT^^^^^^^^ff% 


c^a 


PATENT  IMPROVtDnBSAPPLf-OREDGE." 


BUILDERS  OF  STEAM  DREDGING  MACHINES, 

GUNPOWDER  PILE-DRIVERS,.  Sui. 


CONTRACTORS  FOR 


IMPROVING  RIVERS  AND  HARBORS, 

RECLAIMING   AND    FILLING   LOW   LANDS, 
PnJNa  FOR  FOUNDATIONS,  PIEE8,  Etc 

Offices,  Wo.  10  South  Delaware  Ave.,  JPhilad^cu 


THE 

6UNP0VDER  PILE- DRIVER  CO. 

OF*  THE  UNITED  STi^TES. 


OWNERS  OF 


SHAW'S  PATENT 

Gunpowder  File-Driver 

For  the  Ecoaomical  and  Rapid 

Ihiving  of  Files  for  Piers,  Foundations,  &a, 

SECURING  THE  GREATEST  PENETRATION 
Without  Ii^'ury  to  the  piles. 


MACHINES  FURNISHED, 

With  or  without  Exclusire  Rights. 


No.  10  South  Delaware  Ave.,  Philadelphia. 
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AMERICAN  AND  EUROPEAN, 

OF 

IVCXJNN   &   CO., 

No,  37  PARK  ROW,  New  York. 


Fob  a  period  of  nearly  twenty-fiye  years,  Munn  k  Co.  have  occupied  the  poBition 
of  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not  less  than  fifty 
thousand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thousand 
implications  for  patents ;  and,  in  addition  to  this,  they  have  made  at  the  Patent  Offioa 
over  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
a  careful  report  on  the  same. 

MuHH  k  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  ^^^.tents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  L  assisted  by  a  Branch  Office  at  Washington,  which  watches 
and  supervises  all  t'n'»x  c&ses  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
cases,  they  may  expect  from  us  an  honest  opinion.  For  such  consultations,  opinion 
and  advice,  tee  make  no  charge.  A  pen«Hnd-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

Pbbliminaby  Examination  is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
'Special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  fob  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Mann  j-  Co.,  37  Park  Row^  New  York,  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Gk>Ternment  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Re-Issues  Obtained. 
Assignments  Prepared ;  Designs,  Trade-Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  &c.| 
lee  oar  Instruction  Book.     Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MXJNN  ft  CO.I 
Ifo.  37  Parle  Bow,  New  York  CUy. 

Oftoe  in  Washington,  corner  of  F  and  Seventh  Streets. 
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PROMOTION  OF  THE  MECHANIC  ARTS. 
Vol.  LXX.  SEPTEMBER,  1875.  No.  3. 


EDITORIAL. 


The  Introduction  of  the  Metric  System  of  Measures  and 
Weights. — It  is  a  reasonable  presumption  from  the  action  of  the 
United  States  Government  that  within  some  brief  space  of  time  the 
commencement  of  the  introduction  of  the  metric  system  will  have 
been  effected. 

The  advantage  of  a  decimal  system  in  computation  is  too  gener- 
ally admitted  to  need  re-statement.  The  confusion  of  our  English 
measures  and  weights,  and  the  complexity  of  their  divisions,  is  also 
unquestionable.  The  student  and  the  scientific  man  have  already 
made  the  change.  The  standard  measures  and  weights  of  the  United 
States  have  for  years  been  metric,  and  the  great  survey  of  the  coast 
is  carried  on  by  meters,  and  the  people  generally  desire  the  exten- 
sion of  the  decimal  notation  beyond  the  money.  The  very  fact  that 
money  values  are  computed  in  decimals  has  incapacitated  not  a  few 
persons  whose  figures  have  rarely  gone  beyond  their  purchases 
and  sales,  or  payments  or  receipts,  from  easy  and  free  use  of  the 
irregular  division  of  other  quantities.     Thus  the  relationship  of  the 
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inch  to  the  foot  (and  more  especially  the  duodecimal  notation  of  the 
square  or  cubic  foot)  that  of  the  ounce  to  the  pound,  that  of  the  foot  to 
the  rod,  or  the  rod  to  the  mile  or  acre,  the  division  of  measure  of 
bulk,  wet  or  dry,  is  not  clear  in  the  minds  of  most  people.  Of  all 
the  irregular  divisions  of  units,  those  only  which  relate  to  time  can 
be  said  to  be  generally  comprehended.  It  is  probable  that  the  En- 
glish— men,  women,  or  children — with  the  anomaly  (to  us)  of  pounds, 
shillings  and  pence  in  their  daily  life,  are  more  appreciative  and  are  bet- 
ter educated  in  the  use  of  other  arbitrary  divisions  than  we  are.  The 
facility  of  calculation  in  £.  s.  d.,  once  secured  and  constantly  prac- 
ticed, gives  a  great  aptitude  in  sums  of  tons,  quarters,  stones  and 
pounds,  gallons,  quarts  and  pints,  bushels,  pecks  or  quarts,  or  some 
duodecimals  of  ',  ",  '".  It  may  be  almost  questioned  whether  we 
have  not  lost  as  much  from  our  partial  adoption  of  the  decimal  sys- 
tem, as  we  have  gained  at  this  time  if  we  stop  with  money. 

The  value  of  an  easy  notation  cannot  be  overstated.  It  is  the  ar- 
rangement of  things  by  rows  in  place  of  a  heap — the  grouping  of 
things  of  the  same  kind — the  arrangement  of  the  problem  so  that  it 
may  be  relative  to  things  of  any  nature,  without  regard  to  the  things 
but  only  to  the  quantities — the  briefest  statement  of  facts  in  issue 
solely.  An  answer  is  easy  if  a  question  be  not  confused.  Thus,  one 
of  the  recognized  fountains  of  modern  advancement  was  the  facility 
given  to  the  ordinary  processes  of  arithmetic  by  the  introduction  of 
the  Arabic  digits  and  zero. 

Any  process  of  actual  multiplication,  for  instance,  873  by  654,  was 
as  easy  as  a  mental  operation,  as  a  conception  of  resulting  value,  to 
the  Roman  or  Greek  of  antiquity,  as  to  the  schoolboy  in  America  ; 
but  the  facility  of  the  performance,  unless  such  Roman  or  Greek  was  of 
that  peculiar  mental  development  which  is  found  in  but  two  or  three 
individuals  in  a  century  of  time,  is  greatly  in  favor  of  the  schoolboy. 
In  truth,  not  only  the  processes  of  arithmetic  but  the  whole  scientific 
ability  of  an  age  was  lost  in  the  Roman  and  Greek  characters.  Let 
any  one  essay  a  few  sums  in  Roman  numerals  and  he  will  recognize 
the  diflRculty. 

The  next  great  source  of  modern  knowledge  was  discovered  when 
algebra  was  introduced.  The  simple  notation  of  letters  to  represent 
quantities,  and  of  signs  and  positions  to  represent  processes  per- 
formed, or  to  be  performed  with  them,  as  a  substitution  for  the  verbal 
description  of  those  quantities  and  of  the  operations  applied  to  them, 
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(a  mere  relief  from  verbiage,)  has  given  the  human  mind  control  of 
the  universe.  From  the  bare  arithmetical  algebra  of  the  13th  cen- 
tury has  grown  higher  applications,  positive  and  definite,  embracing 
all  the  conclusions  and  results  of  ancient  geometry  and  extending 
them  inimitably.  Flowing  from  this  came  Newton's  fluxions  and 
Leibnitz  calculus.  No  stronger  example  of  the  result  of  an 
error  in  selection  of  notation  can  be  found  than  that  w^hich  appeared 
from  the  English  use  of  Newton's  method  for  a  century,  while  the 
French  surpassed  them  in  all  mathematical  enquiries,  by  their  adapta- 
tion of  the  simpler  forms  for  the  same  process  derived  from  Leibnitz. 

It  may  seem  to  many  that  the  comparison  of  results  attained  in 
higher  mathematics,  with  those  to  be  anticipated  as  proceeding  from 
so  simple  a  matter  as  the  establishment  of  a  new  measure,  or  some 
weights  for  daily  use  is  far-fetched,  but  it  must  be  recognized  that  as 
our  language  is  based  upon  A,  B,  C,  our  figures  on  1,  2,  3,  so  our 
philosophy  is  based  upon  the  condition  of  things  in  nature,  on  dimen- 
sioa  and  weight.  It  is  not  that  the  length  of  a  meter  presents  any 
particular  advantage,  nor  even  does  the  decimal  division  offer  any 
great  facility  of  use  or  comprehension,  but  the  meter  is  well  enough 
for  a  unit  of  length,  and  the  decimal  divisions  accord  with  our  numer- 
ation by  which  all  our  calculations  of  quantity,  re«al  or  numerical,  are 
made,  and  beyond  this  the  metric  system  gives  a  relationship  of  all 
measures,  of  dimensions,  and  of  all  weights,  to  those  dimensions 
which  relationship  does  not  now  exist  in  our  multifarious  standard. 
Any  other  length  would  answer  equally  .well  for  a  base,  and  the  ques- 
tion at  one  time  was,  what  other  length  would  be  most  suitable.  It 
can  be  admitted  for  the  purpose  of  measurement  that  the  unit  should 
be  a  convenient  length  for  repetition,  and  nine-tenths  of  the  measure- 
ments used  by  the  English  nations  are  taken  in  the  yard.  One-half 
(the  female  moiety)  of  the  entire  population  think  in  no  other  measure, 
beside  all  the  male  part  of  the  community  who  make  or  deal  in  textile 
fabrics.  With  these  are  associated  the  engineer  and  excavator  who 
know  only  the  cubic  yard  as  a  measure  of  bulk. 

This  yard  dimension  is  nearly  quite  suitable  for  its  purpose.  It  is 
admitted  on  all  hands  that  its  extension  three  or  four  inches  would  not 
only  be  not  inconvenient,  but  would  a  little  facilitate  measurement  by 
hand.  It  seems  to  follow,  therefore,  that  more  than  one  half  our 
population  are  ready  for  the  French  meter  as  a  new  yardstick.  The 
sub-divisions  of  the  yard  are  in  too  unsettled  state  to  be  considered. 
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Here  in  Philadelphia  it  is  probable  that  the  nail  has  passed  from  the 
recollection,  or  at  least  from  the  practice  of  the  salesmen,  and  that 
the  quarter  of  a  yard  is  the  least  recognizable  measure,  when  the  half 
a  quarter  is  the  division  of  the  new  unit.  The  tailors  use  the  36 
inches,  but  such  use  is  special  and  runs  into  inches  only,  as  56  inches 
in  place  of  1  yard  and  20  inches.  Admitting  the  meter,  no  one 
supposes  any  other  than  a  decimal  division.  It  is  demonstrable 
that  special  numerations  of  7,  8,  12,  16,  20,  60,  present  in  the  end 
no  advantages  of  method  for  the  new  and  reformed  world ;  that  unless 
we  could  have  simple  units  to  deal  with,  such  as  never  occur  in  na- 
ture, no  superiority  is  found  in  one  over  the  other.  One  consideration 
that  can  at  once  overthrow  any  argument  as  to  absolute  superiority 
of  any  numeration  over  another  is  found  in  the  logarithmic  tables, 
which  would  appertain  to  any  selected  base.  Thus  a  set  of  loga- 
rithms on  the  modulus  of  8  would  be  no  more  simple  than  those  on  10. 
The  real  limit  of  a  numeration  is  how  far  the  average  mind  can  carry 
the  simple  multiplication  table,  and  beyond  ten  times  ten  is  clearly 
inadmissible.  Each  one  of  the  professions  has  come  to  a  decimal  di- 
vision. The  surveyor  (about  the  beginning  of  this  century)  came  to  a 
chain  of  4  rods  (66  feet)  with  100  links  of  7"'92  each,  and  the  links 
are  divided  decimally.  The  engineer  of  more  recent  times  has  come 
to  another  chain  of  100  feet,  with  decimal  divisions  of  a  foot  into 
tenths  of  l"-2  each,  also  decimally  divided  into  12-lOOths  (J  nearly.) 
The  machinist  has,  in  closer  calculation,  come  to  hundredths  of  an 
inch,  (and  hundredths  of  a  pound  for  weight.)  These  examples  could 
be  greatly  extended  if  space  admitted.  Up  .to  this  time,  these  and 
similar  eflForts  to  find  individual  relief  from  original  error  have  led  to 
further  confusion. 

The  merit  of  the  metrical  system  lies  in  the  convertibility  of  the 
units  of  length,  surface  and  contents,  or  bulk  to  those  of  weight. 
The  substitution  of  9ome  division,  aliquot,  presumably  decimal,  of  the 
cubic  unit,  for  the  gallon,  and  all  its  anomalous  multiples,  and  the  es- 
tablishment of  some  ratio  of  weights  with  the  same  cubic  unit,  is  what 
the  metric  system  proposes.  To  many  readers  the  very  words  specific 
gravity  are  a  mystery,  and  a  clear  conception  or  free  use  of  the  re- 
sulting laws,  except  by  the  student  or  scientific  man,  is  almost  uncom- 
mon. Yet  this  elementary  condition  for  all  matter  is  the  groundwork 
of  natural  philosophy.  The  laws  of  physics  and  the  facts  of  chem- 
istry are  based  upon  it.     We  are  burdened  as  completely  with  our 
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present  notation  of  measures  and  weights  as  the  Chinese  people  are 
with  their  language,  and  there  are  those  among  us  as  proud  of  having 
surmounted  the  diflSculties  as  the  most  learned  of  mandarins,  with  the 
knowledge  of  a  hundred  thousand  characters ;  and,  like  the  China- 
men, have  found  themselves  nearly  incapable  of  making  their  acquire- 
ment of  use. 

Referring  to  the  original  assumption  that  the  change  is  on  the  eve 
of  accomplishment,  the  briefest  consideration  of  the  eflfect  in  some 
ways  may  not  be  inappropriate.  The  fear  that  great  inconvenience  or 
loss  will  ensue,  is  quite  unfounded.  The  trader  can  be  safely  trusted, 
that  he  will  not  lose  by  the  new  yard-stick  ;  the  coal  dealer  by  the 
new  ton  ;  the  market  gardener  by  the  new  quarter  of  a  peck ;  the 
grocer  by  the  new  pound.  The  loss  of  measuring  sticks  and 
weights  and  measures  is  admitted,  but  the  nation  will  survive  that  rev- 
olution, although  the  writer  of  this  may  mourn  over  the  two-foot 
rule  which  has  been  his  pocket  companion  for  nearly  thirty  years, 
A  people  who  have  ceased  to  think  in  7y"6  to  the  dollar,  and 
who  have  lost  the  "  levy  "  and  "  fippenny-bit  '*  within  twenty  years, 
may  cease  to  think  in  other  incongruities  little  less  absurd.  In  the 
business  of  the  world,  all  our  divisions  are  approximate,  and  exact- 
ness is  not  demanded  or  attained  ;  the  general  purpose  of  measure- 
meht  will  be  answered  by  the  consideration  that  the  meter  is  a  long 
yard,  the  decimeter  a  nail,  or  the  width  of  the  natural  foot  in  place 
of  its  length.  The  liter  is  a  large  quart,  and  weighs  a  kilogram, 
which  is  over  two  pounds.  The  ton  is  the  same  as  ever  (2240  lbs.), 
etc.,  etc.  Even  for  more  accurate  measures,  it  is  not  proper  to  ad- 
mit that  confusion  or  error  will  ensue.  Take,  for  example,  we  have 
here  in  Philadelphia  the  plan  of  the  city  of  squares,  with  50  feet 
wide  streets,  and  400  feet  squares  of  building  ground.  The  awkward- 
ness of  the  new  dimension  of  the  131-236  meters  and  decimal  parts 
may  be  admitted,  when  we  consider  the  present  unit  is  100  feet,  and 
the  number  simply  4  in  English  measure. 

But  unfortunately  no  400  feet  exists.  Even  the  feet  do  not  exist. 
For  the  standard  of  measure  for  Philadelphia  surveyors  is  not  only 
not  United  States  Standard,  but  it  varies  in  different  parts  of  the  city. 
There  are  two  standards  at  least,  one  8J  inches  in  excess  in  400  feet, 
and  the  other,  5  inches  in  460  feet.  While  even  to  these  standards 
the  400  feet  to  a  square,  will  vary  one  to  three  feet.  The  streets  are 
not  straight,  nor  at  right-angles.     And  after  all,  the  lots  are  divided 
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with  so  much  irregularity  that  units  of  greater  than  eighths  of  inches 
could  not  express  them  in  even  numbers.  In  Philadelphia,  as  in  other 
cities  and  lands,  a  sale  or  purchase  of  ground  is  to  existing  boun- 
daries fixed  by  description  with  measurements,  more  or  less. 

The  measure  of  the  mechanic  is  generally  in  feet  and  inches,  but 
the  practical  unit  of  considerable  lengths  is  two  feet ^  with  a  numera- 
tion of  24  inches.     This  awkward  unit  is  discarded  by  all  except  the 
workmen  in  wood  or  metal.     The  favorite  unit  for  small  divisions   of 
the  machinist  is  an  inch.     In  the  mechanic  arts,  perhaps  more  figures 
refer  to  the  inch  length  than  to  any  other.     Yet  it  can  be  averred 
that  very  little  of  workshop  practice  is  in  even  inches,  or  even  exact 
halves,  quarters,  eighths  or  sixteenths  of  inches.     The  commercial 
bars   of  iron — squares,   flat,  or   rounds — have    practical'   limits    of 
accuracy — plates  are  but  nominal.     It  is  well  known,  that  it  is  im- 
possible to  roll  a  sheet  of  iron  to  uniform  thickness.     The  distortion 
of  the  rolls  by  expansion  from  heat  produces  a  convex  lens  when 
rolling  is  commenced,  and  a  concave  one  afterwards.     And  the  thin 
sheets,  those  less  than  \  inch  in  thickness  are  rolled  to  gauges  which 
bear  such  a  wonderful  relation  to  all  measurements  and  to  each  other 
as  to  call  for  as  general  fault-finding  as  they  do  following.     (The 
irregular  reduction  of  the  Burmingham  gauge  have  been  simplified  by 
an    "  American   gauge,"   where   each    successive   plate  is  reduced 
0  890522  times  that  of  the  one  above  it).     With  great  care,  Sir  Jos. 
Whitworth  made  some  standard  gauges  of  inch  cylinders  and  holes, 
with  16th  variation,  and  they  exist  or  have  been  copied  in,  possibly 
at  most,  one  in  ten  of  the  larger  workshops  of  the  world.     But  they 
are  used  as  standards  of  measurements,  not  as  inches,  and  it  is  safe 
to  say  that  the  16th  divisions  are  quite  as  frequently  employed  as  the 
even  numbers.     As  measurements  to  follow,  the  workman's  eyes  fail 
at  the  32d  of  an  inch,  and  he  never  trusts  to  fit  one  part  to  another 
by  comparison  of  measurements.     He  works  to  a  guage  or  to  a  cal- 
liper.    Except  that   a  3-inch  shaft  approximates   towards  3  inches 
in  diameter,  it  might  as  well  be  a  No.  3  shaft.     The  effect  of  chang- 
ing in  the  machine  shop  to  the  metrical  system,  will  not  be  felt  in 
any  sizes  now  in  use,  or  any  gauges  now  made.     The  3-inch  shaft 
will  yet  remain  2  15-16  inches  approximate  diameter,  although  it  may 
be  stated  at  some  future  time  as  "0746  meters,  or  more  accurately 
74*612  millimeters.     When  it  will  be  found  that  a  variation  of  one  in 
the  next  to  the  last  place  of  the  decimals  (2  in  place  of  1)  will  mean 
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JL  part  of  an  inch,  and  the  omission  of  the  last  two  figures  (12)  means 
i  part  of  an  inch.  It  must  be  noticed  that  the  number  of  charac- 
ters to  express  2  15-16  (6  in  all)  does  not  differ  from  the  number 
used  in  the  metrical  system,  74*612  (6  in  .all).  The  excellence  of 
machine  shop  practice  today  lies  in  the  use  of  gauges  to  work  from, 
and  repetition  of  parts.  No  measurement  or  description  could  be 
adequate  to  reproduce  one  of  these  gauges,  nor  would  any  scale  draw- 
ing suflSce  ;  the  curves  and  shapes  of  the  parts  of  a  gun  or  of  a 
sewing  machine,  can  only  be  produced  by  the  machines  used  and  hy 
tfforkiyig  to  gauge  with  those  machines.  The  simpler  gauges  can 
be  measured,  but  they  bear  a  small  ratio  to  those  which  cannot  be  in 
real  work. 

The  proportion  of  machinery  to  affect  a  given  purpose  will  be  un- 
affected by  any  standard  of  length  or  weight  applied  to  the  parts. 

In  all  probability,  the  name  will  remain  long  after  the  inch  measure 
ceases  to  exist.  Thus  in  the  manufacture  of  wrought  iron  tubes  in 
1815  or  '16,  the  effort  was  to  supply  tubes  having  internal  diameters 
1^  inches,  1^  inches,  1  inch,  |  inch,  ^  inch,  etc.,  and  the  tubes  thus 
supplied  were  named  of  these  diameters.  They  were  joined  or 
coupled  by  screws  on  their  outsides,  and  consequently  the  outsides 
required  exactness,  although  the  insides  might  vary  a  little.  Pres- 
ently it  was  found  practicable  to  reduce  the  thickness  of  iron  em- 
ployed, but  the  outside  dimension  was  necessarily  maintained  to 
connect  with  tubes  previously  made,  and  eventually  the  tubes  have 
come  to  be  only  nominally  of  diameters,  while  they  actually  ex- 
ceed nearly  one-half  times  on  some  sizes.  Wrought  iron  tubes  of 
these  nominal  diameters  are  made  and  sold  in  France  and  Germany 
with  as  definite  dimensions  as  though  they  referred  to  Whitworth 
gauges.         ******* 

The  course  of  the  United  States  to  this  time  has  been  much  the 
same  as  set  forth  in  the  fable  of  the  lark  and  her  young  and  the 
farmer  ;  but  there  is  reason  to  suppose  that  presently  the  farmer  may 
commence  on  the  harvest  himself.  The  collection  of  revenue,  both 
foreign  and  domestic,  might  be  readily  made  in  terms  of  the  metrical 
system.  Government  purchase  and  contract ;  our  post-ofBce  weights, 
and  all  similar  transactions,  might  be  enforced  in  the  pursuance  of 
this  end.  When  this  is  done,  we  can  see  a  commencement  of  the 
popular  introduction  of  this  system,  and  after  this,  we  can  begin  to 
estimate  the  resulting  effects  of  the  chamge. 
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The  introduction  of  the  decimal  system  into  our  money  has  but  just 
been  accomplished.  (It  may  be  admitted  in  parenthesis,  that  it  has 
left  us  with  coins  having  no  known  or  relative  value  ;  departures  from 
all  other  coinages,  and  not  interchangeable  with  each  other,  to  say 
nothing  of  the  greenback  and  legal  tender  bank  bills).  Many  of  our 
readers  can  recollect  when  the  trading  of  the  country  was  done  in 
other  denominations  than  dollars  and  cents,  and  some  can  recall 
when  book-keeping  was  done  in  £,  s.  d.  Over  fifty  years  were 
spent  in  introducing  the  system  so  far  that  the  common  purchaser 
ceased  to  estimate  his  values  in  it.  The  final  absorption  of  small  de- 
preciated silver  incident  to  the  postal-currency  issue,  alone  terminated 
the  effort.  In  France,  for  many  years,  the  old  nomenclature  pre- 
vailed, and  the  diverse  provincial  values  were  hardly  disturbed  until 
the  railway  of  1830  broke  down  the  local  fashions. 

The  want  of  general  education  also  precluded  a  rapid  progress  of 
any  change  in  that  country. 

We  may  conclude  the  evil  day  is  yet  far  off,  but  for  all  that,  twenty- 
years  will  have  accomplished  the  task,  and  this  step  in  human  pro- 
gress will  have  been  taken. 

Origin  of  the  word  wane-edged. — Can  any  of  our  readers  give 
the  derivation  and  correct  orthography  of  the  word  wain  or  wane,  as 
used  in  describing  a  want  at  the  corner  of  a  board  or  piece  of  lumber, 
occasioned  by  the  log  from  which  the  piece  was  sawn  being  too  small 
to  square  up  ? 

Two  Hundred  and  Fifty  Tons  of  Brick  Wall  Carried 
Eighteen  Inches  without  Injury. — About  a  month  ago  the 
Society  St.  Vincent  de  Paul  determined  to  build  on  the  vacant  lots 
in  the  rear  of  their  Twenty-third  street  building.  A  survey  of  the 
land  being  made,  it  was  discovered  that  the  wall  of  the  five  story  brick 
livery  stable  adjoining  encroached  eighteen  inches  on  their  property. 
The  owner  was  notified  to  remove  the  wall  to  the  eastward,  and  Weeks 
&  Brothers,  builders,  were  authorized  to  tear  it  down  and  rebuild. 
Mr.  Weeks  did  not  like  to  pull  down  the  wall,  and  proposed  to  move 
it  bodily.  The  plan  was  ratified  by  several  contractors,  while  others 
declared  it  could  not  be  safely  or  successfully  carried  out. 

Nowhere  could  be  found  in  the  history  of  building  or  house-moving 
an  instance  where  a  brick  wall  had  been  detached  from  a  building  and 
moved.     The  wall  was  thirty  years  old,  and  built  of  second-hand 
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brick ;  70  feet  high,  about  the  same  length,  16  inches  wide  at  the 
base,  and  about  12  inches  at  the  top.  Its  weight  was  250  tons.  Ten 
yellow-pine  needles,  12  by  12  inches,  planed  on  the  upper  surface, 
were  let  in  horizontally  under  the  wall,  at  equal  distances,  just  above 
the  foundation,  and  at  right  angles  to  its  face.  The  upper  surface  of 
each  needle  was  profusely  greased,  and  a  smaller  needle  with  its 
planed  surface  down,  inserted  along  each  larger  one.  Spur-braces 
fixed  at  the  foot  in  these  upper  timbers  held  the  wall  plumb.  The 
jack-screws,  working  horizontally,  were  set  at  the  ends  of  the  ten  up- 
per needles.  This  being  done,  an  eighteen-inch  slice  was  taken  off 
vertically  from  the  stable  building  just  inside  the  wall.  At  7  o'clock 
yesterday  morning  a  man  at  each  jack-screw  began  to  work  it,  and 
the  wall  moved,  an  inch  safely.  At  this  time  one  of  the  ten  men  did 
not  work  his  jack  as  fast  as  the  rest.  The  overseers  were  a  little  ner- 
vous at  this,  but  the  wall  carried  the  lazy  needle  along  with  the  rest. 
By  10  o'clock  the  4,900  square  feet  of  wall  were  pushed  up  tight 
against  the  open  side  of  the  stable,  and  the  whole  was  perfectly  plumb 
and  unshaken.  The  men  in  the  stables  pursued  their  usual  avocations 
during  this  performance. — Extracted  from  the  N.  Y.  World,  Aug,  24<A, 
1875. 

The  Paris  Clocks. — M.  Leverrier,  Director  of  the  Paris  Observ- 
atory, has  just  laid  before  the  Prefect  of  the  Seine,  a  proposal  to 
place  all  the  clocks  in  Paris  in  communication  with  the  principal  one 
at  the  establishment  at  the  head  of  which  he  presides.  Galignani 
says: — "  That  piece  of  mechanism,  which  is  constructed  under  con- 
ditions of  almost  infallible  precision,  is  placed  in  the  catacombs,  so 
that  it  may  not  be  subject  to  the  influence  of  the  trepidation  felt  at 
the  surface  of  the  ground,  serves  as  a  regulator  to  all  the  other  clocks 
in  the  Observatory,  and  gives  the  time  for  all  the  astronomical  works 
carried  on  there.  The  perfection  of  its  movement  is  such  that  it 
varies  scarcely  a  fraction  of  a  second  in  a  year.  According  to  the 
system  suggested  by  M.  Leverrier,  a  telegraphic  wire  would  unite  the 
regulator  at  the  Observatory  with  the  clock  at  the  Luxembourg  Pal- 
ace, facing  the  Rue  de  Tournon,  and  which  would  in  its  turn  commu- 
nicate with  the  Bourse,  the  Mairies,  Palace  of  Justice,  churches,  and 
most  of  the  public  buildings.  The  plan  will  shortly  be  submitted  to 
the  Muncipal  Council." — The  Engineer, 
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Centennial  Exhibition. — The  City  of  Philadelphia  by  its  liberal 

appropriation  has  provided  the  meians  for  the  erection  of  the  Horti- 
cultural Hall,  which  is  to  remain  as  one  of  the  permanent  buildings 
of  Fairmount  Park.  It  is  located  on  the  Lansdowne  Terrace,  a  short 
distance  north  of  the  Main  Building  and  Art  Gallery,  and  has  a  com- 
manding view  of  the  Schuylkill  River  and  the  northwestern  portion 
of  the  city. 

The  length  of  the  building  is  383  feet ;  width,  193  feet,  and  height  to 
the  top  of  the  lantern,  72  feet.  The  main  floor  is  occupied  by  the 
central  conservatory,  230  by  80  feet,  and  55  feet  high,  surmounted 
by  a  lantern  170  feet  long,  20  feet  wide,  and  14  feet  high.  Running 
entirely  around  this  conservatory,  at  a  height  of  20  feet  from  the 
floor,  is  a  gallery  5  feet  wide.  On  the  north  and  south  sides  of  this 
principal  room  are  four  forcing  houses  for  the  propagation  of  young 
plants,  each  of  them  100  by  30  feet,  covered  with  curved  roofs  of 
iron  and  glass.  Dividing  the  two  forcing  houses  in  each  of  these 
sides  is  a  vestibule  30  feet  square,  and  at  the  centre  of  the  east  and 
west  ends  are  similar  vestibules,  on  either  side  of  which  are  reception 
rooms. 

The  foundation  walls  are  of  rough  stone,  laid  in  lime  mortar. 
Those  on  the  exterior  are  of  this  material  to  the  ground  line,  from  which 
to  the  level  of  the  conservatory  floor,  they  are  of  pressed  brick,  with 
base  and  copping  courses  of  blue  marble. 

Running  entirely  around  the  conservatory  is  an  inner  wall  of 
blue  marble  and  ornamental  brickwork,  consisting  of  piers,  spaced 
ten  feet  apart,  and  connected  by  arches  at  top.  Between  these  piers 
and  the  glass  walls  of  the  forcing -houses  is  a  corridor  ten  feet  wide. 

This  inner  brick  wall  reaches  to  the  height  of  20  feet,  which  is  the 
level  of  the  galleries,  and  from  these  rise  the  columns  of  the  second 
story. 

The  curved  roof  of  the  forcing-houses  is  formed  of  nine-inch  I 
beams,  bent  to  shape,  and  rising  from  anchor-plates  at  the  floor-level 
of  the  forcing-houses,  are  secured  to  the  corridor  columns,  con- 
tinue across  the  corridors,  rest  upon  and  extend  5  ft.  beyond  the  inner 
wall,  forming  the  floor-beams  of  the  inside  and  outside  galleries. 

The  anchor-plates  at  the  foot  of  these  beams  are  secured  by  tie-rods 
carried  under  the  floor  to  the  anchor-plates  of  the  corridor  columns.  Be- 
tween the  beams  are  cast  iron  bearers,  and  resting  on  these  par- 
allel with  the  main  beams,  are  cast  iron  ribs,  to  receive  the  glass 
of  the  roof. 
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The  principal  columns  are  of  riveted  wrought  iron,  and  in  most 
cases  spaced  ten  feet  between  centres,  and  are  braced  laterally  by  a 
system  of  struts  and  diagonal  ties. 

The  main  roof  covering  all  the  portion  included  within  the  inner 
walls,  and  an  additional  length  of  10  feet  over  galleries  at  the  ends, 
80  by  250  feet  in  all,  is  carried  on  the  tops  of  the  columns  rising 
from  the  top  of  the  inner  walls  at  upper  floor-level,  except  at  the 
ends,  where  the  supporting  columns  rise  directly  from  the  first  floor. 

The  roof  trusses  have  a  span  of  80  feet,  and  are  spaced  20  feet 
between  centres,  except  at  the  middle,  where  an  interval  of  30  feet 
occurs. 

Between  the  roof  trusses  is  a  system  of  lateral  bracing  similar  to 
that  for  the  columns,  and  so  arranged,  that  in  case  of  fire,  the  iron- 
work would  remain  standing  after  all  the  woodwork  was  consumed. 

The  roof  of  the  lantern  is  of  similar  construction  to  the  curved 
roofs  of  the  forcing- houses.  The  sides  are  formed  of  six-inch 
I  beams  rising  vertically,  and  curved  at  the  cornice  line  to  form 
the  roof  ribs.  The  cornices  around  the  exterior  and  interior  of  the 
lantern,  and  the  two  cornices  around  the  exterior  of  the  conservatory 
on  main  roof  are  of  galvanized  iron. 

The  columns  around  the  rooms  at  the  ends  of  the  building  are 
cased  in  with  wood,  and  the  spaces  between  them,  above  and  below 
the  windows,  are  filled  in  with  the  same  material.  All  the  other 
columns,  on  the  first  floor  and  gallery  around  the  conservatory,  are 
cased  in  a  similar  manner. 

One  of  the  principal  entrances  to  the  grounds  is  located  opposite 
the  eastern  front,  and  on  entering  the  building  from  this  direction, 
after  passing  the  vestibule,  the  visitor  reaches  the  general  restaurant 
C,  which  is  80  feet  long  by  30  feet  wide.  At  either  end  of  this  room 
are  located  two  saloons,  40  feet  square,  one,  E,  for  ladies,  and  the 
other,  D,  for  gentlemen. 

The  principal  stairway  is  located  at  the  western  end  of  the  building 
immediately  facing  the  vestibule,  and  on  either  side  are  four  oflSces, 
F,  two  of  them  30  feet  square,  and  the  others  40  feet  square. 

From  the  vestibules  ornamental  stairways  lead  to  the  internal  gal- 
leries of  the  conservatory,  as  well  as  to  the  four  external  galleries, 
each  100  feet  long  and  10  feet  wide,  which  surmount  the  roofs  of  the 
forcing  houses.     These  external  galleries  are  connected  with  a  grand 
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promenade,  having   a  superficial  area  of  1,800  square  yard?  formed 
by  the  roofs  of  the  rooms  on  the  ground  floor. 

The  east  and  west  entrances  are  approached  by  fligh^^'of  blue- 
marble  steps  from  terraces  80  by  20  feet,  in  the  centre  c»^  each  of 
which  stands  an  open  kiosque  20  feet  in  diameter.  The  an^  ;s  of  the 
main  conservatory  are  adorned  with  eight  ornamental  fountains.  The 
corridors  which  connect  the  conservatory  with  the  surrounding  rooms 
open  fine  vistas  in  every  direction. 

In  the  basement,  which  is  of  fire-proof  construction,  are  the  kitchen, 
store-rooms,  coal-houses,  ash-pits  and  heating  arrangements. 

Around  the  building  will  be  placed  other  small  buildings,  graperies, 
etc.,  and  the  surrounding  grounds  will  be  arranged  for  out-door 
planting,  and  every  facility  will  be  provided  for  displaying  all  varie- 
ties of  useful  and  ornamental  trees  and  shrubbery,  as  well  as  fruit 
trees. 

The  work  on  the  Centennial  Buildings  has  progressed  as  follows : 

The  roof  is  on  the  Horticultural  Hall,  a  portion  of  the  floor  is 
laid,  the  joiner-work  is  commenced,  and  the  glazing  is  in  progress. 
The  heating  is  to  be  done  with  hot  water,  and  the  apparatus  is  now 
being  put  in. 

The  grading  is  being  done  for  the  Agricultural  Building,  and  the 
drainage  put  in,  and  the  contractor,  Mr.  Quigley,  will  soon  commence 
the  erection  of  the  superstructure. 

The  fire-proof  floors  of  the  Art  Building  are  being  laid,  and  some 
plastering  done,  and  the  work  of  completing  the  dome  progressing 
very  well. 

On  the  Main  Exhibition  Building,  the  work  of  erecting  the 
transept  has  commenced,  and  the  roofing,  glazing  and  flooring  of 
the  other  portion  is  progressing  f'ivorably. 

The  work  on  the  Machinery  Building  is  being  pushed  forward  as 
usual,  the  western  half  being  nearly  completed,  the  erection  of 
the  transept  well  under  way,  and  the  roof  is  being  placed  on  the 
annex. 

The  walls  of  the  boiler  house  for  the  water-works  of  the  Exhi- 
bition, are  ready  for  the  roof,  the  stack  nearly  finished,  and  on 
the  26th  of  August,  the  stand-pipe  was  raised  and  placed  in  position, 
immediately  north  of  the  Art  Building,  and  on  line  with  the  bridge 
across  Lansdowne  Valley. 
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The  erection  of  the  framing  of  the  United  States  Government 
Building  is  commenced,  and  the  foundations  of  that  for  the  British 
Commission  are  laid.  There  seems  no  reason  why  the  buildings 
should  not  be  ready  for  the  reception  of  goods  at  the  time  proposed, 

K. 

Manipulation  of  Blast  Furnaces.— In  the  August  number  of 
the  Journal,  a  notice  was  inserted  relative  to  the  extraordinary  feat 
of  banking  up  a  furnace  for  two  hundred  and  seventeen  days,  and  its 
successful  recovery  at  the  expiration  of  that  time. 

We  have  now  to  record  the  partial  re-lining  of  a  furnace  without 
blowing  out  or  accident.  From  a  paper  read  before  the  American 
Institute  of  Mining  Engineers,  May,  1875,  by  Mr.  Frank  Firmstone, 
and  published  in  the  Engineering  an'd  Mining  Journal  of  August  21st, 
is  extracted  the  following  : 

At  the  distance  of  5  or  6  feet  below  the  tunnel  head,  on  two  oppo- 
site sides,  the  lining  was  completely  gone  for  a  height  of  about  4 
feet,  below  which  it  increased  gradually  in  thickness,  being  9  inches 
thick  about  3  feet  lower  down.  Elsewhere  at  about  the  same  level, 
the  brick  were  not  entirely  gone,  but  were  in  some  places  only  2  or  8 
inches  thick,  being  still  sufBcient,  however,  to  sustain  the  upper  part, 
where  the  brick  being  above  the  level  of  the  stock,  were  not  at  all 
worn. 

The  furnace  was  blown  down,  so  that  when  we  cast  and  closed  the 
tuyeres,  about  7  A.M.,  on  December  8th,  the  top  of  the  stock  was 
about  24  feet  below  the  filling-plates.  The  walls  were  quite  hot,  and 
a  good  deal  of  gas  was  given  for  several  hours  after  the  tuyeres  were 
closed.  The  hopper  and  bell  were  thrown  into  the  furnace,  and  were 
covered  by  filling  several  charges  of  cold  stock  over  them,  which  at 
once  greatly  cooled  off  the  top  of  the  furnace.  A  wrought  iron  pipe, 
30  inches  in  diameter,  in  five  sections,  each  6  feet  long,  was  then  put 
down,  and  made  to  stand  upright,  as  nearly  as  possible  in  the  centre 
of  the  furnace.  Around  this,  we  filled  a  double  charge  of  coal,  tak- 
ing care  to  keep  it  up  next  the  pipe,  and  let  it  get  thinner  as  it  got 
to  the  walls.  This  was  covered  with  about  2  feet  of  fine  ore,  leaving 
the  first  joint  in  the  pipe  entirely  uncovered.  We  were  now  ready 
to  put  in  our  scaffold  to  get  at  the  brickwork.  The  scaffold  was  10 
feet  in  diameter,  and  was  suspended  from  two  stout  poles  (which 
reached  across  the  top  of  the  furnace,  and  rested  on  two  trestles, 
about  6  feet  high),  by  four  chains  and  four  pair  of  differential  blocks, 
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whereby  it  could  easily  be  raised  and  lowered  as  might  be  required. 
The  frame  of  the  scaffold,  which  had  been  well  painted  and  sanded, 
was  put  together  around  the  pipe  in  the  centre  of  the  furnace,  and 
was  floored  over  with  2  inch  plank,  leaving  a  hole  3  feet  t  inches 
square  in  the  middle.     Four  pieces  of  3x4  scantling,  16  inches  long, 
were  nailed  upright  at  the  four  corners  of  this  opening,  and  by  nail- 
ing sheet  iron  from  post  to  post,  were  formed  into  a  square  chimney 
surrounding  the  pipe.     By  this  arrangement,  most  of  the  gas  was 
drawn  off  through  the  central  pipe,  which  got  pretty  hot  soon  after 
it  was  put  in,  and  at  the  same  time  the  strong  ascending  current,  in 
the  space  between  the  square  chimney  and  the  pipe,  carried  off  any 
gas  which  might  leak  through  the  fine  ore,  and  brought  a  stream  of 
fresh   air  down  past  the  faces  of  the  men  as  they  worked  at  brick- 
laying. 

These  arrangements  were  completed  about  7  P.M.,  when  the  night 
shift  of  bricklayers  came  on. 

We  at  first  tried  to  build  up  the  holes,  intending  to  wedge  up  the 
top  brick,  which  were  still  perfect,  on  the  new  work,  and  then  cut  out 
and  rebuild  the  thin  places,  a  little  at  a  time.  We  soon  found  that 
we  could  not  get  base  enough  for  this,  and  determined  to  take  out  all 
the  old  work,  from  the  top  down,  until  we  had  from  6  inches  to  0 
inches  to  start  on,  and  then  rebuild,  closing  each  course  as  we  went. 

Taking  out  these  bricks  was  the  hardest  part  of  the  job.  They 
were,  many  of  them,  too  hot  to  touch  without  hand  leathers,  and  the 
loam-filling  between  the  front  and  back  lining  made  a  very  thick  dust. 

After  the  top  courses  were  out,  we  had  to  set  props  to  prevent  the 
lower  bricks  from  falling  in  a  mass.  All  the  bricks  were  out  about  4 
A.M.,  on  the  9th,  and  at  6.30  A.M.,  the  day  shift  of  bricklayers 
began  to  rebuild,  finishing  about  10  P.M. 

Cast  iron  angle  plates,  1  inch  thick,  were  built  in  every  joint,  to 
cover  the  brick  and  prevent  rapid  wear  in  the  future. 

When  the  masonry  was  done,  we  lowered  the  scaffold  to  the  bottom, 
knocked  off  the  chimney,  and  took  the  bolts  out  of  the  lower  joint  in 
the  pipe.  After  the  chimney  was  removed,  there  was  a  slight  smell 
of  gas  at  the  bottom,  but  the  time  spent  in  taking  out  the  bolts  was 
so  short,  that  no  one  got  sick  from  it. 

The  scaffold  and  the  upper  part  of  the  pipe  were  then  hoisted  out, 
leaving  the  lower  section  in  the  furnace,  and  the  rest  of  the  night 
was  spent  in  sending  down  the  pipe,  etc.,  and  cloJiring  away  for  put- 
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ting  in  the  new  bell  and  hopper.     This  was  accomplished,  and  the 
blast  put  on  by  3  P.M.,  of  the  10th. 

The  furnace  started  without  trouble,  and  although  she  slipped  and 
worked  irregularly  for  some  weeks,  she  finally  came  to  work  very 
well,  and  the  new  part  of  the  lining  promises  to  lust  indefinitely. 

On  Meta-Brom-ToluoL — Dr.  E.  A.  Grete. — As  a  matter  of  ex- 
ceeding interest  to  some  of  our  readers,  we  extract  the  following 
from  the  "  Ohemical  News,''  July  30th,  1875,  where  it  appears  as  the 
title  of  a  paper  in  Justus  Liebig's  Annalen  der  Chemie,  of  June  25th, 
1875.  We  can  scarcely  express  our  regret  that  the  paper  itself  is 
not  at  our  disposal  for  reproduction  in  its  entirety. — This  paper  treats 
of  the  preparation  of  meta-brom-toluol ;  of  meta-brom-sulphitoluol 
pnd  its  calcium,  strontium,  magnesium,  copper,  lead,  and  potassium 
compounds  ;  and  concludes  that  the  sulphi-acid  produced  by  the  re- 
action of  the  meta-brom-toluol  with  fuming  sulphuric  acid,  and  cor- 
responding to  salicylic  acid,  belongs  to  the  ortho  series,  and  is 
consequently  meta-brom-ortho-sulphi-toluol.  The  author  further 
examines  mono-nitro-meta-brom- toluol,  mono- amido-meta-brom-toluol, 
metabrom-amido-toluol  sulphate,  nitrate,  hydrochlorate,  and  oxalate 
of  meta-brom-toluydin  ;  meta-brom-acettoluydin  ;  dinitro-meta-brom- 
toluol ;  diamido-meta-brom-toluol,  with  its  sulphate,  hydrochlorate, 
nitrate  and  oxalate. 

Toluole  (C.14  Hg)  is  one  of  a  large  number  of  hydro-carbons  derived 
from  coal  oil,  which  have  defined  chemical  composition.  [Benzole 
(Cy  H^)  is  better  known  in  popular  language,  and  is  the  next  combi- 
nation above  it  in  order  of  evaporation.]  These  hydro-carbons  make 
regular  combinations  with  bromine,  chlorine,  etc.,  which  again  become 
radicals  and  are  acted  upon  in  various  ways  and  make  further  combi- 
nation with  other  chemical  substances,  in  endless  permutation.  Meta- 
brom-tuluole  is  composed  of  bromine,  carbon  and  hydrogen  ;  and  this 
remarkable  oollocation  of  words  becomes  intelligible  to  the  professional 
chemist  and  informs  him  how  completely  the  investigation  has  been 
made. 

The  Value  of  a  Dozen. — As  the  derivation  from  the  French 
douzaine  implies,  it  is  generally  presumed  that  a  dozen  implies  twelve 
things,  but  in  the  Staffordshire  potteries,  and  in  the  earthenware  trade 
(queensware  in  Philadelphia,  crockery  in  other  places)  a  dozen  to  this 
day  represents  that  number  of  any  special  article  which  can  be  offered 
at  a  fixed  price.     That  is,  the  price  is  fixed  and  the  number  to  the 
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dozen  varies.  For  instance,  the  pitchers  (which  are  called  "jugs"  in 
the  trade)  are  sold  as  2,  3, 4, 6, 9, 12, 18,  24,  30,  36  pieces  to  each  dozen, 
the  price  for  a  dozen  being  constant.  The  ordinary  pitcher,  holding 
a  quart,  is  a  twelve  or  twelve  to  the  dozen,  while  a  pint  pitcher  is 
twenty-four  to  the  dozen,  and  is  so-called  when  dealing  in  that  size. 
Few  of  the  articles  of  the  trade  are  sold  in  dozens  of  twelve,  plates 
being  almost  the  only  ones,  and  some  of  them  are  sold  at  sixty  to  the 
dozen.  Beside  these  curiosities  in  figures,  the  potters  have  peculiar 
names,  mufBns,  twiflers,  etc.,  that  make  up  a  trade  language  of  itself. 
The  quantities  for  dozens  are,  we  think,  yet  preserved  in  the  whole- 
sale, or  package  trade. 

The  Annual  Consumption  of  Iron  per  Inhabitant  in  the 
United  States. — We  are  favored  by  an  article  compiled  by  Mr.  J. 
M.  Swank,  Secretary  American  Iron  and  Steel  Association,  from 
which  it  appears  that  in  1870,  the  consumption  per  capita  was  171 
pounds. 

This  result  was  reached  from  the  returns  of  the  United  States 
census.  Mr.  Swank  has  endeavored  to  deduce  from  the  data  in  his 
possession,  the  consumption  in  the  United  States  in  1872,  and  he 
estimates  the  quantity  for  that  year  to  be  223  pounds  per  inhabitant. 
Mr.  Swank  further  deduces  from  English  statistics,  that  the  quantity 
of  iron  per  inhabitant  of  the  United  Kingdom,  was  220  pounds  for 
the  same  year,  1872. 

Contrasting  the  above  quantities  with  those  given  in  the  report  of 
the  Hon.  Abram  S.  Hewitt,  U.  S.  Commissioner  to  the  Paris  Expo- 
sition, of  1867,  namely :  189  pounds  in  England ;  100  pounds  in 
America  ;  69 J  pounds  in  France,  we  have  a  basis  of  estimate  of  the 
magnitude  and  growth  of  the  manufacture  of  iron. 

The  estimates  are  as  follows,  in  tons  of  2000  pounds  : 

Gross  production  of  Iron  and  Steel  in  the  U.  S.  in  1872,  4,829,308 
Deduct  Exported  Iron  and  Steel,  306,680 

Total  consumption,  4,522,623 

To  40,000,000  of  inhabitants. 
Gross  production  of  Iron  and  Steel  (in  tons  of  2240 

pounds)  in  the  United  Kingdom,  in  1872,  6,741,929 

Deduct  Exportation,  Manufactured  or  otherwise,  3,603,537 


Total  consumption,  3,138,392 

To  31,800,000  of  inhabitants. 
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ON  THE  STRENGTH  OF  PULLEY-ARMS. 

The  correct  method  of  proportioning  the  arms  of  pulleys,  wheels, 
etc.,  when  the  arms,  rim,  and  hub  are  all  cast  in  one  piece,  or  when 
they  are  all  so  firmly  fastened  together  as  to  be  equivalent  to  being 
made  in  one  piece,  is  from  the  following  facts  evidently  not  under- 
stood by  writers  on  mechanics.  Rankine,  in  his  "  Mills  and  Mill- 
work,"  page  555,  gives  formulae  for  calculating  the  dimensions  of 
pulley-arms,  and  remarks  in  regard  to  the  above  case,  that  "  the 
greatest  bending  moment  is  exerted  on  each  arm  at  two  points,  close 
to  the  rim  and  close  to  the  boss  respectively,"  and  shows,  by  his 
formula,  that  the  arms  should  have  the  same  strength  at  each  of  these 
points.  Other  eminent  writers  declare  that  the  case  is  the  same  as 
the  one,  common  in  machinery,  of  a  beam  built  in  at  one  end,  and 
loaded  at  the  other /r««  endy  and  the  shape  usually  given  to  pulley- 
arms  seems  to  show  that  this  is  the  common  belief,  since  they  are 
almost  invariably  made  strongest  near  the  hub  or  boss,  and  weakest  • 
near  the  rirai. 

On  account  of  this  contradiction  of  authorities,  and  believing  that 
neither  of  the  above  was  the  true  theory,  the  writer  was  led  to  solve 
the  problem  for  himself,  and  the  main  steps  of  the  solution  with  its- 
result  are  here  reproduced. 

First  in  order  to  discuss  the  stresses  acting  on  the  different  parts 
of  a  loaded  beam,  we  must  determine  the  shape  assumed  by  the  elas- 
tic  eurvey  being  the  axis  of  the  beam  when  slightly  bent  by  the  forces 
acting  on  it.  We  will  therefore  start  with  the  general  formula  for 
the  elastic  curve  of  prismatic  beams,  acted  upon  by  vertical  forces. . 

(1)  ^^S=^f-* 

in  which  W  is  the  amount  of  inertia  of  the  section  of  the  beam,  E 
the  coefficient  of  elasticity,  and  M  the  resultant  moment  of  all  forces 

*  See  Weisbach's  Mechanics,  Part  I,  f  228. 
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acting  on  the  section  at  that  point  of  the  elastic  curve  whose  co-or- 
dinates are  x  and  y.  The  axis  of  X  coincides  with  the  axis  of  the 
beam  when  not  loaded,  the  beam  being  straight  in  that  condition,  and 
the  origin  of  co-ordinates  is  at  the  point  of  support.  Suppose  the 
beam  discussed  to  be  built  in  at  one  end,  and  acted  upon  by  two  forces, 
Pj  and  Pj,  at  distances  /,  and  l^  from  the  point  of  support ;  then  M 
would  be  equal  to  Pi(/i  —  x)  -{-  VJJ^  —  x\  and  after  substituting  this 
value,  the  two  integrations  of  formula  (1)  give  the  following  formulae: 

^^^  dx~  2WE 

^  ^  ^  6WE 

in  which  a  is  the  angle  of  the  curve  at  the  point  ary,  with  the  axis  of 

X.  These  formulae  apply  to  all  cases  which  fulfill    ^ry        f,^  /. 

the  above  conditions,  and  it  will  be  seen  from  Fig. 

1  that  pulley-arms  fulfill  those  conditions,  for 

the  reason  that  they  may  be  considered  as  built     ^^ 

in  at  the  hub  or  boss,  A,  and  acted  upon  at  the  rim  by  the  forces  P, 

and  Pj      Pj  acts  in  an  opposite  direction  to  P2,  and  is  just  sufficient 

to  maintain  the  arm  in  a  radial   direction  at  the  point  B,  or  where 

the  arm  meets  the  rim.     Call  the  co-ordinates  of  this  point  /g  ^^^  ffzy 

and  the  angle  a^^  and  we  have  the  following  relation : 

(4)  tana,  =  ^^ 

r  being  the  radius  of  the  hub.  Referring  equations  (2)  and  (3)  to  the 
point  B,  by  substituting  l^  for  x  and  then  substituting  the  values  of 
tan  Og  ^^'1  ^2*  ^'^^s  found  in  equation  (4)  and  reducing,  we  have 

(5)  P.  =  -P.  Uh+Sr) 


Substituting  this  value  of  Pi  in  the  above  value  of  the  moment  M, 
and  then  putting  M=  0,  and  solving  for  a?,  in  order  to  find  what  point 
of  the  arm  is  acted  upon  by  no  bending  moment,  we  find 

Suppose  r  to  be  any  multiple  of  ^21  ^s  w/g,  then  if  we  substitute  this 
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value  of  r  in  equation  (6),  we  find 

(7)  .,  =  1^+^.7, 

and  if  we  put 

771  =  CO  ,     we  find  .  .  .  r(,  =  ^  /o- 

7W  =  1,  "  .  .  •  ^0=    I    h'  ' 

m  =  1-2,  *'  •  .  .  ^0=  u  h: 

»n  =  1.4,  «  ...  ^o=;i^2. 

771=1-10,  «  ...  ^o=^h' 

m  =  0,  "  ...  x,=  ll,. 

We  see  from  this  that  as  m,  and  therefore  r,  decreases,  x^  rapidly 
approaches  the  value  2-3  l^,  and  in  the  ordinary  cases  in  practice  m  is 
so  small  that  it  may  be  neglected  without  appreciable  error.  We  find 
therefore  that  the  point  of  the  arm  which  is  acted  upon  by  no  bending 
force  is  two-thirds  the  length  of  the  arm  from  the  rv-  ^  ^ 
hub.  Fig.  2  represents  an  arm  constructed  on  this  i 
principle.  The  force  transmitted  by  the  pulley  tends 
to  shear  the  arm  at  the  point  C,  while  one-third 
of  the  force  tends  to  break  the  arm  at  the  rim,  and  two-thirds  to  break 
it  at  the  hub.  The  arm  should  therefore  be  twice  as  strong  at  the 
hub  as  at  the  rim.  It  should  be,  moreover,  stronger  at  the  hub  than 
Rankine's  formula  requires,  in  the  ratio  of  J  to  J,  but  may  be  weaker 
than  the  ordinary  method  requires  in  the  ratio  of  |  to  1. 

This  result  also  shows  the  best  place  to  connect  the  arms  when  the 
hub  and  rim  are  made  separately,  for  if  two-thirds  of  the  arm  is  cast 
with  the  hub,  and  one-third  with  the  rim,  the  joint  need  not  be  made 
stiff,  for  even  if  it  is  a  hinge  joint,  the  arm  will  not  be  weakened. 

We  have  found,  in  the  table  under  equation  (7),  that  if  m  ==  oo, 
the  point  x^  comes  in  the  middle  of  the  arm,  and  the  bending  moment 
at  the  rim  and  hub  would  therefore  be  the  same  in  this  case,  and  the 
arm  would  receive  the  same  proportions  from  our  formulae  as  from 
Rankine's.  But  in  putting  w  =  oo,  we  assume  that  the  hub  is  in- 
finitely large  compared  with  the  length  of  the  arm,  which  is  equiva- 
lent to  supposing  it  a  beam  fixed  between  two  parallel  walls,  which 
tend   to   slide   past   each   other,    as   in   Fig.    3.    <  .  .,       | 

Rankine  has  therefore  supposed  that  pulley-arms      j  "         I 

are  acted  upon  in  the  same  way  as  the  beam  of    /  |j  [^ 

Fig.  3,  the  error  of  which  is  discovered  above. 
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Another  interesting  fact  shown  by  the  table  under  formula  (7)  is, 
that  while  the  radius  of  the  hub  as  compared  with  the  arm  diminishes 
from  infinity  to  zero,  the  point  of  no  moment  moves  from  the  middle 
of  the  arm  to  a  point  at  a  distance  from  the  rim,  of  one-third  the 
length  of  the  arm,  and  is  in  no  case  outside  of  these  two  points. 

A.  K.  Mansfield,  M.E. 
Cordova^  Argentine  Republic^  S.  -4..,  July  5,  1875, 

[This  discussion  of  the  strength  of  pulley-arms  is  a  very  valuable 
addition  to  the  application  of  mathematical  study  in  mechanical  con- 
struction. It  must  not  be  overlooked,  however,  in  the  consideration  of 
the  strength  of  the  arm  of  any  fly-wheel  or  pulley,  that  not  only  the 
strains  resulting  from  work  or  changes  of  speed  will  enter,  but  also 
any  strains  existing  in  the  metal  of  the  arm  itself  must  be  allowed 
for.  It  is  necessary  that  the  thickness  of  metal  in  the  arm  should 
bear  such  relation  to  the  masses  or  thickness  of  the  hub  or  rim,  as 
will  allow  nearly  uniform  cooling  of  all  the  parts.  The  founder  can, 
by  judicious  uncovering  of  disproportioned  rims,  hubs,  or  arms,  meas- 
urably overcome  the  irregularities  of  cooling  and  consequent  shrink- 
age ;  but  a  pulley,  or  more  especially  a  fly-wheel  with  arms  abundantly 
strong  by  calculation  for  all  possible  working  service,  can,  with  diflB- 
culty,  be  got  out  of  the  sand  without  hot  or  cold  cracks  in  arms  or 
hub.  And  if  an  apparently  sound  casting  is  had,  there  will  exist  in 
the  arms  strains  of  shrinkage  which  will  seriously  impair  its  strength. 

These  strains  are  frequently  so  great  that  pulleys  may,  and  do  fail 
or  break  upon,  and  sometimes  after  service,  and  even,  at  times,  fly 
unexpectedly  in  the  workshop.  The  greatest  variation  of  conditions 
are  these  two  cases :  one  of  a  fly-wheel  where  the  weight  is  required 
in  the  rim,  and  the  other  of  a  pulley  where  any  thickness  of  rim  which 
can  be  cast  is  superabundant  to  carry  the  adhesion  of  a  belt.  It  may 
be  said  roughly  that  in  the  case  of  the  fly-wheel,  an  oval  arm  whose 
thickness  shall  not  be  less  than  one-third  that  of  the  least  dimension 
of  the  rim,  and  whose  sectional  area  at  the  point  of  junction  shall  not 
be  less  than  one-fourth  that  of  the  rim ;  and  in  the  case  of  the  pulley, 
an  arm  whose  thickness  shall  not  be  greater  than  twice  that  of  the 
rim,  and  whose  sectional  area  shall  not  be  greater  than  one-third  the  rim, 
will  suffice.  That  with  these  proportions  of  arms,  and  with  hubs  to 
correspond,  the  care  of  the  founder  can  insure  castings  measurably 
free  from  strains.  A  full  discussion  and  scale  resulting  from  it,  of 
the  proportions  of  arms  of  pulleys  with  straight  arms  and  solid  hubs, 
embracing  all  the  conditions  of  light  pulley  and  heavy  balance  or 
gear  wheel,  from  the  founder's  point  of  view,  would  supplement  this 
note  of  Mr.  Mansfield  very  satisfactorily.] — Ed.  Jour. 
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EXPERIMENT8.MADE  AT  THE  MARE  I8UND  NAVY-YARD,  CALIFORNIA,  WITH 

DIFFERENT  SCREWS  APPLIED  TO  THE  UNITED  STATES  STEAM 

LAUNCH  NO.  4,  TO  ASCERTAIN  THEIR  RELATIVE 

PROPELLING  EFFICIENCY. 


By  Chief  Engineer  B.  F.  Isherwood,  U.  S.  N. 


[Continued  ftrom  Vol.  Ixx,  page  116.] 

Experiments  made  to  ascertain  the  dt/namometrical  resistances  to  drag- 
ging y  of  the  experimental  screws  A^  B^  C,  i>,  E,  jP,  and  J?,  of  the 
United  States  steam-launch  No.  4,  when  it  was  towed  by  the  United 
States  screw-steamer  Monterey^  with  its  screws  disconnected  from  its 
engines^  and  revolving  freely  by  the  pressure  if  the  water  on  the  for- 
ward side  of  their  blades,  and  held  stationary  in  different  positions. 

The  following  experiments  are  the  only  ones  of  their  kind  of  irhich 
the  writer  has  knowledge.  They  supply,  in  part,  a  great  desideratum 
in  marine  steam-engineering,  and  show  the  loss  of  speed  sustained  by 
a  steamship  when  under  sail  alone,  consequent  on  the  dragging  of  its 
screw  through  the  water  in  different  stationary  positions,  and  when 
revolving  freely  by  the  pressure  of  the  water  on  the  forward  surface 
of  their  blades.  They  also  show  the  comparative  resistance  of  screws 
of  different  kinds,  with  different  proportions  and  number  of  blades, 
under  the  above  conditions. 

The  screws  employed  in  these  experiments  were  screws  A,  B,  C, 
D,  E,  F,  and  H,  of  the  United  States  steam-launch  No.  4,  embracing 
all,  with  exception  of  screw  G,  that  were  used  in  the  experiments 
made  with  that  launch  and  detailed  in  the  immediately  preceding  re- 
port. 

During  the  experiments  about  to  be  described,  the  launch  was  at  a 
less  draught  of  water  than  during  those  referred  to,  and  had  the  fol- 
lowing dimensions  and  proportions  in  the  water : 
Length,  in  feet,  on  load  water-line,  from  forward 

edge  of  rabbet  of  stem  to  after  side  of  stern-post,  .  54  40 

Extreme  breadth,  in  feet,  on  load  water-line,  .  11-88 

[forward  2-160 
Depth,  in  feet,  of  hull  from  load  water-line  to  lower  <  mean      2-891 

edge  of  rabbet  of  keel,        .         •  .         .  (aft  3  622 


Digitized  by  VjOOQ  IC 


166 


Civil  and  Mechanical  Engineering. 


Table  No.  9,  containing  the  data  and  resuUt  of  an  experiment  made  with  the  machinery  of 
the  United  States  tteam^Uunch  No,  4,  with  tcrew  G,  to  ateertain  the  evaporative  effi- 
ciency of  the  boiler  with  anthracite,  and  the  cott  of  the  indicated  and  dynamometrieal 
horee  power  in  pounds^  weight  of  steam  and  of  fuel  consumed  per  hour.  {During  this 
experiment,  the  vessel  was  secured  to  the  wharf  of  the  Mare  Island  navy-yard,  Califor- 
nia, with  the  stem  raised  six  inches  and  held  suspended  by  a  floating  crane,) 


Date  of  oommenciDg  the  experiment 9.23  a.  m.,  March  aoth,  18T0. 

TE88KL. 

C  fonrard  . 

Vessel's  draught  of  water,  in  feet  and  inches <  moan.. .. 

(aft 

TOTAL  QVAHTITIX8. 

Duration  of  the  experiment,  in  conBecntive  hoars  and  minutes 

Number  of  double  strokes  of  engines'  pistons,  and  of  revolutions  of  the 

screw 

Number  of  pounds  of  anthracite  consumed 

Number  of  pounds  of  refuse  from  the  anthracite  in  ash,  clinker,  etc 

Number  of  pounds  of  combustible  consumed 

Per  centum  of  the  anthracite  in  refuse  of  ash,  clinker,  etc 

Cubic  feet  of  feed-water  pumped  into  the  boiler  from  the  tank 

Pounds  of  feed-water  pumped  Into  the  boiler  fVom  the  tank 

RATE  OF  COMBUSTIOir. 

Pounds  of  anthracite  consumed  per  hour 

Pounds  of  combustible  consumed  per  hour 

Pounds  of  anthracite  consumed  per  hour,  per  square  foot  of  grate  surface. 

Pounds  of  combustible  consumed  per  hour,  per  square  foot  of  grate  surface. 

Pounds  of  combustible  consumed  per  hour,  per  square  foot  of  heating 

surface 

TBBTPEBATUBXS. 

Temperature,  In  degrees  Fahrenheit,  of  the  external  atmosphere 

Temperature,  in  degrees  Fahrenheit,  of  the  engine  and  boiler  room 

Temperature,  in  degrees  Fahrenheit,  of  the  bay  water 

Temperature,  in  degrees  Fahrenheit,  of  the  feed-water  in  the  tank 

Temperature,  fn  degrees  Fahrenheit,  of  the  feed-water  entering  the  boiler. 

ENOINKS. 

Number  of  double  strokes  made  per  minute  by  the  engines'  piston^ 

Steam -pressure  in  boilers  In  pounds  per  square  inch  above  the  atmosphere. 

Position  of  the  throttle-valve 

Fraction  of  the  stroke  of  the  piston  completed  when  the  steam  was  cut  off. 

Thrust  of  the  screw  in  pounds,  per  dynamometer 

Height  of  the  barometer  in  inches  of  mercury 

STEAM  PRBSSUBBS  IV  CTLIVDERS,   PER  IHDICATOR. 

In  pounds  per  square  inch  above  zero  at  commencement  of  stroke  of  pis- 
tons  

In  pounds  per  square  inch  above  zero  at  point  of  cutting  off  the  steam... . 

Id  pounds  per  square  inch  above  zero  at  end  of  stroke  of  pistons 

In  pounds  per  square  inch  above  zero  against  the  pistons  during  their 
stroke 

Mean  gross  etfeetlve  pressure  on  pistons,  in  pounds  per  square  inch 

Mean  total  pressure  on  pistons,  in  pounds  per  square  inch 

Mean  net  pressure  on  pistons,  in  pounds  per  square  inch 


3    7 

3nH 


9-18 


65,844- 
1,»10- 
310- 
l,flOO- 
ie-23 
220-212 
13,728-439 


205-378 
172043 

24-665  . 

20-653 


0-927 


61- 


60- 
68- 
125- 


118- 

92- 

wide  open. 

0-858 

858.55 

29-38 


104*2 
98-7 
81-2 

211 

80-9 

102*0 

78-9 
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POWBB. 

Absolute : 

Qross  effective  iDilIcated  horae-powers  developed  by  the  engines 

Total  horse-powers  developed  by  the  engines 

Net  horse-powers  developed  by  the  engines 

Dynamometrical  horse-powers  developed  by  the  engines 

Economic : 

Poands  of  anthracite  consumed  per  hour,  per  gross  effective  Indicated 
horse-power 

Pounds  or  anthracite  consumed  per  hour,  per  total  horse-power 

Pounds  of  anthracite  consumed  per  hour,  per  net  horse-power 

Pounds  of  anthracite  consumed  per  hour,  per  dynamometrical  horse- 
power  

Pounds  of  combustible  consumed  per  hour,  per  gross  effective  Indicated 
horse  power 

Pounds  of  combustible  consumed  per  hour,  per  total  horse-power 

Pounds  of  combustible  consumed  per  hour,  per  net  horse-power 

Pounds  of  combustible  consumed  per  hour,  per  dynamometrical  horse- 
power  

Pounds  of  feed-water  consumed  per  hour,  per  gross  effective  horse- 
power  

Pounds  of  feed-water  consumed  per  hour,  per  total  horse-power 

Pounds  of  feed-water  consumed  per  hour,  per  net  horse-power 

Pounds  of  feed-water  consumed  per  hour,  per  dynamometrical  horse- 
power  

VAPORIZATION. 

Total : 

Total  number  of  pounds  of  water  that  would  have  been  vaporized  in 
the  boiler,  had  it  been  supplied  at  the  temperature  of  100  degrees 
Fahrenheit,  and  vaporized  under  the  atmospheric  pressure  of  29-»2 
inches  of  mercury 

Total  number  of  pounds  of  water  that  would  have  been  vaporized  In 
the  boiler,  had  it  been  supplied  at  the  temperature  of  212  degrees 
Fahrenheit,  and  vaporized  under  the  atmospheric  pressure  of  2902 

Inches  of  mercury 

Economic : 

Pounds  of  water  vaporized  from  100°  Fahrenheit  by  one  pound  of  an- 
thracite   

Pounds  of  water  vaporized  from  100°  Fahrenheit  by  one  pound  of  com- 
bustible  

Pounds  of  water  vaporized  from  212°  Fahrenheit  by  one  pound  of  an- 
t  h  racite 

Pounds  of  water  vaporized  from  212°  Fahrenheit  by  one  pound  of  com- 
bustible  

CONDEMBATION. 

Pounds  of  steam  discharged  from  the  cylinders  into  the  atmosphere,  cal- 
culated from  the  pressure  of  the  steam  at  the  end  of  the  stroke  of  the 
pistons 

Pounds  of  steam  condensed  in  the  boiler  and  cylinders  to  furnish  the  heat 
transmuted  Into  the  total  power  developed  by  the  engines,  according  to 
Joule's  equivalent 

Sum  of  the  above  two  quantities 

Per  centum  of  the  steam  evaporated  In  the  boiler,  condensed  In  the  boiler 
and  cylinders  to  furnish  the  heat  transmuted  into  the  total  power  devel- 
oped by  the  engines 

Per  centum  of  the  steam  evaporated  in  the  boiler  not  accounted  for  by  the 
indicator 

Difference,  due  to  all  causes,  between  the  weight  of  feed-water  pumped 
into  the  boiler,  according  to  the  tank,  and  the  weight  of  steam  discharged 
from  the  cylinders  Into  the  atmosphere  at  the  end  of  the  stroke  of  the 
pistons,  per  Indicator,  expressed  in  per  centum  of  the  feed-water 


27-221 
34*320 
20-&48 
23-025 


7-646 
5-084 
7-788 

8020 

6-320 
6-014 
6-480 

7-472 

64-229 
43-012 
65-604 

84-112 


13,876-906 

16,499-265 

7-266 
8-673 
8-116 
9-687 

8,462-000 

930-996 
9,382-786 

6-78 
31-66 

88-43 
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{forward  2*66 
mean  3-62 
aft  4-68 

Area,   in   square   feet,    of  the   greatest  immersed 

transverse  section, •  •  21*83 

Area,  in  square  feet,  of  the  immersed  external  sur- 
face of  the  hull  proper,  exclusive  of  keel  and  rud- 
der,       571- 

Area,  in  square  feet,  of  the  immersed  external  sur- 
face of  the  hull,  inclusive  of  keel  (100*8  square 
feet)  and  rudder  (13*2  square  feet,)         .         .  .  685- 

Displacement,  (cubic  feet),         •         •         .         •  .  693-117 

Displacement,  (tons), 19*842 

Ratio  of  the  area  of  the  greatest  immersed  trans- 
verse section  to  the  area  of  its  circumscribing 

parallelogram, .    0-6356 

Ratio  of  the  displacement  to  its  circumscribing  par- 

allelopipedon, 0-3710 

The  remaining  dimensions  of  the  launch  can  be  obtained  from  the 
immediately  preceding  report.  Its  hull,  during  the  experiments 
about  to  be  described,  had  0-265  foot  draught  of  water  less  than 
during  the  experiments  on  the  propelling  efficiency  of  the  screws, 
with,  of  course,  a  corresponding  decrease  in  the  area* of  the  greatest 
immersed  transverse  section,  in  the  area  of  the  immersed  external 
surface,  and  in  the  displacement.  The  greatest  immersed  transverse 
section  and  the  immersed  solid  of  the  hull  were  also  sharper  than  with 
the  greater  draught  of  water.  The  resistance  of  the  hull  must,  there- 
fore, have  been  less.     It  was  in  factf =  j  10 J     per 

centum  less  at  the  speed  of  seven  geographical  miles  per  hour,  as 
measured  by  the  dynamometer. 

MANNER  OF  MAKING  THE  EXPERIMENTS. 

The  screw-steamer  Monterey,  by  which  the  steam-launch  No.  4 
was  towed,  is  a  small  tug  attached  to  the  Mare-Island  navy-yard. 
On  the  deck  of  this  vessel,  at  the  stern,  the  bed-plate  of  a  very  sen- 
sitive dynamometer  was  bolted,  consisting  of  a  single  horizontal  lever, 
one  end  of  which  bore  against  a  vertical  steel  knife-edge,  by  means  of 
a  steel  bush,  the  knife-edge  being  firmly  secured  to  the  bed-plate. 
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The  other  end  was  articulated  to  a  spiral  spriDg,  the  opposite  extrem- 
ity of  which,  in  its  turn,  was  also  articalated  to  the  bed-plate.  At 
one-tenth  of  the  distance  between  the  points  at  which  the  lever  was 
secured  to  the  bed-plate,  measured  from  the  end  opposite  that  to  which 
the  spring  was  attached,  was  a  vertical  steel  knife-edge  bearing 
against  a  steel  bush.  To  the  extremities  of  this  knife-edge  a  small 
steel  loop  U-shaped,  was  articulated,  and  to  this  loop  the  tow-line 
from  the  steam-launch  was  fastened.  The  leverage  of  the  spring 
against  the  tow-line  was  exactly  ten  to  one.  The  weight  of  the  lever 
was  supported  on  delicate  brass  friction-rollers,  polished,  and  mov- 
ing on  polished  brass  ways.  Great  precaution  was  thus  used  to  make 
the  friction  of  the  dynamometer  as  little  as  possible,  and  it  was  re- 
duced to  the  extent  that  one-fourth  of  a  pound  tension  on  the  spring 
was  sufficient  to  give  movement  to  the  unloaded  instrument. 

A  scale,  graduated  to  pounds  by  careful  trial  for  its  whole  lengthy 
was  attached  to  the  base-plate  of  the  spring,  and  the  opposite  end  of 
the  spring  carried  a  pencil,  which  traced  on  a  moving  sheet  of  paper 
the  curve  of  tensions  described  by  the  combined  movement  of  the 
pencil  and  paper,  and  measured  by  the  scale.  The  paper  was 
wound  around  a  light  polished  brass  cylinder  of  eight  inches  diame- 
ter, the  steel  axle  of  which,  at  each  end,  was  supported  in  brass  bear- 
ings secured  to  the  bed-plate  of  the  dynamometer.  This  cylinder  re- 
ceived a  rotary  movement  from  the  screw-shaft  of  the  vessel  by  means 
of  two  shafts  at  right  angles  to  each  other,  the  first  being  horizontal 
and  lying  just  above  the  deck,  the  second  being  vertical  and  connect- 
ing the  first,  by  my  means  of  mitre-gearing,  with  the  screw-shaft. 
The  vertical  shaft  received  its  movement  from  the  screw-shaft  by 
means  of  an  endless  worm  and  wheel,  and  the  cylinder  received  its 
movement  from  the  horizontal  shaft  by  similar  mechanism.  The 
dynamometer-diagram,  thus  traced,  was  sufficiently  long  for  a  single 
run  of  the  vessel,  so  that  it  was  continuous  from  one  end  of  the  base 
to  the  other. 

The  base  used  was  the  one  employed  in  the  previous  experiments 
on  the  propelling  efficiencies  of  the  screws  of  steam-launch  No.  4 
already  referred  to.  It  was  a  straight  line  8,950  feet  long,  in  smooth 
water,  and  under  the  lee  of  the  high  ground  of  Mare  Island. 

The  tow-line  was  a  small  cord,  just  strong  enough  to  sustain  the 
maximum  tension  without  breaking,  and  170  feet  in  length  between 
the  vessels.     It  was  attached,  by  means  of  a  bridle,  to  the  bows  of 
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the  launch  about  18  inches  above  the  deck,  so  that  the  toeing  strain 
was  exactly  in  the  vertical  plane  of  the  keel.  The  screw  of  the  Mon- 
terey had  but  a  very  small  slip  when  towing  the  launch,  so  that  any 
water  thus  thrown  backward  lost  its  movement  within  a  very  short 
distance  and  exercised  no  effect  upon  the  following  launch.  The 
strain  on  the  dynamometer  exerted  by  the  tow-line  alone,  at  different 
angles  of  inclination  from  the  vertical,  was  experimentally  ascertained 
and  deducted  from  the  strain  on  the  dynamometer  when  towing  the 
launch  with  the  same  angle  of  inclination  of^the  tow-line. 

Throughout  these  experiments  both  vessels  remained  at  exactly 
the  same  draught  of  water,  and  during  each  trial  the  steam-pressure 
in  the  Monterey's  boiler,  the  position  of  the  throttle-valve  of  its  en- 
gine, and  all  other  conditions,  were  maintained  as  nearly  constant  as 
possible. 

The  speed  of  the  launch  was  ascertained  both  by  the  shore- marks 
and  by  the  Berthon  tube,  in  the  same  manner  as  described  by  the 
preceding  experiments  on  the  propelling  eflSciency  of  the  screws. 
The  number  of  revolutions  made  by  the  screw,  when  revolving  freely 
by  the  pressure  of  the  water  on  the  forward  surface  of  their  blades, 
was  ascertained  by  a  counter,  in  the  manner  described  for  the  exper- 
iments already  referred  to.  The  same  persons  were  employed  in 
both  sets  of  experiments,  and  were  perfectly  expert  in  making  them. 
Nothing  that  could  conduce  to  extreme  accuracy  was  omitted.  Dur- 
ing these  trials,  the  screw-shaft  was  disconnected  from  the  crank-shaft 
of  the  launch's  engines,  so  that  in  revolving  it  had  only  the  friction 
of  its  journals  and  collars  to  overcome.  Its  stuffing-box,  at  the  in- 
board end  of  the  dead-wood,  was  packed  barely  sufficiently  tight  to 
prevent  water-leakage. 

The  mean  tension  on  the  tow-line  was  obtained  by  dividing  the 
straight  base  of  each  dynamometer-diagram  into  abscissae  of  half  an 
inch  length,  and  erecting  therefrom  ordinates  at  right  angles  to  the 
base,  and  cutting  the  curve  of  tensions.  The  mean  length  of  these 
ordinates,  measured  by  the  scale  of  the  spring,  and  multiplied  by  the 
leverage  of  the  latter,  gives  the  mean  tension  on  the  tow-line.  The 
base-line  of  the  diagram  is  described  by  revolving  the  cylinder  with- 
out tension  on  the  spring. 

Each  trial  consisted  of  six  runs  over  the  base,  three  in  each  direc- 
tion, and  were  made  with  the  screws  in  the  following  positions, 
namely : 
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First.  With  screw  A,  11  inches  long  in  the  direction  of  the  axis, 
two-bladed,  and  of  5136  feet  pitch,  six  runs  were  made  with  the 
blades  in  a  vertical  position  immediately  behind  the  stern-post  of  the 
vessel,  the  latter  having  the  speed  of  seven  geographical  miles  per 
hour,  as  nearly  as  could  be  obtained.  Then  six  runs  were  made 
with  the  blades  at  right  angles  to  their  former  position — that  is  hor- 
izontally or  square  across  the  vessel — it  as  nearly  the  speed  of  seven 
geographical  miles  per  hour  as  could  be  obtained.  Finally,  the  screw 
being  allowed  to  freely  revolve,  six  runs  were  made  at  the  speed  of 
seven  geographical  miles  per  hour,  as  nearly  as  could  be  obtained  ; 
after  which  six  runs  were  made  at  each  of  the  speeds  of  6  J,  6,  and  6  J, 
geographical  miles  per  hour,  as  nearly  as  could  be  obtained. 

Second.  With  screw  B,  which  was  exactly  the  same  as  screw  A, 
except  that  its  length  was  8|  inches  in  the  direction  of  the  axis  in- 
stead of  11  inches,  precisely  the  same  set  of  trials  was  made  as  with 
screw  A. 

Tttird.  With  screw  C,  which  was  exactly  the  same  as  screw  A, 
except  that  its  length  was  5^  inches  in  the  direction  of  the  axis,  pre- 
cisely the  same  set  of  trials  was  made  as  with  screw  A. 

Fourth.  With  screw  D,  which  was  exactly  the  same  as  screw  A, 
except  that  its  length  was  3^  inches  in  the  direction  of  the  axis,  pre- 
cisely the  same  set  of  trials  was  made  as  with  screw  A. 

Fifth.  With  screw  E,  which  was  composed  of  four  blades  equi- 
spaced  around  the  axis,  the  length  of  each  blade  in  the  direction  of  the 
axis  being  5|  inches,  and  the  pitch,  surface,  and  diameter  the  same 
as  those  of  screw  A,  six  runs  were  made  with  two  blades  in  the  verti- 
cal position  immediately  behind  the  stern-post  of  the  vessel,  and  the 
other  two  blades  in  the  horizontal  position  or  square  across  the  ves- 
sel, the  vessel's  speed  being  7  geographical  miles  per  hour,  as  nearly 
as  could  be  obtained.  Then  six  runs  were  made  with  the  blades  of 
the  screw  standing  at  the  angle,  of  45  degrees  with  the  horizon,  the 
speed  of  the  vessel  being  7  geographical  miles  per  hour,  as  nearly  as 
could  be  obtained.  Finally,  the  screw  being  allowed  to  revolve  freely, 
six  runs  were  made  at  the  speed  of  7  geographical  miles  per  hour,  as 
nearly  as  could  be  obtained ;  after  which  six  runs  were  made  at  each 
of  the  speeds  of  6 J,  6,  and  5 J  geographical  miles  per  hour,  as  nearly 
as  could  be  obtained. 

Sixth.  With  screw  F,  which  was  11  inches  long  in  the  direction  of 
its  axis,  and  composed  of  four  blades  arranged  in  two  pairs — the 
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blades  of  each  pair  being  directly  opposite  each  other — and  one  pair 
placed  immediately  behind  the  other,  so  that  when  viewed  in  projec- 
tion on  a  plane  at  right  angles  to  the  axis,  the  screw  appeared  to  be 
two-bladed,  six  runs  were  made  with  the  blades  in  a  vertical  position 
immediately  behind  the  stern-post  of  the  vessel,  the  latter  having  the 
speed  of  7  geographical  miles  per  hour  as  nearly  as  could  be  obtained. 
Then  six  runs  were  made  with  the  blades  at  right  angles  to  their  for- 
mer position — that  is,  horizontally  or  square  across  the  vessel — at  as 
nearly  the  speed  of  7  geographical  miles  as  could  be  obtained. 
Finally,  the  screw  being  allowed  to  revolve  freely,  six  runs  were  made 
at  the  speed  of  7  geographical  miles  per  hour  as  nearly  as  could  be 
obtained ;  after  which  six  runs  were  made  at  each  of  the  speeds  of 
6|,  6,  and  5^  geographical  miles  per  hour,  as  nearly  as  could  be  ob- 
tained. Screw  F  is  also  known  as  the  Mangin  or  duplex  screw ;  and 
its  pitch,  surface,  and  diameter,  were  the  same  as  those  of  screw  A. 

Seventh.  With  screw  H,  which  was  a  three-bladed  GriflSth  screw  of 
11  inches  extreme  length,  and  a  pitch  that  expanded  from  6§  feet  to  7^ 
feet,  the  diameter  being  the  same  as  that  of  screw  A,  six  runs  were 
made  with  one  blade  vertical  below  the  shaft — that  is,  immediately 
behind  the  stern-post  of  the  vessel — and  the  remaining  two  blades 
above  the  shaft  at  angles  of  60  degrees  from  the  vertical,  the  vessel's 
speed  being  7  geographical  miles  per  hour  as  nearly  as  could  be  ob- 
tained. Then  six  runs  were  made  with  one  blade  vertical  above  the 
shaft — that  is  immediately  behind  the  stern-post  of  the  vessel — and 
the  remaining  two  blades  below  the  shaft  at  angles  of  60  degrees 
from  the  vertical,  the  vesseFs  speed  being  7  geographical  miles  per 
hour  as  nearly  as  could  be  obtained.  Then,  six  runs  were  made  with 
one  blade  horizontal — that  is,  square  across  the  vessel  on  one  side  of 
the  stern-post — and  the  remaining  two  blades  on  the  other  side  of  the 
stern-post  at  angles  of  60  degrees  from  the  vertical.  Finally,  the 
screw  being  allowed  to  revolve  freely,  six  runs  were  made  at  the 
speed  of  7  geographical  miles  per  hour  as  nearly  as  could  be  obtained ; 
after  which  six  runs  were  made  at  each  of  the  speeds  of  6},  6,  and  &^ 
geographical  miles  per  hour,  as  nearly  as  could  be  obtained. 

RESULTS. 

Of  the  resistance  of  the  hull,  per  se,  that  is,  its  resistance  without 
any  screw  attached. — Steam-launch  No.  4  was  towed  at  all  speeds 
from  5|  to  7^  geographical  miles  per  hour,  as  nearly  as  could  be 
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obtained,  increasing  by  one«fourth  of  a  geographical  mile  per  hour. 
Six  runs  were  made  at  each  speed,  and  the  mean  taken  of  the  ex- 
perimental speeds  and  of  the  corresponding  dynamometer-diagrams. 
A  comparison  of  these  means  with  each  other  showed  that,  within  the 
above  limits,  the  resistance  of  the  hull  was  in  the  ratio  of  the  square 
of  its  speed;  the  extreme. variation  from  this  law  on  either  side  of 
the  mean  being  only  2  per  centum  of  the  mean,  and  was  as  often 
greatest  for  the  low  speeds  as  for  the  high.  At  the  speed  of  7  geo- 
graphical miles  per  hour  the  resistance  of  the  hull,  as  given  by  the 
mean  of  all  the  dynamometer-diagrams  taken  at  all  the  different  speeds^ 
and  reduced  in  the  above  proportion^  is  &^\  pounds. 

When  the  steam-launch,  instead  of  being  towed,  was  propelled  by 
its  own  screws,  the  resistance  of  its  hull  at  the  speed  of  7  geographi- 
cal miles  per  hour  was  707  pounds ;  the  difference  in  the  two  cases 

is  consequently  (707—631=)  76  pounds,  or(I^2^^=jlO|      per 

centum  of  the  larger  quantity.     A  part  of  this  is  due  to  the  vessel's 

less  draught  of  water  when  it  was  towed  than  when  it  was  propelled 

by  its  own  screws.     In  the  former  case  its  greatest  immersed  trane. 

verse  section  was  21-83  square  feet;  in  the  latter  case  24-98  square 

.^     ..„             /24-98  — 21-83x100     \-^.,  ^         .. 

feet;  difference,  ( oZ"qq =  112-61  per  centum  of  the 

larger  quantity.  In  the  latter  case  the  area  of  the  immersed  ex- 
ternal surface  of  the  hull  was  717  square  feet;  in  the  former  case 

685  square  feet;    difference,  f ^==j 4*46  per   centum 

of  the  larger  quantity.  In  the  latter  case  the  displacement  was 
23-8053    tons;  in     the    former    case,    19-8420    tons;  difference, 

/23-3053  — 19-8420x100     \,.q«  ,         p,,     , 

{ -KK-KK =)  14-86  per  centum  of  the  larger  quan- 

\  23*3053  / 

mu               r*u    *!.       /1261  + 4-46 +14-86     \^c\aA 
tity.    The  mean  of  the  three  ( — - — ■ =  jl0o4      per 

centum,  is  almost  the  exact  experimental  difference  of  the  resistance 
in  the  two  cases. 

Results  tcUh  screw  D. — This  screw  was  two-bladed,  and  had  the 
least  surface  of  any  employed  in  these  trials ;  it  is  therefore  conve- 
nient to  first  ascertain  its  results.     The  principal  portion  of  its  pro- 
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jected  area  on  a  plane  at  right  angles  to  the  axis  is  nearly  masked  or 
covered  by  the  stern-post  of  the  vessel  when  the  two  blades  are  placed 
vertically  behind  it. 

When  the  blades  of  screw  D  held  stationary  in  the  vertical  position 
immediately  behind  the  stern-post  of  the  vessel,  the  aggregate  resist- 
ance of  the  vessel  and  screw  at  the  speed  of  7  geographical  miles 
per  hour  was  657  pounds,  deducting  from  which  the  631  pounds  due 
to  the  resistance  of  the  vessel,  there  remained  for  the  resistance  of 
the  screw,  per  se^  26  pounds.  Consequently,  the  screw,  w^ith  its 
blades  in   the   vertical    position,    increased   the   vesseKs   resistance 

(- — — =)412  per  centum,   and  decreased   its   speed  (]/ 631 : 

\      681         / 

l/6o7::7:   7-1428;  and  7-1428 —7=)  0-1428  geographical  miles 

,  /0-1428X100     \. 

per  hour,  orf — - — -— — =)^  P^^  centum. 

With  the  blades  of  screw  D  held  stationary  in  the  horizontal  posi- 
tion, square  across  the  vessel,  the  aggregate  resistance  of  the  vessel 
and  screw,  at  the  speed  of  7  geographical  miles  per  hour,  was  756 
pounds  ;  deducting  from  which  the  631  pounds  due  to  the  resistance 
of  the  vessel,  there  remains  for  the  resistance  of  the  screw,  per  «e, 
125  pounds.  Consequently,  the  screw,  with  its  blades  in  the  hori- 
zontal  position,  increased   the    vessel's    resistance  f =  j 

19-81  per  centum,  and  decreased  its  speed  (|/  631 :  i/  756 ::  7  :  7.6620 
and     7  6620 — 7.=)    0-6620    geographical     mile     per     hour,     or 

/0-6620X100     \  Q«- 

I =-^.T7r;r—  =)  o-d4  per  centum. 

V       7-6620         /  ^ 

From  the  above  it  appears  that  screw  D,  when  its  blades  were 
held  m  the  horizontal  position,  square  across  the  vessel,  had 
/125 
V26 
in, the  vertical  position,  immediately  behind  the  vessel's  stern-post. 

When  screw  D  was  allowed  to  revolve  freely  by  the  pressure  of  the 
water  of  the  forward  face  of  its  blades,  it  made  757  revolutions  per 
geographical  mile,  whioh  number  was  not  affected  by  the  speed  of 
the  vessel,  but  remained  constant  for  all  speeds  from  5^  to  7  geo- 
graphical miles  per  hour.     The  axial  speed  of  the  screw  was  conse- 
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.   /6086  — 5-136x757x100     \q«io  .       i       .1. 

quentljf -. =)  36-12  per  centum  less  than 

\  6086  / 

the  speed  of  the  vessel,  and  when  the  latter  was  7  gecgraphical  miles 
per  hour,  the  screw  was  dragged  bodily  through  the  water  at  the 
speed  of  2  528  geographical  miles  per  hour.  The  revolutions  of  this 
screw  were  not  uniform ,  the  rotary  speed  fell  oflF  greatly  as  the  blades 
came  into  the  vertical  position  behind  the  stern-post  of  the  vessel,  at 
which  point  there  was  a  decided  hesitation  in  passing,  after  which 
the  rotary  speed  increased.  That  speed  appeared  uniform  for  a  con- 
siderable portion  of  the  half  revolution,  the  falling  off  occurring  as 
the  blades  became  masked  by  the  stern-post,  owing  to  their  excessive 
narrowness  in  projecting  on  a  plane  at  right  angles  to  their  axis. 

With  the  vessel  at  the  speed  of  seven  geographical  miles  per  hour 
and  screw  D  revolving  freely,  the  aggregate  resistance  of  vessel  and 
screw  was  685  pounds,  deducting  from  which  the  631  pounds  due  to 
the  resistance  of  the  vessel,  there  remain  for  the  resistance  of  the 
screw,  per  se^  54  pounds.     Consequently,  the  screw,  when  revolving 

freely,  increased  the  vessel's  resistance ( — — -- — =)8-56    per    cen- 

\     631         / 

turn ;  and  decreased  its  speed  (1/68I  :  i/685  ::  7  :  7-2934 ;  and  7-2934 
— 7-=)   0-2934  geographical  mile  per  hour,   or    I 7'oQQ =\ 

402  per  centum. 

When  a  two-bladed  screw  has  so  small  a  fraction  of  the  pitch  as 
screw  D,  namely,  0-1014,  whereby  its  blades  are  nearly  masked  by 
the  vessers  stern-post,  it  appears  that  the  resistance  due  to  the  screw 
when  revolving  freely  is  2  per  centum  of  the  resistance  of  the  vessel, 
per  sej  more  than  when  it  is  held  stationary  with  its  blades  behind 
the  stern-post  in  the  vertical  position ;  but  3  per  centum  less  than 
when  it  is  held  stationary  with  its  blades  in  the  horizontal  position, 
square  across  the  vessel.  The  resistance  of  the  revolving  screw  in 
this  case  is  greater,  proportionally,  than  when  a  larger  fraction  of 
the  screw  is  used,  owing  to  its  making  a  less  number  of  revolutions 
per  mile  in  consequence  of  the  falling  off  of  its  rotary  speed  as  its 
blades  pass  the  stern-post. 

liesults  with  screw  0. — This  screw  was  two  bladed,  and  had  the 
next  greatest  surface  to  screw  D.  Their  surfaces  compared  as  3J  to  5J 
and  were  of  exactly  the  same  kind.     A  considerable  portion  of  the 
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surface  of  screw  C  projected  on  each  side  of  the  vessers  stern-post 
when  the  blades  were  in  the  vertical  position. 

With  the  blades  of  screw  G  held  stationary  in  the  vertical  position 
immediately  behind  the  stern-post  of  the  vessel,  the  aggregate  resis- 
tance of  the  vessel  and  screw  at  the  speed  of  7  geographical  miles  per 
hour,  was  721  pounds,  deducting  from  which  the  681  pounds  due  to 
the  resistance  of  the  vessel,  there  remain  for  the  resistance  of  the 
screw,  per  se^  90  pounds.     Consequently,  the  screw,  with  its  blades 

the  vertical  position  increased  the  vessel's  resistance  f _-  \ 

14*26   per   centum;  and   decreased  the   speed   (i/631:  i/721 ::  7: 
7-4826;  and  7  4826  —  7=)  0-4826  geographical  mile  per  hour,  or 

/0-4826X100     \^.. 

/ — . — ==  16-45  per  centum. 

V      7-4826  /  ^ 

With  the  blades  of  screw  C  held  stationary  in  the.  horizontal  posi- 
tion, square  across  the  vessel,  the  aggregate  resistance  of  the  ves- 
sel and  screw  at  the  speed  of  7  geographical  miles  per  hour  was  851 
pounds,  deducting  from  which  the  631  pounds  due  to  the  resistance 
of  the  vessel,  there  remains  for  the  resistance  of  the  screw,  per  ««, 
220  pounds.     Consequently,  the  screw  with  it  blades  in  the  horizon - 

(220  X  100     \ 
~ =)    84-86 

per  centum ;  and  decreased  its  speed  (i/631 :  |/851 ::  7 :  81292  and 

8-1292—7=)  1-1292  geographical  miles  per  hour,  orC^^^^—^) 

18*89  per  centum. 
From  the  above,  it  appears  that  screw  C,  when  its  blades  were  held 

in  the  horizontal  position,  square  across  the  vessel,  had/^— -=^ 

2*444  times  the  resistance  it  had  when  its  blades  were  held  in  the 
vertical  position,  immediately  behind  the  vessel's  stern-post. 

When  screw  C  was  allowed  to  revolve  freely  by  the  pressure  of  the 
water  on  the  forward  face  of  its  blades,  it  made  921  revolutions  per 
geographical  mile,  which  number  was  not  affected  by  the  speed  of  the 
vessel,  but  remained  constant  for  all  speeds  from  5^  to  7  geograph* 
ical  miles  per  hour.     The  axial  speed  of  the  screw  was  consequently 
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/6086~  6136X921X100      \«ooq  .        ^        .x.       *k 

( CI _)  22-28    per    centum   less  than   the 

speed  of  the  vessel,  and  when  the  latter  was  7  geographical  miles  per 
hoar,  the  screw  was  dragged  bodily  through  the  water  at  the  speed 
of  1*559  geographical  miles  per  hour.  •  The  revolutions  of  this  screw 
were  uniform,  and  there  was  no  appearance  of  hesitation  when  the 
blades  came  into  the  vertical  position  behind  the  stern-post  of  the 
vessel. 

With  the  vessel  at  the  speed  of  7  geographical  miles  per  hour,  and 
screw  C  revolving  freely,  the  aggregate  resistance  of  vessel  and  screw 
was  698  pounds ;  deducting  from  which  the  631  pounds  due  to  the 
resistance  of  the  vessel,  there  remain  for  the  screw,  per  ee,  67  pounds. 
Consequently,  the  screw,  when  revolving  freely,  increased  the  vessers 

resistance [ ---jlO'62  per  centum;  and  decreased  its  speed 

(l/631 :  V  698 ::  7  :  7-3628 ;  and  7-3623—7.=)  0-3623 geographical 

,               /0-3623X100     \  .  Qo 
mile   per  hour,  or  f ^_-._       =14-92  per  centum. 

From  the  foregoing  it  appears  that  the  resistance  due  to  screw  0, 
when  revolving  freely,  is  8-64  per  centum  of  the  resistance  of  the 
vessel,  per  te,  less  than  where  it  is  held  stationary  with  its  blades 
behind  the  stern-post  in  the  vertical  position ;  and  24*24  per  centum 
less  than  when  it  is  held  stationary  with  its  blades  in  the  horizontal 
position,  square  across  the  vessel. 

(To  be  continued  .1 


Erratum. — Page  113,  line  4,  for  steam  read  stern.  The  method 
of  raising  steamy  and  keeping  it  up  by  a  floating  crane,  suggested 
by  this  typographical  error,  is  quite  happy  in  obviating  all  danger 
from  boiler  explosions.  An  originality  for  this  invention  is  claimed 
by  the  compositor  of  the  Journal,  and  all  are  warned  that  a 
patent  cannot  be  obtained  by  any  other  individual. 

"foL.  LXX— Thiw)  Sbhies.— No.  S.  -Sbftbmbbb,  1875, 
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MOVING  BRICK  HOUSES. 


By    Charlbs    S.    Close. 

It  may  interest  some  of  the  readers  of  the  Journal  to  have  a  short 
description  of  the  manner  of  moving  brick  houses  from  one  location 
to  another,  as  recently  effected  in  this  city. 

A  good  and  substantial  three-story  dwelling,  measuring  30  feet  by 
18  feet  on  the  plan,  and  about  30  feet  height  of  walls  to  the  eaves, 
was  erected  on  the  farm  of  Henry  Myers,  in  the  southern  part  of  the 
district  of  Southwark,  about  twenty  years  ago.  This  building  (with 
a  portion  of  the  farm)  was  recently  sold  to  the  Frank  ford  &  South- 
wark Railroad  Company.  When  the  company  commenced  to  build 
their  southern  terminus  depot,  they  concluded  to  move  the  dwelling 
house  to  the  line  of  Fifth  Street,  a  distance  of  nearly  four  hundred  feet. 
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Sectional  Plan. 


The  first  step  was  to  break  holes  through  the  side  (9  in.)  walls  on 
the  level  of  the  under  side  of  the  ground  floor,  between  every  other 
pair  of  floor  joists,  which  were  about  16  inches,  centre  to  centre,  or 
13  inches  apart.     Through  these  holes  rough  yellow  pine  timbers  12 
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inches  square  by  about  25  feet  long,  were  inserted,  which  were  thus  2 
feet  8  inches,  centre  to  centre.  These  timbers  were  brought  up  into  con- 
tact with  the  floor,  and  keys  were  driren  on  top  of  them  to  support 
the  side  walls.  The  front  and  back  walls  were  carried  by  needles,  and 
Iwo  timbers  parallel  to  the  cross  timbers,  were  laid  in  line  of  the  walls, 
and  after  blocking  up  on  top  of  these  timbers,  the  needles  were  re- 
moved. The  ends  of  all  the  timbers  were  then  braced  apart  by  block- 
ing fitted  between  each  pair,  until  the  whole  formed  a  cradle. 

The  lifting  was  efiFected  by  jack-screws  near  the  end  of  each  tim- 
ber, about  two  feet  outside  of  the  walls,  fifteen  (three  nests  or  sets  of 
five  each)  on  each  side.  The  jack-screws  were  set  tight  by  one  man 
alone,  to  ensure  equality  of  strain ;  after  which  a  man  was  allotted 
to  each  five  screws.  At  the  blow  of  a  hammer  each  man  gave  a 
quarter  turn  to  each  of  his  five  screws.  The  raising  was  two  feet 
lift,  and  the  jack-screws  were  fleeted  three  times.  A  spare  screw  was 
applied  to  the  end  of  the  timber,  and  the  working  screw  relieved, 
blocking  inserted,  and  then  the  shortened  screw  replaced. 

A  pile  of  blocking  was  laid  in  the  cellar  and  other  blocking  built 
on  the  ground  outside  and  leveled  up  with  cross  wedges,  and  two  skids 
12  inches  square  by  60  feet  long  were  laid  on  the  blocking.  The  cradle 
was  then  dropped  upon  the  skids.  The  upper  skid  surface  and  the  un- 
der side  of  the  cradle  were  coated  with  soap.  The  skids  were  irregu- 
larly placed  to  suit  the  convenience  of  ground  or  direction,  only  it 
was  necessary  that  the  distance  apart  should  be  such  that  the  chain 
attachment  should  work  between  them. 

A  long  chain  sling,  (f  in.  or  |  in.),  was  attached  to  the  last  or  back 
timber,  so  that  a  pull  was  placed  on  all  the  braces,  and  the  cradle  was 
firmly  clamped  together.  The  bight  of  the  chain  came  under  the 
cradle  and  was  brought  to  the  front  and  was  there  hooked  into  a  tackle 
consisting  of  a  pair  of  three-fold  blocks  with  8  inch  manilla  rope.  The 
second  block  was  hooked  to  a  cross  timber  which  formed  a  cross-head 
to  the  skids,  and  prevented  them  being  drawn  on  end.  The  hauling 
part  of  the  rope  led  off  to  the  crab  which  had  a  12  feet  bar,  to  which 
-were  attached  two  horses.     The  usual  spuds  held  the  crab. 

The  actual  moving  was  at  the  rate  of  2  feet  per  minute.  The 
-whole  moving  did  not  occupy  two  days,  t)ut  some  delay  occurred  in 
taking  up  the  stone  walls  of  the  old  cellar  and  building  the  new  cel- 
lar walls  with  the  material.  The  course,  or  path  of  the  moving,  was 
by  no  means  straight,  other  foundations  and  irregularities  of  ground 
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interfered,  and  an  S  path  of  50  feet  or  more  deviation  was  followed. 
The  final  position  of  the  house,  as  left  after  removal  hy  the  crabj  was 
within  one-fourth  an  inch  of  the  exact  place  it  should  occupy,  and 
this  deviation  was  easily  rectified  by  a  jack-screw.  The  dropping 
upon  the  new  walls  was  the  reverse  of  the  lifting,  except  that  the  screws 
were  applied  inside  the  cellar  instead  of  outside  as  before. 

The  great  excellence  of  this  operation  was  its  mechanical  rough- 
ness and  simplicity.  Everything  was  convenient,  ready  and  adapted 
for  its  work,  and  seven  workmen,  well-drilled,  all  practical  labor- 
mg  men.  '  - » •      ,-.;>.  v  '**--  ^  '  "^ 


DESCRIPTION    OF   THE  PERNOT   FURNACE. 


7Van$lated  from  the  French  of  M.  Armengaud, 

By    William    F.    Durfbe,   Engineer. 

(Continued  from  Vol.  Izx,  page  108.) 


Works  at  Fraisans. 

M.  Vallette,  agent  of  the  Franche-Comte  Forge  Company,  assisted 
at  the  trials  made  from  the  30th  of  May  to  the  4th  of  June,  of  the 
Fraisans  pig  irons,  (used  alone  or  mixed  with  one-third  or  two-thirds 
of  gray  Rochette  pig,)  for  obtaining  puddled  iron  of  ordinary  quality. 
The  coal  used  was  of  the  same  quality  as  in  the  preceding  trials,  and 
consisted  of  a  mixture  of  small  semi-bituminous  coal  and  coal  dust  in 
the  proportion  of  one  to  five.  The  table  (given  page  101)  shows 
the  results  obtained  by  M.  Vallette. 

We  will  remark,  that  in  these  several  trials,  the  mixture  of  the  pig 
iron  was  constantly  changed  so  as  to  observe  the  action  of  the  fur- 
nace in  the  different  cases  which  occur  in  practice.  Thus  for  the  five 
charges  in  the  first  day's  work  of  the  furnace,  Fraisans  No.  3  pig 
was  used  alone  and  produced  a  granulated  puddle-bar.  The  first 
three  charges  of  the  second  day  were  composed  of  Fraisans  No.  5  pig 
and  gave  as  a  result  ordinary  puddle-bar ;  the  ninth,  seventeenth* 
nineteenth,  and  twenty-third   charges   were   composed   of  one-half 
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Fraisans  No.  3  pig  and  one- half  of  gray  Rochette  pig,  and  the  pud- 
dle-bar was  granular.  The  eighteenth  was  composed  of  gray  Rochette 
pig  alone,  the  twenty-fourth  of  one-third  Fraisans  and  two-thirds 
gray  Rochette. 

Finally,  the  twenty-fifth,  thirtieth,  and  thirty-third  charges  con- 
sisted of  two-thirds  Fraisans  No.  3,  and  one-third  gray  Rochette,  and 
the  thirty-first  and  thirty-second  of  the  same  as  the  first,  of  Fraisans 
No.  3  alone.  All  these  mixtures  produced  granulated  puddle-bar. 
The  coal  used  for  lighting  up  on  the  1st  of  June  was  2-05  tons,  which 
make  the  total  consumed  2805  tons.  To  produce  one  ton  (2240  lbs.) 
of  iron,  the  materials  required  are  as  follows  : 

Pig  iron,  .     .     .     2304  lbs.  =  1-029  tons. 

Coal,    ....     2050    *'  =  0-915     "     not  including  lighting  up. 

Hammer-slag,    .       179    "  =0-08       " 

Iron  ore,       .     .       166    "  =  0074     " 

It  is  easy  to  deduce  from  the  foregoing  the  net  cost  per  ton  of  the 
iron  obtained. 

Blast  Furnaces  at  Montlucon. 

MM.  Boigues,  Rambourg  &  Co.  have  also  tried  their  irons  in  the 
Pemot  furnace.  The  trials  were  made  in  the  presence  of  M.  Bonnamy, 
their  engineer  and  superintendent  of  manufacture.  They  had  sent  to 
St.  Chamond  on  the  4th  of  June,  1874,  10915  lbs.  =  4-88  tons  of 
very  silicious  common  gray  pig  iron,  which  was  divided  into  six  charges, 
five  of  1984-5  lbs.  and  one  of  992-25  lbs.  There  was  used  1610  lbs. 
of  iron  ore  and  88  lbs.  of  hammer-slag.  There  was  produced  in  one 
day  and  five  hours  (17  hours)  10315  lbs.  =  4-6  tons  of  granulated 
puddle  bar,  the  consumption  of  coal  being  9208  lbs.  =  4*11  tons,  its 
quality  being  the  same  as  that  heretofore  used.  The  production  of 
puddled  bar  in  12  hours  was  7280  lbs.  =  3-25  tons  ;  it  would  have 
been  7909  lbs.  ==  3*34  tons,  but  for  the  last  charge,  for  which  the 
Montlucon  pig  was  taken  to  complete  it  to  1984*5  lbs. 

A  ton  (2240  lbs.)  of  puddled  bar  was  produced  from  2370  lbs.  of 
gray  silicious  pig,  and  336  lbs.  of  iron  ore,  with  an  expenditure  of 
2000  lbs.  of  coal ;  results  which  are  regarded  with  great  satisfaction 
when  compared  with  those  obtained  from  the  same  materials  in  the 
common  furnace. 
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The  following  table  shows  the  time  required  for  working  the  sev- 
eral charges,  and  their  respectire  product : 

Ist  charge.    Time  1  h.  55  m.    Weight  1984-5  lbs.    Product  1883  lbs. 


2d 

"    2  h.  16  m. 

1984-5  " 

1852    " 

Sd 

"    2  h.  20  m. 

1984-5  » 

1872    " 

4th 

"    2  h.  35  m. 

1984-5  " 

1874    " 

5th 

"     2h.  25  m. 

1984-5  " 

1886    " 

6th 

"    2  h.  15  01. 

992-25 

948    " 

10915  lbs. 

10315  lbs. 

or  4-88  tons. 

or  4  6  tons. 

To  complete  these  statistics  which  are  without  doubt  interesting  to 
owners  of  forges  in  general,  we  will  now  give  accounts  of  other 
trials  made  with  pig  irons  of  different  kinds,  sent  to  St.  Ghamond  bj 
the  northern  works  and  from  those  of  Belgium. 

OuGREE  Forges. 

These  works  sent  one  lot  of  12480  lbs.  =  5*57  tons  of  white  pig 
iron,  and  another  lot  of  27893  lbs.  =  12*44  tons  of  a  mixture  com- 
posed of  two-thirds  of  Ougree  spiegel,  and  one-third  of  white  pig. 
The  following  is  the  result  of  the  working  of  the  first  lot: 


OueREE  White  Iron. 


1874. 

Time. 

Ohargep. 

Weig:ht  of 
Inm. 

Hninmer- 

Slair. 

Coal. 

Coidmon 
Puddle  bar. 

I 

Hra. 

I 

Min. 

Lbs. 

Lbs. 

Lbs. 

Lbs. 

July  15th. 

10 

5 

10,922 

6S4 

7  198 

»,312 

July  17th. 

2 

80 

1 

1,55« 

132 

1,:M3     , 

2,434 

Totals. 

12 

30 

6 

12,480 

816 

8,541 

11,74B 
or 

5-24  tons. 
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The  above  result  corresponds  to  a  prodaction  of  11276  lbs.  =  5 
tons  in  twelve  hours.  The  coal  used  was  the  same  kind  as  that  in  the 
trial  of  the  Franche-Oomte  irons.  This  experiment  made  in  the  pres- 
ence of  M.  Ghys,  engineer  of  the  Ougree  Co.,  resulted  in  the  produc- 
tion of  one  ton  (2240  lbs.)  of  puddle  bar,  at  an  expenditure  of 
2881*14  lbs.  of  white  pig  iron,  135  lbs.  of  hammer-slag,  and  1630 
lbs.  of  coal. 

Mixture  of  %  Ouorke  Spibgbl  and  %  White  Ibon. 


July. 
1874. 

Days'  Work. 

Pig  Iron. 

Iron 
Ore. 

II 

Goal. 

Paddled 
Iron. 

duality. 

Hri.        Mm. 

Lbi. 

LbB. 

Lbs. 

Lbs. 

Lbs. 

15 

5         BO 

2 

3,969 

220 

8,837 

8,888 

Raw. 

16 

10         40 

3 

5,958 

2,029 

1,103 

4,992 

5,797 

Common. 

16 

12         45 

4 

7,988 

661 

7,481 

7,525 

Fibrous. 

17 

15         10 

5    1  10,038  j     551 

1,058 

10,553 

9,585 

Granular. 

ntili. 

3  days,  Shrs. 

14  1  27,898  1  2,580 

3,042 

26,863 

26,790 

or      [ 

or 

or       j 

12*44 
tons. 

11-99  tons 

11-51  tonsl 

1 

The  prodaction  was  at  the  rate  of  3*14  tons  in  twelve  hours,  and 
for  one  ton  (2240  lbs.)  of  puddled  bar  the  quantity  of  materials  used 
was  as  follows,  viz.:  2423  lbs  of  the  mixed  irons,  224  lbs.  of  iron  ore, 
264  lbs.  of  hammer-slag,  and  2334  lbs.  of  coal.  The  trials  of  the 
iron  produced  for  the  purpose  of  ascertaining  its  tensile  strength,  re- 
sulted as  follows : 

1st  test.  'id  test. 

Breaking  strain  per  square  inch,  .     .     .     55,555  lbs.         55,555  lbs. 
Per  cent,  of  elongation  before  rupture,     19*5  per  cent.     20  per  cent. 

FORGBS   OF  THE  JOHN   CoCKBRILL   COMPANY. 

The  great  establishment,  at  Seraing,  sent  in  August,  1874,  22040 
lbs.  (9*83  tons)  of  white  pig  iron,  intended  for  conversion  into  pud- 
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died  iron  to  be  ased  for  rail-heads.  The  trials  of  this  iron  were  made 
in  the  presence  of  M.  Wattienz,  engineer  of  the  company,  and  charges 
of  2205  lbs.  (1000  kil.)  each,  with  an  average  addition  of  110  lbs.  of 
hammer-slag,  and  there  was  obtained  in  27  hoars,  20698  lbs.  (9'24 
tons)  of  pnddled  bar,  which  was  at  the  rate  of  4*1  tons  in  twelve 
hours.  The  consumption  of  coal,  which  was  of  the  same  quality  as 
that  used  in  preyious  trials,  was  at  the  rate  of  1640  lbs.  per  ton  of 
iron  produced. 

Works  of  MM.  Michel  Hblson  k  Co.,  at  Haumont. 

These  works  sent  in  September,  1875,  22040  lbs.  (9*83  tons)  of 
white  pig  iron,  which  was  treated  in  ten  charges,  with  the  addition  of 
132  lbs.  of  hammer-slag  to  each  charge,  and  resulted  in  the  produc- 
tion of  20663  lbs.  (9-22  tons  of  ordinary  rough  puddle  bar  in  27 
hours,  which  corresponds  to  a  production  of  4-09  tons  in  one  day  of 
twelve  hours.  We  will  here  remark,  that  it  was  not  necessary  to  re- 
pair the  movable  bottom  of  the  furnace  during  the  treatment  of  these 
ten  charges,  and  consequently  it  was  not  necessary  to  use  any  iron 
ore.  The  coal  consumed  was  at  the  rate  of  1724  lbs.  per  ton  of  iron 
obtained. 

Works  of  MM.  Gouvy  Brothers,  at  Dibulourd. 

M.  Girard,  engineer  and  superintendent  of  these  works,  sent  to  St. 
Ghamond  pig  irons  of  various  qualities,  which  were  mixed  in  certain 
proportions  with  a  view  to  the  production  of  puddled  steel.  These 
mixtures  were  composed  as  follows : 


Kind  of  Pig  Iron. 

MixUr*  A. 

Mixtnra  B. 

Mixture  O. 

Gray,  No.  1, 

220  lbs. 

"      '}    2, 

430  « 

301  lbs. 

141  lbs. 

"       "     6, 

421  " 

743    " 

963  «* 

English, 

119  « 

119  " 

139  " 

Spiegel, 

181  " 

181  " 

101  « 

Totals, 


1344 


1344 


1344 
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RKSULTB  of  TrIALB  of  the  ABOTB  MiXTTTRBS  in  the  PfiBNOT  FX7BNACS. 


HrB.        Min. 


0 
10 

10 
10    -{ 
10 

11 
11 
11 
11 
11 

«] 

-\ 

12    J 
Total 


ao 


20 


20 


10 


No.  1. 

No.  2. 

>^No.l,J4No.2 
Mixture  A. 


Lbs. 

1,»S 
1,346 
1.347 
1,346 
1,346 
1,847 
1,847 
1,846 
1,347 
1,347 


Repairing  tbe  bottoni. 


r  11 

12 
13 
14 


STbrs.   30  min. 


Mixture  A. 
B. 


1,847 
1,847 
1,346 
1,867 

18,846 

or 

8-41 

tons. 


Lbs. 

LJ)8. 

(i 

» 

- 

it 

n 

1,643 

,1 

441 

1,648 

441 

OOHBUMPTION. 


Hammer 
Slag 


St.  Ohamond 
Qouvy. 


(b- 

[)N. 

°^- 

Coal. 

111 

Lbs. 

Lbs. 

1,848 

1,200 

1,226 

1,283 

7,097  ■ 

1,213 

1,360 

1,310 

r        I 


.  6,007 


y  6,907 


1,296 
1,274 
1,341 
1,849 

1,267 
1,268 
1,260 
1,230 


21,213 

17,970 

or 

or 

9-47 

804 

tons. 

tons. 

For  the  first  charge,  the  hammer-slag  of  St.  Ghamond  was  used, 
but  for  the  thirteen  following  charges  the  slag  from  the  refining  fires 
of  MM.  Gouvy  was  employed.  The  mean  production  was  at  the  rate 
of  2'57  tons  in  twelve  hours.  To  produce  one  ton  (2240  lbs.)  of 
puddled  steel,  required  2344  lbs.  of  pig  iron  and  a  consumption  of 
2638  lbs.  of  coal. 

Conclusions. 

From  all  the  foregoing  facts  we  should  conclude  that  the  problem 
of  mechanical  puddling  had  been  solved  in  a  most  satisfactory  man- 
ner by  the  system  invented  by  M.  Pemot,  in  fact,  with  this  furnace, 
the  best  quality  of  iron  can  be  produced  with  more  regularity,  less 
loss,  and  in  much  greater  quantity^  than  is  possible  in  the  old  method, 
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and  there  is  also  an  important  economy  in  labor,  as  well  as  in  the 
consumption  of  coal  and  scrap. 

In  short,  we  may  now  be  assnred  that  the  Pernot  process  is  in  every 
way  a  practical  success.  Further  experimental  trials  ;are  unneces- 
sary, for  as  a  method  of  manufacture  fully  perfected,  we  can  obtain 
easily  and  surely  the  different  products  which  are  produced  in  a 
puddling  furnace,  whether  fibrous  iron,  common  iron,  or  puddled 
steel. 

We  mention,  finally,  a  consideration  which  will  not  fail  to  be  of  in- 
terest, it  is  the  good  feeling  and  alacrity  with  which  the  workmen 
have  adapted  themselves  to  the  experiments,  they  have  understood  the 
consequences  from  the  first,  that  they  would  naturally  profit  from 
their  point  of  view  by  the  ease  and  relief  in  the  laborious  work  of 
puddling  afforded  by  the  new  apparatus. 

Pbrnot  Furnacb. — Apflihd  to  the  Manufacture  of  Stbbl. 

The  remarkable  results  of  the  new  method  of  puddling  which  we 
have  examined,  have  induced  the  inventor,  encouraged  moreover  by 
MM  Petin  k  Gaudet,  to  adapt  his  furnace  to  the  manufacture  of 
cast  steel  by  the  use  of  gaseous  fuel  produced  and  employed  bj 
means  of  the  generators  and  re-generators  of  M.  Siemens,  the  ap- 
plication of  which  to  the  melting  of  steel  in  furnaces  with  fixed 
bottoms  was  the  idea  of  M.  Martin,  and  has  been  effected  in  a  fur- 
nace designed  by  M.  Siemens. 

The  Pernot  process,  by  its  special  peculiarity  of  the  rotation  of 
the  inclined  movable  bottom,  gives  great  heat  and  rapid  decarboni- 
zation,  and  thus  so  far  modifies  the  conditions  under  which  the  steel 
is  melted  that  they  have  no  great  similarity  to  those  of  the  old 
methods. 

The  gas  generators  are  of  the  same  dimensions  as  those  employed 
in  the  Siemens-Martin  furnace,  but  they  produce  in  the  same  time, 
three  or  four  times  more  steel  when  they  are  applied  to  the  Pernot  sys- 
tem, which  not  only  reduces  the  expense  of  fuel,  but,  what  is  more  im- 
portant, realizes  a  great  economy  in  labor,  moving  power,  first  cost 
of  erecting  plant,  and  in  general  expenses.  '^  These  results  alone, 
(we  quote  from  the  paper  read  before  the  Society  of  Civil  Engin^ 
eers),  would  ensure  the  success  of  such  a  process,  but,  the  capabil- 
ities of  the  mode  of  working  have  much  more  influence,  operations 
impossible  in  the  old  furnaces,  being  accomplished  without  difficulty 
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in  this."  '^  By  means  of  this  furnace,  we  can  operate  upon  gray  pig 
iron,  without  the  addition  of  any  scrap  iron  or  scrap  steel,  and 
transform  it  directly  into  melted  wrought  iron,  which  is  recarbur- 
ized  by  the  addition  of  Spiegel,  as  in  the  Bessemer  process,  and  is 
then  cast  into  perfectly  malleable  steel,  which  will  make  excellent 
rails ;  the  similarity  of  the  chemical  reactions  to  those  of  the  Bes- 
semer process  is  very  great.  We  also  succeed  perfectly  in  casting  the 
steel  for  rails,  without  the  further  addition  of  pig  iron,  and  the  entire 
operation  requires  from  seven  to  eight  hours  for  a  charge  of  from 
nine  to  eleven  thousand  pounds." 

We  will  now  briefly  describe  the  construction  of  the  furnace  for 
melting  with  gas  which  is  erected  and  in  use  in  the  new  shops  at 
St.  Ohamond,  and  will  afterwards  speak  of  the  advantages  which  it 
presents. 

Dbsoriptioit  of  a  Furnace  for  Stbel. — Sbb  Plate. 

Fig.  1  shows  a  side  elevation  of  the  furnace  and  its  movable  bot- 
tom, as  seen  from  the  rear. 

Fig.  2  is  a  longitudinal  vertical  section  of  the  apparatus  along  the 
lines  1-2^-8-4  of  the  plan  as  seen  in  Fig.  3. 

Fig.  3  represents  in  one  part  a  horizontal  at  the  height  of  the 
line  5-6,  (Fig.  2),  above  the  movable  bottom,  and  in  the  other  part, 
a  similar  section  on  the  line  7-8,  (Fig.  2),  above  the  two  chambers 
of  the  regenerators. 

Fig.  4  is  a  transverse  vertical  section  passing  through  the  axis  on 
line  9-10,  (Fig.  2.) 

These  figures  are  drawn  to  a  scale,  and  show  the  dimensions 
of  a  furnace  for  the  production  of  four  or  five  tons  of  steel  at 
one  time.  They  show  that  the  apparatus  is  arranged  in  a  man- 
ner similar  to  that  of  the  puddling  furnace  we  have  before  de- 
scribed, it  has  the  same  ''  pot ''  or  turning  bottom  actuated  by  a  small 
steam  engine,  but  it  is  heated  by  the  Siemens'  method.  It  is  not 
necessary  to  give  a  particular  description  of  this  method  here, 
as  its  successful  application  and  the  details  of  its  construction 
are  well  known  to  our  readers.  The  inspection  of  the  Figs. 
2,  8  and  4  allows  us  to  examine  that  which  is  beneath  the  furnace 
proper,  and  shows  the  existence  of  four  chambers,  R^  RS  R',  RS 
filed  with  fire-brick,  separated  from  one  another  so  as  to  permit  the 
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entrance  and  free  passage  of  the  air  or  the  gas  which  constitates  d| 
gaseous  fuel. 

This  last  arri Yes  from  the  generators  by  the  pipes  T  in  the  til  ~ 
east  iron  boxes  T^  each  containing  a  closing  valve,  t^  and  a  reyerB^^ 
in?  yalve,  t'^  which  is  worked  by  means  of  the  hand  leyer,  L',  a&C^{ 
directs  alternately  and  methodically  the  gas  into  the  regenerators  B^ 
and  R^  on  the  one  side,  and  into  those  marked  R^,  R^  on  the  othe^ 
side.  We  notice,  also,  that  each  of  the  valve  boxes  is  placM; 
above  the  opening,  0^  which  communicates  with  the  chimney  flu 
0^  and  has  at  its  base  a  chest,  T^,  (Fig.  3),  which  covers  the  oped 
ings  0^  and  o^,  by  which  it  communicates  with  the  flues,  P^  and  '. 
These  arrangements  are  designed  to  direct,  for  a  certain  time, 
gas  and  air  destined  to  enter  into  combustion  in  the  furnace,  whil^ 
the  two  other  regenerators  are  heated  by  the  products  of  this  coiff 
bustion  passing  in  an  inverse  direction  ;  when  these  last  two  hi 
been  sufficiently  heated,  we  reverse  the  valves  t^  for  changing  the 
rections  of  the  currents  of  gas  and  air,  which  produces  a  similar 
feet  as  before,  but  in  an  inverse  direction. 

The  mode  of  heating  the  furnace  proper  differs  little  from  tl 
which  has  been  described ;  under  the  roof,   G,  in  the  piers,  A, 
placed  the  flues,  A^  and  A',  for  the  ingress  and  egress  of  the  gas 
air  by  the  large  openings  which  permit  a  free  passage  to  the  inclii 
'*pot,''  H,  on  its  carriage,  R,  which  is  able  to  enter  and  leave 
furnace  freely  and  easily  on  the  rails,  S. 

The  ^^pot"  is  made  to  rotate  by  means  of  a  steam  engine, 
which,  by  the  wheel,  M,  and  the  pinions,  N  and  L,  actuates  I 
bevel  gear,  K,  fixed  under  the  bottom  of  the  envelope  which 
pierced  with  holes  for  the  purpose  of  cooling  when  necessary  in  I 
same  way  as  in  the  puddling  furnace.  The  furnace  is  provided  wif^ 
a  working  opening,  c,  closed  by  the  hanging  door,  d,  and  the  ^'  p< 
is  provided  with  a  tap-hole.  A,  which  when  open  affords  a  passage 
the  cast  steel  to  the  ladle,  V,  by  means  of  the  gutter,  U. 

The  ladle  is  placed  as  in  the  Bessemer  process  (which  we  have 
scribed  in  vols,  xiv  and  xv)  in  the  interior  of  a  large  pit,  F\  15 
18  feet  in  diameter;  at  the  same  distance  from  circumference  of 
pit,  as  the  tap-hole,  t;,  are  arranged  in  a  circle,  close  to  one  anotl 
the  ingot  moulds,  which  are  put  in  place  and  removed,  by  the  aid 
an  over-head  crane  with  a  radial  arm  having  its  point  of  suspei 
directly  over  the  centre  of  the  pit,   and,  consequently  above 


Digitized  by  VjOOQ  IC 


189 


_J^- 


thiB 
shed 
)th6 


'eouB 
jntly 
•y  to 
-half 
is  an 

BUC- 

oors. 
)  and 
le  re- 
ds of 
than 
harg. 
»iece8 
J  fur- 
)f  the 
h  the 
jively 

lepig 
ich  is 
achat 
cover. 
&ge  of 
or,  we 
yed  at 

e  heat 
5  revo- 
hours, 
ts  "  in 
neces- 
hich  is 
»rkinen 


Digitized  by  VjOOQ  IC 


188 
ent^:ir 

inx"    " 

and 

sid^. 

abo^v 

o^  » 

Thee 
gas  5 
the     « 

beeiKm 

fect^ 

whio 
plac5« 
air  t^ 
"po^ 
furrms 

bev^- 
pier<3 
sam^ 
a  wo 
is  pw 
the  c 
Tl 
scrib 
18  ft 
pit,  f 
the  i: 
an  oi 
direc 


Digitized  by  VjOOQ  IC 


Armengaud — Dueriptum  of  the  Pemot  Furnace.  189 

buried  pivot  which  supports  the  arm,  V^,  of  the  ladle,  V.  By  thiB 
Beans  the  successive  removals  of  all  the  moulds  is  accomplished 
with  great  promptness  and  facility,  and  without  inconvenience  to  the 
other  operations. 

Manaobmbnt  ob  thb  Apparatus. 

We  will  state  at  the  outset,  that  the  bottom  is  made  of  siliceous 
sand,  reheated  and  annealed.  As  soon  as  the  furnace  is  suflSciently 
hot,  we  immediately  charge  the  quantity  of  pig  iron  necessary  to 
form  a  proper  bath,  say,  for  example,  from  one  to  one  and  one-half 
tons.  To  distribute  this  quantity  uniformly  over  the  bottom  is  an 
operation  simple  and  easy,  by  causing  the  ''  pot  '*  to  rotate,  and  suc- 
cessively present  all  parts  of  the  charge  before  the  working  doors. 
After  the  distribution,  the  iron  is  exposed  to  a  high  temperature  and 
•con  becomes  liquid ;  we  introduce  then,  in  the  same  way,  the  re- 
mainder of  the  charge,  consisting  of  either  scrap  iron,  crop  ends  of 
steel,  and  old  rails,  which  may  be  used  if  they  are  not  more  than 
three  or  three  and  one-half  feet  long;  we  can  effect  this  charg- 
ing cold ;  and  at  one  time,  or,  what  is  better,  in  parts,  the  pieces 
of  metal  being  previously  heated  to  a  red  heat  in  an  ordinary  fur- 
nace ;  by  this  means  we  do  not  cool  the  bath.  In  conseqaence  of  the 
mobility  of  the  bottom,  the  heat  penetrates  regularly  through  the 
whole  of  the  mass  and  the  pieces  of  metal  as  they  are  successively 
immersed  in  the  bath  augment  its  volume. 

It  is  worthy  of  note  that  this  immersion  being  complete,  the  pig 
iron,  wrought  scrap,  and  the  rails,  do  not  become  burned,  which  is 
inevitable  in  a  furnace  with  a  fixed  bottom,  if  we  charge  too  much  at 
a  time,  that  is  to  say,  more  than  the  bath  will  properly  cover. 
Charging  the  whole  of  the  materials  at  once  has  the  advantage  of 
diminishing  the  number  of  men  employed  at  the  furnace,  for,  we 
have  not  so  much  detail  to  the  labor,  and  they  can  be  employed  at 
other  work  as  soon  as  the  charge  is  completed. 

When  this  is  accomplished  the  working  door  is  closed  and  the  heat 
increased,  the  ^^  pot "  being  turned  at  the  rate  of  two  or  three  revo- 
lutions per  minute.  The  charge  is  melted  in  from  two  to  three  hours, 
and  soon  after  we  commence  to  take  what  is  called  the  ^^  tests  **  in 
order  to  ascertain  the  degree  of  decarburization.  It  appears  neces- 
sary to  explain  briefly  the  method  of  making  the  '^  test,''  which  is 
accomplished  without  retarding  the  operation,  enabling  the  workmen 
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in  charge  of  the  furnace  to  proceed  with  entire  confidence.  Having; 
observed  this  operation  with  great  care  and  attention,  we  may  be  al- 
lowed to  speak  of  it  with  confidence. 

There  is  generally  two  tests,  the  first  is  taken  as  soon  as  the  whole 
•f  the  mass  is  completely  melted  and  decarbonized.  We  then,  by 
means  of  a  long  handled  ladle  or  spoon,  take  a  small  quantity  of  the 
melted  material,  two  pounds  for  example,  which,  after  it  solidifies, 
we  take  to  a  steam-hammer  and  form  it  into  a  sort  of  fiat  and  round 
cake,  three  or  four  inches  in  diameter,  and  not  over  three- eighths  of 
an  inch  thick.  We  cool  this  disc  by  dipping  it  in  a  vessel  of  water, 
and  we  then  place  it  on  an  angular  groove  cut  in  a  steel  block,  and 
by  striking  it  in  the  middle  it  is  made  to  bend  and  finally  to  break 
into  two  parts.  Under  the  action  of  the  hammer  there  is  formed 
on  the  circumference  of  the  disc  a  great  number  of  cracks,  which 
are  certain  indications  to  the  workman  of  the  character  of  the  metal. 

According  as  the  "test"  bends  with  more  or  less  ease  before  it  is 
broken,  it  is  judged  that  the  metal  requires  more  or  less  wrought 
iron,  and  if  it  is  fractured  easily,  it  is  evident  that  the  metal  is  brittle 
rather  than  tough.  This  ''test "  allows  us  to  correct  the  charge  and 
to  determine  the  quantity  of  '*  Spiegel,''  that  is  to  say,  the  mangani- 
ferous  pig  iron  which  it  is  necessary  to  add  to  the  fused  mass  in  or- 
der to  give  it  the  degree  of  carburization  suited  to  the  nature  of  the 
steel  we  desire  to  obtain.  Thus  in  practice,  when  the  mass  has  too  much 
wrought  iron,  we  use,  to  correct  it,  as  much  as  eight  or  nine  per  cent, 
of  "  Spiegel,"  or  1000  lbs.  for  every  9000  lbs.  of  the  melted  mass 
contained  in  the  '^  pot."  In  the  contrary  case  we  add  but  four  or 
five  per  cent,  of  "  spiegel." 

Thepigsof  "spiegel"  after  having  been  weighed  are  heated  in  a  neigh- 
boring furnace  (as  was  the  wrought  iron)  and  carried  on  a  car,  X,  (Fig.  4), 
to  the  melting  furnace.  The  men  stand  on  the  car  with  forks,  and 
throw  into  the  furnace  all  the  ^^spiegel"  as  rapidly  as  possible,  which  is 
immediately  received  and  drowned  in  the  fused  bath,  the  heat  of 
which  is  maintained  and  its  turning  continued.  After  ten  or  twelve 
minutes  the  whole  of  the  ^'spiegel  "  is  completely  melted.  We  now 
make  the  second  "test"  by  taking  a  small  quantity  of  metal  and 
proceeding  as  before,  submit  it  to  a  steam-hammer  and  form  it  into  a 
disc,  which  does  not  present  the  same  aspect  as  the  first,  but  instead 
of  its  edges  being  cracked,  they  are,  on  the  contrary,  very  smooth, 
without  cracks,  and  after  cooling,  it  is  broken  at  the  angular  groove 
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bj  one  blow  on  the  "  sett/*  the  fracture  showing  a  homogeneous 
grain  very  fine  and  close. 

During  this  last  *'  test,"  which  requires  two  or  three  minutes,  the 
furnace  continues  its  movement,  which  has  not  been  interrupted  dur- 
ing the  heat,  except  when  the  workmen  examined  and  prepared  the 
tap-hole.  When  ordered,  the  men  remove  the  stopper  from  the  tap- 
hole  in  the  side  of  the  ''pot,"  and  the  liquid  metal  flows  through  the 
gutter,  U,  (which  is  lined  with  fire-clay)  into  the  large  ladle,  V,  which 
has  been  previously  heated.  This  ladle  is  of  suflScient  capacity  to 
contain  from  9  to  11,000  lbs.  of  melted  metal. 

After  the  tapping,  nothing  remains  in  the  bottom  and  as  we  never 
find  in  the  Pernot  furnace,  as  in  the  furnaces  with  fixed  bottoms,  pieces 
of  rails  which  are  not  melted,  or  lumps  of  metal  adhering  to  the 
sides,  the  delay  to  the  process  after  this  operation  is  very  short, 
and  after  beating  the  bottom  a  little  we  re-charge  immediately.  The 
duration  of  an  operation,  including  the  charging  and  repairs,  is  but 
four  or  five  hours  at  most,  for  a  charge  of  nine  thousand  pounds. 
The  daily  product  at  the  works  of  St.  Ghamond  is  twenty  tons  of 
steel  in  twenty-four  hours,  and  we  think  this  will  be  exceeded  when 
the  working  force  is  properly  trained.  Besides  we  must  observe  that 
this  is  not  the  limit  to  the  dimensions  of  the  apparatus  or  to  the  pro- 
duction, for  at  the  time  of  our  visit  we  saw  a  new  furnace  built  on 
the  same  idea  which  is  capable  of  receiving  charges  of  ten  tons. 

From  the  first  day  this  furnace  was  fired  it  worked  satisfactorily, 
and  accomplished  with  certainty  the  results  which  were  hoped  for, 
four  tappings  being  made  in  twenty-four  hours,  which  corresponds  to 
a  product  of  40  tons  per  day,  or  40  X  300  =  12000  tons  per  year. 
For  a  furnace  of  this  capacity,  it  is  sufficient  to  increase  the  diame- 
ter of  the  *'pot"  two  feet,  and  it  is  worthy  of  remark  that  the 
heating  apparatus  is  exactly  the  same  as  in  the  furnace  represented 
n  the  Plate,  and  offers  the  same  advantage  in  saving  fuel. 

This  is  explained  by  the  fact  that  the  surface  exposed  to  the  flame 
is  considerable  in  proportion  to  the  small  thickness  of  the  layer  of 
metal  which  is  continually  presented  to  its  action.  If  we  have  a 
circular  ^'  pot "  ten  feet  in  diameter,  the  area  of  its  section  is  78'5 
square  feet.  But  ten  tons  of  pig  iron  and  scrap  at  a  mean  weight 
of  437  lbs.  per  cubic  foot  forms  a  volume  of  51-5  cubic  feet,  and 
consequently  occupies  a  depth  of  about  eight  inches  in  the  '^  pot." 
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For  the  five  ton  furnace,  the  diameter  of  the  "pot"  is  8  feet  3 
inches,  and  the  surface  in  contact  with  the  gas  is  about  53-5  square 
feet,  and  the  Yolume  of  the  metal  is  about  25-6  cubic  feet,  hence  its 
thickness  is  about  5^  inches ;  it  is  certain  that  the  dimensions  given 
of  the  gas  generators  are  more  than  sufficient ;  as  we  have  said,  they 
are  similar  to  those  adopted  by  M.  Martin  for  his  furnace  with  a 
fixed  bottom,  and  they  are  capable  of  furnishing  the  heat  necessary 
for  an  apparatus  very  much  larger. 

Advantages  of  thb  System. 

As  we  have  demonstrated  in  regard  to  the  puddling,  so  the  advan- 
•  tages  of  the  application  of  the  new  furnace  of  M.   Pernot  to  the 
manufacture  of  steel  are  very  marked  and  consist  of : 

1st.  A  considerable  increase  of  the  production,  since  an  apparatus 
of  8  feet  3  inches  in  diameter,  receiving  charges  of  four  or  five  tons, 
will  easily  turn  out  20  tons  in  24  hours,  while  the  Siemens-Martin 
furnace  will  not  produce  more  than  10  tons  in  that  time. 

2d.  A  reduction  of  some  importance  in  the  amount  of  the  labor, 
fuel,  general  expenses,  and  cost  of  repairs. 

3d.  A  considerable  economy  in  the  net  cost,  since  after  the  first 
trials  were  made,  during  a  period  of  three  weeks,  with  materials 
costing  $31.32  per  ton,  the  mean  net  cost  of  product  according  to  the 
books  of  MM.  Petin  &  Gaudet,  appears  to  be  (43.02  per  ton,  whilst 
with  the  same  materials  used  in  the  Siemens-Martin  furnace,  the  net 
cost  becomes  $50.90. 

4th.  The  repairs  of  the  roof  and  other  parts  of  the  furnace  are 
easily  and  rapidly  accomplished.  Owing  to  the  mobility  of  the  car, 
we  can  remove  the  "  pot  *'  from  the  furnace,  and  the  enormous  open- 
ing which  it  leaves  allows  us  freely  to  enter  and  make  repairs  after 
the  expiration  of  a  few  hours,  which  are  necessary  for  cooling.  In  ten 
hours  the  workmen  make  an  entire  roof,  and  if  greater  repairs  are 
necessary,  one  day  will  probably  be  sufficient  for  making  them,  and 
re-heating  the  furnace.  This  is  very  advantageous  as  the  routine  of 
the  works  is  but  slightly  interrupted. 

5th.  The  first  cost  considered  relative  to  the  production  is  small. 
In  fact,  according  to  the  paper  presented  by  M.  J.  Petin  to  the 
Society  of  Civil  Engineers,  the  cost  of  a  Pernot  furnace,  for  convert- 
ing at  one  operation  four  or  five  tons  of  metal  into  steel,  is  placed 
at  $7688-00,  but  three  furnaces,  capable  of  melting  together  60  or 
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eighty  tons  in  24  hours,  are  sufficient  to  replace  two  Bessemer  con- 
Terters  requiring  an  outlay  of  more  than  $60,000. 

6th.  The  operation  can  always  be  modified  in  various  ways  up  to 
the  time  of  tapping,  which  is  a  great  advantage,  and  one  not  pos- 
sessed by  the  Bessemer  process. 

7th.  The  steel  is  perfectly  homogeneous,  owing  to  the  mixing  of 
the  metal  produced  by  the  rotation  of  the  ^^  pot ''  this  saves  the 
stirring  by  hand  and  consequently  the  use  of  tools. 

8th.  Finally,  the  Pernot  process  is  applied  with  the  same  success 
to  a  small  as  to  a  large  production  without  requiring  in  any  case  the 
erection  and  maintenance  of  the  gigantic  machinery  which  charac- 
terizes the  Bessemer  process. 


CARILLON  MACHINE.' 


Most  of  our  readers  have  heard  church  bells  play  tunes.  At  one 
period  such  an  arrangement  was  very  common,  and  on  the  Continent 
of  Europe  the  system  was  brought  to  considerable  perfection ;  but  in 
England  the  results  obtained  were  not  satisfactory,  and  it  is  only 
within  a  recent  period  that  the  employment  of  machinery  for  the  pro- 
duction of  airs  from  church  bells  has  become  popular.  The  progress 
of  the  movement  is  due,  beyond  question,  to  Messrs.  Gillett  and  Bland, 
of  Croydon.  These  gentlemen  manufacture  clocks  on  a  very  large 
scale,  and  they  have  devoted  much  attention  to  the  improvement  of 
carillon  machinery,  and  have  achieved  great  success. 

As  the  method  of  producing  tunes  from  church  bells  is  but  little 
understood,  it  will  be  well  to  preface  our  description  of  the  machine 
we  illustrate  by  a  few  words  of  explanation. 

Church  bells  are  caused  to  sound  in  two  ways— either,  that  is  to 
say,  by  swinging  them,  and  so  causing  the  clappers  to  strike  them ; 
or  by  the  aid  of  hammers  of  various  weights  according  to  the  size  of 
the  bell,  caused  to  rise  and  suffered  to  fall  on  the  bell.  Peals  are  rung 
by  hand,  the  bells  being  swung ;  clocks  always  strike  the  bell  with  a 

*  From  the  Enffineer,  London,  Aug.  18,  1876. 
VOL.  LXX.— Thibd  SjiRiBfl.— No.  3.— Sbptbmbbr,  1875.  14 
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hammer,  the  bell  being  at  rest.  The  hammer  is  raised  by  a  wire, 
which  pulls  down  the  hammer  tail,  the  wire  being  worked  by  a  lever, 
the  end  of  which  is  caught  by  a  cam  on  a  revolving  barrel  in  the  clock 
below.  It  is  obvious  that  if  a  number  of  bells  are  all  fitted  with 
hammers,  and  the  number  of  cams  is  sufiSciently  great,  and  the  cams 
are  properly  arranged,  that  a  tune  can  be  played  by  a  mere  multipli- 
cation of  the  device  by  which  a  clock  is  made  to  strike  the  hours  on 
a  single  bell. 

The  carillon  machine  embodies  this  arrangement,  only  instead  of 
cams,  a  number  of  short  pins  are  set  in  a  revolving  barrel,  and  these 
pins  catch  the  toes  of  levers  connected  by  wires  with  the  hammer  tails 
in  the  bell  chamber  above.  The  pins  are  set  or  "  pricked  in  precisely 
in  the  same  way  as  the  little  points  in  the  barrel  of  a  musical  box. 
If  our  readers  will  bear  the  musical  box  in  mind,  and  fancy  that  the 
whole  is  enormously  enlarged,  and  that  the  toes  of  the  levers  take  the 
place  of  the  springs,  the  arrangement  will  be  quite  clear.  Such  is  the 
old-fashioned,  or,  as  we  may  term  it,  '^positive,"  carillon  machine; 
and  its  defects  are  very  serious. 

In  the  first  place,  after  the  hammer  has  been  suffered  to  fall,  it  can 
only  be  lifted  by  the  rotation  of  the  barrel,  and  as  the  time  of  drop- 
ping the  hammer  depends  entirely  on  the  rotation  of  the  barrel,  it  is 
obvious  that  the  barrel  can  only  revolve  at  a  slow  speed,  and,  conse- 
quently, much  time  is  lost  in  lifting  the  hammer.  The  result  is  that 
a  rapid  musical  passage  cannot  possibly  be  performed.  The  weight 
of  a  hammer  for  a  large  bell  is  sometimes  as  much  as  3  cwt.,  while 
that  for  a  small  bell  may  not  be  one-fourth  of  this ;  but  the  musical 
barrel  always  has  the  same  propelling  force,  and  the  result  is  that 
when  the  small  bells,  or  high  notes,  come  to  be  played  in  any  tune,  the 
barrel  meets  with  less  resistance,  and  revolves  faster  than  when  it  has 
to  deal  with  the  deep  notes  and  large  bells.  It  follows  that  the  air  is 
played  out  of  time.  Lastly,  the  barrel  must  be  of  great  size,  weight 
and  strength  to  do  the  work. 

All  these  difficulties  are  overcome  by  the  invention  of  Messrs.  Gil- 
lett  and  Bland  illustrated  in  the  diagram — which  explains  a  principle, 
and  not  details.  This  principle  we  may  call  ^*  negative."  The  ham> 
mers  are  always  kept  raised,  and  are  only  allowed  to  drop  by  the  agency 
of  the  musical  barrel.  The  instant  they  fall  they  are  lifted  again, 
and  so  long  as  the  lifting  is  accomplished  quickly  enough,  the  time  of 
lifting  has  nothing  to  do  with  the  production  of  the  air.     That  is  de- 
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termined  solely  by  the  musical  barrel,  which,  being  relieved  of  the 
work  of  lifting,  has  little  or  no  strain  on  it,  can  be  made  small  and 
light,  and  will  always  revolve  at  the  same  rate,  and  so  insure  that  the 
tune  shall  be  played  in  perfect  time.  It  also  follows  that  the  most 
rapid  passages  can  be  played  with  the  greatest  ease  and  precision. 


The  diagram  is  supposed  to  show  the  gear  for  working  one  hammer. 
It  must  be  multiplied  in  proportion  to  the  number  of  hammers,  but 
the  parts  are  all  repetitions  of  each  other.  It  will  be  understood  that 
the  diagram  does  not  show  details,  but  simply  illustrates  a  principle. 

The  musical  barrel  B  is  set  with  pins  in  the  usual  way.  A  is  a  cam 
wheel  of  very  peculiar  construction,  operating  a  lever  C  by  what  is 
to  all  intents  and  purposes,  a  new  mechanical  motion,  the  peculiarity 
of  which  is  that,  however  fast  the  cam  wheel  revolves,  the  tripping  of 
the  lever  is  avoided.  In  all  cases  the  outer  end  must  be  lifted  to  its 
full  height  before  the  swinging  piece  D  quits  the  cam.  The  little 
spring  roller  E  directs  the  tail  D  of  the  lever  into  the  cam  space,  and 
when  there  it  is  prevented  from  coming  out  again  by  a  very  simple 
and  elegant  little  device,  which  Messrs.  Gillet  and  Bland  do  not  at 
present  desire  to  be  made  public,  by  which  certainty  of  action  is  se- 
cured. At  the  other  end  of  the  lever  C  is  a  trip  lever  F.  This  lever 
is  pulled  toward  C  by  a  spring,  and  whenever  C  is  thrown  up  by  the 
cam  wheel,  F  seizes  it  and  holds  it  up ;  but  the  wire  to  the  bell  ham- 
mer in  the  tower  above  is  secured  to  the  eye  G,  so  that  when  D  is 
lifted,  the  eye  G  being  pulled  down,  the  hammer  is  lifted.  The  pins 
in  the  musical  barrel  B  come  against  a  step  in  F,  and  as  they  pass  by 
they  push  F  outwards  and  release  C,  which  immediately  drops,  and 
with  it  the  hammer,  so  that  the  instant  a  pin  passes  the  step  F  a  note 
is  sounded.     But  the  moment  D  drops  it  engages  with  A,  which  last 
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revolves  at  a  very  high  speed,  and  D  is  incontinently  flung  up  again, 
and  the  hammer  raised,  and  raised  it  remains  until  the  next  pin  on  B 
passes  the  step  on  F,  and  again  a  note  is  struck.  It  will  be  seen, 
therefore,  that,  if  we  may  use  the  phrase,  B  has  nothing  to  do  but  let 
off  traps  set  continually  by  A,  and  so  long  as  A  sets  the  traps  fast 
enough,  B  will  let  them  off  in  correct  time.  But  A  revolves  so  fast 
and  acts  so  powerfully,  that  it  makes  nothing  of  even  a  3  cwt  ham- 
mer, much  less  the  little  ones ;  and  thus  Messrs.  Grillett  and  Bland 
obtain  a  facility  of  execution  heretofore  unknown  in  carillon  machin- 
ery. A  Carillon  Machine  can  be  actuated  not  only  by  means  of  the 
barrel  B,  but  can  have  a  key-board,  same  as  for  a  piano-forte,  so 
that  any  musician  can  play  tunes  as  easily  as  played  on  a  piano-forte 
or  an  organ. 


THE  PROPOSED  INUNO  SEA  IN  ALGERIA. 

Some  time  since  a  project  was  conceived  by  Captain  Roudaire,  of 
the  French  Navy,  to  fill  the  immense  depressions,  which  are  known 
under  the  name  of  "  chotts,"  with  water  from  the  Mediterranean.     Tha 
subject  attracted  great  attention,  and  was  brought  before  the  Acad- 
emy of  Sciences  by  M.  de  Lesseps. 

After  some  discussion,  during  which  many  objections  were  raised 
against  the  project,  an  expedition,  headed  by  Captain  Roudaire,  was 
appointed  to  take  the  levels  of  the  region  of  the  chotts,  in  order  to 
determine  the  extent  of  the  area  which  was  capable  of  being  submer- 
ged. The  expedition  included  two  captains  and  a  lieutenant  of  the 
Etat  Major,  an  infantry  captain,  a  surgeon-major,  M.  Duvegrier, 
deputed  by  the  Geographical  Society  of  France,  and  a  yoang  mining 
engineer.  The  expedition  has  completed  its  work,  and  M.  de  Lesseps 
has  reported  upon  it  to  the  Academy. 

The  operations  continued  without  a  breach  for  more  than  four 
months,  the  entire  tour  of  the  chotts  having  been  made,  and  El  Oned 
and  Ndgrine  connected  by  a  transverse  profile,  the  whole  making  a 
distance  of  650  kilometers.  The  result  is  that  the  depression  capable 
of  being  flooded  in  Algeria  forms  an  area  of  6,000  square  kilometers, 
included  within  34-38°  and  33-51°  north  latitude,  and  4-51°  and  3-40° 
east  longitude.  In  the  central  portion  the  depression  varies  from  20 
to  27  meters  below  the  sea  level. 
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None  of  the  fine  oases  of  the  Souf  would  be  immerged  by  the  inlet- 
ting  of  the  sea,  the  lowest  of  them,  Debila,  being  58  meters  above 
the  sea.  In  the  Oued-Rhir,  the  two  unimportant  oases  of  Necira  and 
Deudonga  would  alone  be  submerged. 

It  was  suggested  that  the  presence  of  the  salt-water  would  affect 
the  wells  which  fertilize  the  oases,  but  M.  Roudaire  affirms  that  he 
found  that  all  the  wells,  even  those  nearest  to  the  basin  to  be  inunda- 
ted, were  fed  by  a  source  of  water  higher  than  the  sea  level. 

The  expedition  not  being  able  to  cross  the  Tusinian  frontier,  were 
only  able  to  examine  the  western  end  of  the  chott  Rharsa,  but  they 
ascertained  that  it  was  also  below  the  level  of  the  Mediterranean,  and 
had  an  incline  of  about  2*20  meters  per  kilometer  towards  the  Gulf 
of  Gabds. 

The  basins  of  the  chott  Rharsa  and  chott  Melrir,  although  connec- 
ted by  the  chott  El-Asloudj,  are  not  now  in  direct  communication,  for 
the  last-named  chott  has  an  altitude  of  3*20  meters  in  its  central  part, 
and  is,  moreover,  bounded  on  the  east  and  west  by  a  chain  of  dunes. 
These  dunes  of  Bou-Douil  and  of  Zeninim  may  be  easily  cut  through 
at  passes  of  which  the  greatest  altitude  does  not  exceed  6  to  7  meters  ; 
the  distance  to  excavate  would  be  20  kilometers.  It  is  suggested 
that  the  chott  Rharsa  might  first  be  inundated,  and  then  a  communi- 
cation being  made  with  chott  Melrir  by  a  cutting,  the  sea  would  soon 
open  it  to  the  necessary  size  and  depth. 

A  great  question  remains  yet  to  be  answered,  namely,  the  amount 
of  difficulty  there  would  be  in  cutting  through  the  Isthmus  of  Gabds. 
Opinion  diflFers  upon  this  point.  M.  Fuchs,  a  mining  engineer,  who 
has  explored  the  region,  gives  the  Isthmus  a  relief  of  40  to  50  meters, 
but  his  levels  were  only  taken  with  an  aneroid  barometer,  and  at 
points,  so  that  the  question  is  still  open. 

At  the  present  moment  an  Italian  Commission  is  taking  levels  in 
that  part,  and  when  the  results  of  their  labors  are  known,  the  cost  of 
piercing  this  isthmus,  and  the  possibility  in  an  economical  point  of 
view  of  carrying  out  his  stupendous  project  of  an  inland  sea,  will  be 
determined. 

The  existence  of  the  vast  depression,  which  some  persons  dispute, 
is  considered  to  be  placed  beyond  all  question  by  the  observations  of 
Captain  Roudaire  and  his  associates. — Journal  of  the  Society  of  Arts. 
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PRELIMINARY  NOTICE  OF  FURTHER  RESEARCHES  ON   THE  PHYSICAL 

PROPERTIES  OF  MATTER  IN  THE  LIQUID  AND  GASEOUS  STATES 

UNDER  VARIED  CONDITIONS  OF  PRESSURE  AND  TEMPERATURE.'^ 


By  Dr.  Andrews,  F.  R.  S.,  Vice-President  of   Queen's  College, 

Belfast. 


The  investigation  to  which  this  note  refers  has  occupied  me,  with 
little  intermission,  since  my  former  communication  in  1869  to  the 
Society,  "  On  the  Continuity  of  the  Liquid  and  Gaseous  States  of 
Matter."  It  was  undertaken  chiefly  to  ascertain  the  modifications 
which  the  three  great  laws  discovered  respectively  by  Boyle,  Gay- 
Lussac,  and  Dalton  undergo  when  matter  in  the  gaseous  state  is 
placed  under  physical  conditions  differing  greatly  from  any  hitherto 
within  the  reach  of  observation.  It  embraces  a  large  number  of  exper- 
iments of  precision,  performed  at  different  temperatures  and  at  pres- 
sures ranging  from  12  to  nearly  300  atmospheres.  The  apparatus 
employed  is,  in  all  its  essential  parts,  similar  to  that  described  in  the 
paper  referred  to ;  and  so  perfectly  did  it  act,  that  the  readings  of 
the  cathetometer,  at  the  highest  pressures  and  temperatures  employed, 
were  made  with  the  same  ease  and  accuracy  as  if  the  object  of  the 
experiment  had  been  merely  to  determine  the  tension  of  aqueous 
vapor  in  a  barometer  tube.  In  using  it  the  chief  improvement  I 
made  is  in  the  method  of  ascertaining  the  original  volumes  of  the 
gases  before  compression,  which  can  now  be  known  with  much  less 
labor  and  greater  accuracy  than  by  the  method  I  formerly  described. 
The  lower  ends  of  the  glass  tubes  containing  the  gases  dip  into  small 
mercurial  reservoirs  formed  of  thin  glass  tubes,  which  rest  on  ledges 
within  the  apparatus.  The  arrangement  has  prevented  many  fail- 
ures in  screwing  up  the  apparatus,  and  has  given  more  precision  to 
the  measurements.     A  great  improvement  has  also*  been  made  in  the 

*  A  paper  read  before  the  Royal  Society. 
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method  of  preparing  the  leather  washers  used  in  the  packing  for  the 
fine  screws,  by  means  of  which  the  pressure  is  obtained.  It  consists 
in  saturating  the  leather  with  grease  by  heating  it  in  vacuo  under 
melted  lard.  In  this  way,  the  air  enclosed  within  the  pores  of  the 
leather  is  removed-without  the  use  of  water,  and  a  packing  is  obtained 
80  perfect  that  it  appears,  as  far  as  my  experience  goes,  never  to  fail, 
provided  it  is  used  in  a  vessel  filled  with  water.  It  is  remarkable, 
however,  that  the  same  packing,  when  an  apparatus  specially  con- 
structed for  the  purpose  of  forged  iron  was  filled  with  mercury,  al- 
ways yielded,  even  at  a  pressure  of  40  atmospheres,  in  the  course  of 
a  few  days. 

It  is  with  regret  that  I  am  still  obliged  to  give  the  pressures  in 
atmospheres,  a»  indicated  by  an  air  or  hydrogen  manometer,  without 
attempting  for  the  present  to  apply  the  corrections  required  to  re- 
duce them  to  true  pressures.  The  only  satisfactory  method  of  ob- 
taining these  corrections  would  be  to  compare  the  indications  of  the 
manometer  with  those  of  a  column  of  mercury  of  the  requisite 
length ;  and  this  method,  as  is  known,  was  employed  by  Arago  and 
Dulong,  and  afterwards  in  his  classical  researches  by  Regnault,  for 
pressures  reaching  nearly  to  30  atmospheres.  For  this  moderate 
pressure,  a  column  of  mercury  about  23  meters  or  75  feet  in  length, 
had  to  be  employed.  For  pressures  corresponding  to  500  atmos- 
pheres, at  which  I  have  no  diflSculty  in  working  with  my  apparatus,  a 
mercurial  column  of  the  enormous  height  of  380  meters,  or  1250  feet, 
would  be  required.  Although  the  mechanical  difficulties  in  the  con- 
struction of  a  long  tube  for  this  purpose  are,  perhaps,  not  insupera- 
ble, it  could  only  be  mounted  in  front  of  some  rare  mountain  escarp- 
ment, where  it  would  be  practically  impossible  to  conduct  a  long 
series  of  delicate  experiments.  About  three  years  ago,  I  had  the 
honor  of  submitting  to  the  Council  of  the  Society  a  proposal  for 
constructing  an  apparatus  which  would  have  enabled  any  pressure  to 
be  measured  by  the  successive  additions  of  the  pressure  of  a  column 
of  mercury  at  a  fixed  length ;  and  working  drawings  of  the  appa- 
ratus were  prepared  by  Mr.  J.  Cumine,  whose  services  I  am  glad  to 
have  again  this  opportunity  of  acknowledging.  An  unexpected  diffi- 
culty, however,  arose  in  consequence  of  the  packing  of  the  screws 
(as  I  have  already  stated)  not  holding  when  the  leather  was  in  contact 
with  mercury  instead  of  water,  and  the  apparatus  was  not  constructed. 
For  two  years  the  problem  appeared,  if  not  theoretically,  to  be  prac- 
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tically  impossible  of  solution  ;  but  I  am  glad  now  to  be  able  to 
announce  to  the  Society  that  another  method,  simpler  in  principle, 
and  free  from  the  objections  to  which  I  have  referred,  has  lately 
suggested  itself  to  me,  by  means  of  which  it  willy  I  fully  expect,  be 
possible  to  determine  the  rate  of  compressibility  of  hydrogen  or  other 
gas  by  direct  reference  to  the  weight  of  a  liquid  column,  or  rather  of 
a  number  of  liquid  columns,  up  to  pressure  of  500  or  even  1000 
atmospheres.  For  the  present,  it  must  be  understood  that  in  stating 
the  following  results,  the  pressures  in  atmospheres  are  deduced  from 
the  apparent  compressibility  in  some  cases  of  air,  in  others  of  hydro- 
gen gas  contained  in  capillary  glass  tubes. 

In  Ihis  notice  I  will  only  refer  to  the  results  of  experiments  upon 
carbonic  acid  gas,  when  alone  or  when  mixed  with  nitrogen.  It  is 
with  carbonic  acid,  indeed,  that  I  have  hitherto  chiefly  worked,  as  it 
is  singularly  well  adapted  for  experiment ;  and  the  properties  it  ex- 
hibits will  doubtless,  in  their  main  features,  be  found  to  represent 
those  of  other  gaseous  bodies  at  corresponding  temperatures  below 
and  above  their  critical  points. 

Liquefaction  of  Carbonic  Acid  Gas. — The  following  results  have 
been  obtained  from  a  number  of  very  careful  experiments,  and  give, 
it  is  believed,  the  pressures,  as  measured  by  an  air-manometer,  at 
which  carbonic  acid  liquefies  for  the  temperatures  stated : 


Tempecfttures  in 

PreMure  in 

Centigrade  DegreeB.                                                                                             Atmoepheres. 

000 3604 

6-45 

40-44 

11-45 

4704 

16-92 

53-77 

22-22 

61-13 

26-39 

65-78 

28-30 

70-39 

I  have  been  gratified  to  find  that  the  two  results  (for  13-09®  and 
21  ^G®)  recorded  in  my  former  paper  are  in  close  agreement  with 
these  later  experiments.  On  the  other  hand,  the  pressures  I  have 
found  are  lower  than  those  given  by  Regnault  as  the  results  of  his 
elaborate  investigation  [MSmoires  de  VAcadSmie  des  SctenceSy  vol. 
xxvi,  p.  618).  The  method  employed  by  that  distinguished  physi- 
cist was,  not,  however,  fitted  to  give  accurately  the  pressures  at  which 
carbonic  acid  gas  liquefies.     It  gave,  indeed,  the  pressures  exercised 
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by  the  liquid  when  contained  in  large  quantity  in  a  Thilorier's  reser- 
voir ;  but  these  pressures  are  always  considerably  in  excess  of  the 
true  pressures,  in  consequence  of  the  unavoidable  presence  of  a  small 
quantity  of  compressed  air,  although  the  greatest  precautions  may 
have  been  taken  in  filling  the  apparatus.  Even  1th  part  of  air  will 
exercise  a  serious  disturbing  influence  when  the  reservoir  contains  a 
notable  quantity  of  liquid. 

Law  of  Boyle. — The  large  deviations  in  the  case  of  carbonic  acid 
at  high  pressures  from  this  law  appeared  distinctly  from  several  of  the 
results  given  in  my  former  paper.  I  have  now  finished  a  long  series 
of  experiments  on  its  compressibility  at  the  respective  temperatures  of 
e-T*^,  63-7°,  and  100°  C.  The  two  latter  temperatures  were  obtained 
by  passing  the  vapors  of  pyroxylic  spirit  (methyl- alcohol)  and  of 
water  into  the  rectangular  cage  with  plate-glass  sides,  in  which  the 
tube  containing  the  carbonic  acid  is  placed.  The  temperature  of  the 
vapor  of  the  pyroxylic  spirit  was  observed  by  an  accurate  thermome- 
ter, whose  indications  were  corrected  for  the  unequal  expansion  of 
the  mercury :  while  that  of  the  vapor  of  water  was  deduced  from  the 
pressure  as  given  by  the  height  of  the  barometer  and  a  water-gauge 
attached  to  the  apparatus.  At  the  lower  temperature  (6*7°),  the 
range  of  pressure  which  could  be  applied  was  limited  by  the  occur- 
rence of  liquefaction  ;  but  at  the  higher  temperatures,  which  were 
considerably  above  the  critical  point  of  carbonic  acid,  there  was  no 
limit  of  this  kind,  and  the  pressures  were  carried  as  far  as  223  at- 
mospheres. I  have  only  given  a  few  of  the  results ;  but  they  will  be 
8uflicient  to  show  the  general  eflFects  of  the  pressure.  In  the  follow- 
ing tables  p  designates  the  pressure  in  atmospheres  as  given  by  the 
air  manometer,  t'  the  temperature  of  the  carbonic  acid,  e  the  ratio  of 
the  volume  of  the  carbonic  acid  under  one  atmosphere  and  at  the 
temperature  t'  to  its  volume  under  the  pressure  p'  and  at  the  same 
temperature,  and  d  the  volume  to  which  one  volume  of  carbonic  acid 
gas  measured  at  0°  and  760  millimetres  is  reduced  at  the  pressure  p 
and  temperature  t^ : 

Carbonic  Acid  at  6-7°. 


Atmospheres. 


t' 

Degrees. 


d. 


13-22 


6-90 


14-86 


0-07148 
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20-10 

6-79 

1 
23-01 

0-44456 

24-81 

6-73 

1 

29-60 

0.08462 

31-06 

6-62 

1 
39-57 

0-02589 

40-11 

6-59 

1 

58-40 

001754 

Oarbonie  Aeid  at  63-7°. 

P- 

t' 

e. 

d. 

Degrees. 

16-96 

63-97 

1 

17-85 

0-06981 

54-33 

63-57 

1 
66-06 

0-01871 

106-88 

63-75 

1 

185-90 

0-00665 

145-54 

63-70 

1 

327-30 

0-00378 

222-92 

63-82 

1 

446-90 

0-00277 

Carbonic  Aeid  at  100°. 

P- 

t' 

e. 

d. 

Atmospheree. 

Degrees. 

16-80 

100-38 

1 
17-33 

0-07914 

53-81 

100-33 

1 
60-22 

0-02278 

106-69  . 

100-37 

1 
137-10 

001001 

145-44 

99-46 

1 

0.00625 

218-90 
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223-67  99-44  ?—  000359 

380-90 

These  results  fully  confirm  the  conclusions  which  I  formerly  de- 
duced from  the  behavior  of  carbonic  acid  at  48^,  viz.,  that  while  the 
curve  representing  its  volume  under  different  pressures  approximates 
more  nearly  to  that  of  a  perfect  gas  as  the  temperature  is  higher,  the 
contraction  is  nevertheless  greater  than  it  would  be  if  the  law  of 
Boyle  held  good,  at  least  for  any  temperature  at  which  experiments 
have  yet  been  made.  From  the  foregoing  experiments  it  appears  that 
at  63.7^  carbonic  acid  gas,  under  a  pressure  of  223  atmospheres,  is 
reduced  to  ^^th  of  its  volume  under  one  atmosphere,  or  less  than  one- 
half  the  volume  it  ought  to  occupy  if  it  were  a  perfect  gas^  and  con- 
tracted in  conformity  with  Boyle's  law.  Even  at  100°  the  contraction 
under  the  same  pressure  amounts  to  1st  part  of  the  whole.  From 
these  observations  we  may  infer,  by  analogy,  that  the  critical  points 
of  the  greater  number  of  the  gases  not  hitherto  liquefied,  are  proba- 
bly far  below  the  lowest  temperature  hitherto  attained,  and  that  they 
are  not  likely  to  be  seen,  either  as  liquids  or  solids,  till  much  lower 
temperatures  even  than  those  produced  by  liquid  nitrous  oxide  are 
reached.  ^ 

Law  of  Q-ay'I/ussac. — That  the  law  of  Gay-Lussac  in  the  case  of 
the  so-called  permanent  gases,  or  in  general  terms  of  cases  greatly 
above  their  critical  points,  holds  good  at  least  at  ordinary  pressures, 
within  the  limits  of  experimental  error,  is  highly  probable  from  the 
experiments  of  Regnault ;  but  the  results  I  have  obtained  with  car- 
bonic acid  will  show  that  this  law,  like  that  of  Boyle,  is  true  only  in 
certain  limiting  conditions  of  gaseous  matter,  and  that  it  wholly  fails 
in  others.  It  will  be  shown  that  not  only  does  the  coefficient  of  ex- 
pansion change  rapidly  with  the  pressure,  but  that,  the  pressure  or 
volume  remaining  constant^  the  coefficient  changes  with  the  tempera- 
ture. The  latter  result  was  first  obtained  from  a  set  of  preliminary 
experiments  in  which  the  expansion  of  carbonic  acid  under  a  pressure 
of  17  atmospheres  was  observed  at  4°,  20®,  and  54° ;  and  it  has 
since  been  fully  confirmed  by  a  large  number  of  experiments,  made  at 
different  pressures  and  well-defined  temperatures.  These  experiments 
were  conducted  by  the  two  methods  commonly  known  as  the  method 
of  constant  pressure  and  the  method  of  constant  volume.  The  two 
methods,  except  in  the  limiting  conditions,  do  not  give  the  same  values 
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for  the  coefficient  of  expansion ;  but  they  agree  in  this  respect,  that 
at  high  pressures  the  value  of  that  coefficient  changes  with  the  tem- 
perature. While  I  have  confined  this  statement  to  the  actual  results 
of  experiment,  I  have  no  doubt  that  future  observations  will  discover, 
in  the  case,  at  least,  of  such  gases  as  carbonic  acid,  a  similar,  but 
smaller,  change  in  the  value  of  the  coefficient  for  heat  at  low  pres- 
sures. The  numerous  experiments  I  have  made  on  this  subject  will 
shortly  be  communicated  in  detail  to  the  Society  ;  and  for  the  pres- 
ent I  will  only  give  the  following  results  : — 

JExpansion  of  Heat  of   Carbonic  Add  Gas  under  High  Pre%»ure^ 


Vol.  CO,  at 

Vol.  CO,  at 

Pressure. 

0°and 

6-05°  and 

Temperature. 

760m.m.  =  l. 

22-26  At.  =  1. 

Atmospheres. 

DegraM. 

22-26 

0-03934 

1-0000 

6-06% 

22-26 

0-05188 

1-3175 

68-79 1     (A 

22-26 

0-05909 

1-5020 

100-10  J 

Vol.  CO,  at 

Vol.  CO,  at 

Pressure. 

0°and 

6-62°  and 

Temperature. 

760m.m.  =  l. 

3106  At.  =  1. 

Atmospheres. 

Degrees. 

31-06 

0-02589 

1-0000 

6-62-) 

31-06 

0-03600 

1-3905 

63-83  V    (B) 

31-06 

0-04160 

1-6068 

100-64) 

Vol.  CO,  at 

Vol.  CO,  at 

Pressure. 

0°and 

6-01°  and 

Temperature. 

760  m.m.  =  1. 

40-06  At.  =  1. 

Atmosplieres. 

DegrMS. 

40-06 

001744 

1-0000 

601  ■) 

40-06 

002697 

1-5464 

63-64 1      (C 

4006 

003161 

1-8128 

100  60  j 

Taking  as  unit  1  vol.  of  carbonic  acid  at  6*05^  and  22*26  atmos- 
pheres, we  obtain,  from  series  A,  the  following  values  for  the  coefficient 
of  heat  for  the  different  ranges  of  temperature : — 

a  =  0005499  from    6-05°  to    63•79^ 
a  =  0-005081  from  63-79°  to  100-10°. 
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From  series  B,  with  the  corresponding  unit  volume  at  6'62°  and 
31*06  atmospheres,  we  find : — 

a  =0-006826  from    6-62°  to    63-83°. 
a  =  0-005876  from  63-83°  to  100-64°. 

And  in  like  manner,  from  series  C,  with  the  unit  volume  at  6-01° 
and  40-06  atmospheres : — 

a  =  0-009481  from    6-01°  to    63-64°. 
a  =  0-007194  from  63-64°  to  10060°. 

The  coefficient  of  carbonic  acid  under  1  atmosphere  referred  to  a 
unit  volume  at  6°  is — 

a  =  0-003629. 

From  these  experiments,  it  appears  that  the  coefficient  of  expan- 
sion increases  rapidly  with  the  pressure.  Between  the  temperatures 
of  6°  and  64°  it  is  once  and  a  half  as  great  under  22  atmospheres, 
and  more  than  two  and  a  half  times  as  great  under  40  atmospheres, 
as  at  the  pressure  of  1  atmosphere.  Still  more  important  is  the 
change  in  the  value  of  the  coefficient  at  different  parts  of  the  thermo- 
metric  scale,  the  pressure  remaining  the  same.  An  inspection  of  the 
figures  will  also  show  that  this  change  of  value  at  different  tempera- 
tare  increases  with  the  pressure. 

Another  interesting  question  and  one  of  great  importance  in  refer- 
ence to  the  laws  of  molecular  action,  is  the  relation  between  the 
elastic  forces  of  a  gas  at  different  temperatures  while  the  volume  re- 
mains constant.  The  experiments  which  I  have  made  in  this  part  of 
the  inquiry  are  only  preliminary,  and  were  performed,  not  with  pure 
carbonic  acid,  but  with  a  mixture  of  about  11  vols,  of  carbonic  acid 
and  1  vol.  of  air.  It  will  be  convenient,  for  the  sake  of  comparison, 
to  calculate,  as  is  usually  done,  the  values  of  a  from  these  experi- 
ments ;  but  it  must  be  remembered  that  a  here  represents  no  longer 
a  coefficient  of  volume,  but  a  coefficient  of  elastic  force. 

Mastic  Force  of  a  Mixture  of  11  vols.  COj  and  1  vol.  Air  Heated  unr- 
der  a  constant  volume  to  different  temperatures. 

Vol.  COg.  Temperature.  Elastic  Force. 

Degrees.  Atmoflpheres. 

366-1  13-70  22-90  ^ 

366-2  40-63  25-74  l     (A) 

866-2  99-78  81-66  j 
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256-8  13-70  31-18  ^ 

256-8  40-66  35-4-1  V      (B) 

256-8  99-76  44-29 ) 

From  series  A  we  deduce,  for  a  unit  at  13-70^  and  22-90  atmos- 
pheres : — 

a=  0-004604  from  13-70^  to  40-63^. 
a  =  0004367  from  40-63^  to  99-73°. 

And  from  series  B  : — 

a  =0-005067  from  13-70°  to  40-66°. 
a  =  0-004804  from  40-66°  to  99-75°. 

The  coefficient  at  13*70°  and  1  atmosphere  is — 

a  =  0-003513. 

It  is  clear  that  the  changes  in  the  value  of  a,  calculated  from  the 
elastic  forces  under  a  constant  volume,  are  in  the  same  direction  as 
those  already  deduced  from  the  expansion  of  the  gas  under  a  constant 
pressure.  The  value  of  a  increases  with  the  pressure,  and  it  is  greater 
at  lower  than  at  higher  temperatures.  But  a  remarkable  relation 
exists  between  the  coefficients  in  the  present  case  which  does  not  ex- 
ist between  the  coefficients  obtained  from  the  expansion  of  the  gas. 
The  values  of  a,  deduced  for  the  same  range  of  temperature  from  the 
elastic  forces  at  different  pressures,  are  directly  proportional  to  one 
another.     We  have,  in  short — 

0-004367  _  0.948  0j04804  _  ^,^^^^ 

0  004d04  '  0060t)7 

How  far  this  relation  will  be  found  to  exist  under  other  conditions 
of  temperature  and  pressure  will  appear  when  experiments  now  in 
progress  are  brought  to  a  conclusion. 

Law  of  Bolton, — This  law,  as  originally  enunciated  by  its  authpr, 
is,  that  the  particles  of  one  gas  possess  no  repulsive  or  attractive 
power  with  regard  to  the  particles  of  another.  *'  Oxygen,*'  he  states, 
'^  azotic  gas,  hydrogenous  gas,  carbonic  acid  gas,  aqueous  vapor,  and 
probably  several  other  elastic  fluids,  may  exist  in  company  under  any 
pressure  and  at  any  temperature  without  any  regard  to  their  specific 
gravities,  and  without  any  pressure  upon  one  another."  The  experi- 
ments which  I  have  made  on  mixtures  of  carbonic  acid  and  nitrogen  have 
occupied  a  larger  portion  of  time  than  all  I  have  yet  referred  to. 
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They  have  been  carried  to  the  great  pressure  of  288 -9  atmospheres, 
as  measured  in  glass  tubes  by  a  hydrogen  manometer,  at  which  pres- 
sure a  mixture  of  3  volumes  of  carbonic  acid  and  4  volumes  of  nitro- 
gen was  reduced  at  7*6*^,  to  ~  th  of  its  volume  without  liquefaction 
of  the  carbonic  acid.  As  this  note  has  already  extended  to  an  un- 
usual lengthy  I  will  not  now  attempt  to  give  an  analysis  of  these 
experiments,  but  shall  briefly  state  their  general  results.  The  most 
important  of  these  results  is  the  lowering  of  the  critical  point  by  ad- 
mixture  with  a  non-condensable  gas.  Thus,  in  the  mixture  mentioned 
above  of  carbonic  acid  and  nitrogen,  no  liquid  was  formed  at  any 
pressure  until  the  temperature  was  reduced  below  — 20^  G.  Even 
the  addition  of  only  1th  of  its  volume  of  air  or  nitrogen  to  carbonic 
acid  gas  will  lower  the  critical  point  several  degrees.  Finally,  these 
experiments  leave  no  doubt  that  the  law  of  Dalton  entirely  fails  un- 
der high  pressures,  where  one  of  the  gases  is  at  a  temperature  not 
greatly  above  its  critical  point.  The  anomalies  observed  in  the  ten- 
sion of  the  vapor  of  water  whea  alone  and  when  mixed  with  air  find 
their  real  explanation  in  the  fact  that  the  law  of  Dalton  is  only  ap- 
proximately true  in  the  case  of  mixtures  of  air  and  aqueous  vapor  at 
the  ordinary  pressure  and  temperature  of  the  atmosphere,  and  do  not 
depend,  as  has  been  alleged,  on  any  disturbing  influence  produced  by 
a  hygroscopic  action  of  the  sides  of  the  containing  vessel.  The  law 
of  Dalton,  in  short,  like  the  laws  of  Boyle  and  Gay-Lussac,  only 
holds  good  in  the  case  of  gaseous  bodies  which  are  at  feeble  pressures 
and  at  temperatures  greatly  above  their  critical  points.  Under  other 
conditions  these  laws  are  interfered  with ;  and  in  certain  conditions 
(such  as  some  of  those  described  in  this  note)  the  interfering  causes 
become  so  powerful  as  practically  to  efface  them. 


The  Use  of  Natural  Oas  Extending:.— The  highly  satisfac- 
tory results  obtained  by  the  use  of  natural  gas  in  puddling  and  heat- 
ing furnaces  at  Erie,  Leechburg,  and  other  places  in  Pennsylvania, 
has  induced  a  serious  effort  to  bring  this  excellent  fuel  from  the  great 
gas  well  in  Butler  county,  Pennsylvania,  to  the  ironworks  of  Graff', 
Bennett  &  Co.,  and  Spang,  Ghalfant  &  Co.,  in  Pittsburgh. 

It  is  proposed  to  use  a  pipe  6  inches  in  diameter,  and  17  miles 
long ;  this  will  be  carried  in  a  trench  3  feet  deep,  and  the  work  is 
under  contract  to  be  finished  within  a  month. 
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DANA'S  CORALS  AND  CORAL  ISLANDS."^ 
The  additions  which  Professor  Dana  has  made  to  his  work  on  Gorals 
and  Coral  Islands,!  in  preparing  his  second  edition  for  the  Engliflk 
public,  have  made  it  the  fullest  and  most  advanced  repertory  of 
knowledge  upon  that  interesting  and  still  novel  branch  of  natural  his- 
tory. Without  sacrificing  scientific  precision  he  has  succeeded  in  pre- 
senting the  subject  in  a  form  intelligible  to  the  ordinary  reader,  and 
in  surrounding  what  might  otherwise  have  been  dry  details  and  cum- 
brous technicalities  with  the  charm  with  which  a  true  lover  as  well  as 
master  of  nature  never  fails  to  invest  his  theme.  To  the  labcMrs  of 
those  who  have  led  the  way,  and  to  whom  he  fully  acknowledges  hifl 
obligations,  he  does  justice  in  his  prefatory  observations.  It  will  be 
seen  at  the  same  time  that  he  is  no  mere  compiler  from  the  results  of 
other  men's  research  and  observations,  having  himself  had  chief  charge 
of  the  scientific  corps  under  command  of  Admiral  Wilkes  in  the  United 
States  Exploration  of  the  Pacific  from  1838  to  1842.  The  prelimi- 
nary announcement  of  the  great  theory  of  coral-reef  formation  by 
Darwin  came  in  happily  to  give  a  guiding  light  to  the  investigations 
awaiting  the  expedition.  And  of  the  fuller  explanations  since  brought 
out  by  that  great  naturalist  Professor  Dana  has  not  failed  to  avail 
himself,  whilst  adding  new  facts  and  scientific  solutions  in  abundance 
from  his  own  independent  researches  and  from  valuable  works  like 
those  of  Johnston,  Hincks,  and  Gosse,  The  illustrations  with  which 
the  book  abounds  are  of  great  service,  bringing  vividly  before  the  eye 
the  variety  and  beauty  of  the  manifold  forms  of  coralline  growth  and 
structure,  and  imparting  additional  clearness  to  the  writer's  descrip- 
tions. 

The  popular  mind  has  been  all  along  under  much  misapprehension  as 
to  the  nature  and  growth  of  corals,  speculation  or  even  superstition 
having  largely  held  the  place  of  facts.  A  special  mystery  has  been 
supposed  to  attach  to  the  domain  and  the  functions  of  these  minute 
^'  animalcules,"  as  it  was  thought  most  fitting  to  designate  the  sub- 
marine workers.  The  use  of  such  terms  as  polypary  and  polypidon 
sufficiently  expresses  the  popular  notion  that  each  coral  was  the  house 
or  hive  of  a  swarm  of  polyps,  like  the  honeycomb  of  the  bee,  or  the 

^From  the  Saturday  Review,  London,  August  14ih,  1875. 

jOorals  and  Coral  Idands.    By  James  D.  Dana,  LL.D.,  Professor  of  Qeolo|pf  a»d 
Mineralogy  in  Yale  College,  etc.    London :  Sampson  Low  4  Co.    1876. 
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hillock  of  a  colony  of  ants.  Even  now  that  the  extended  taste  for 
natural  history,  and  the  general  familiarty  with  the  contents  of  aquar- 
iums, have  made  the  more  intelligent  part  of  the  public  familiar  with 
the  commoner  forms  of  polyp  growth,  there  is  no  little  diflSculty  in 
realizing  the  process  whereby,  through  the  agency  of  soft  molluscous 
tissues,  which  alone  meet  the  eye,  a  substance  of  such  hardness,  and 
masses  of  such  stupendous  depth  and  volume,  have  been  built  up. 
There  is  however,  after  all,  no  greater  mystery  in  a  polyp  forming 
structures  of  stone  or  carbonate  of  lime  in  continuous  masses  than  in 
a  quadruped  forming  its  bones,  or  a  mollusc  or  crustacean  its  shell. 
It  is  a  simple  case  of  secretion,  and  no  more — a  process  among  the 
first  and  most  common  of  those  which  belong  to  living  tissues :  differ- 
ing, indeed,  in  different  organs  in  accordance  with  their  end  or  func- 
tion, yet  essentially  identical,  whether  in  the  animalcule  or  in  man. 
It  is  most  characteristic  of  the  lowest  kinds  of  life.  Not  that  all 
polyps  have  equal  powers  of  secretion,  or  that  they  can  carry  on  their 
functions  under  all  external  conditions  alike.  But  among  them  are 
found  the  greatest  stone-makers.  In  their  simplicity  of  structure  they 
may  be  almost  all  stone,  and  still  carry  on  the  processes  of  nutrition 
and  growth.  Theirs  has  been  the  task  throughout  geological  time  of 
producing  the  material  of  limestones  and  marbles,  consolidating  under 
water  the  solid  rocks  which  were  one  day  to  be  upheaved  and  to  form 
islands  and  continents  for  the  abode  and  the  study  of  man. 

Mr.  Dana's  exhaustive  treatment  of  his  subject  leads  him  to  pre- 
pare the  reader  for  the  comprehension  of  the  origin  and  distribution 
of  reefs  and  islands  by  distinguishing  between  those  organisms  which 
have  the  secreting  power  and  those  which  have  not.  Coral  is  never 
the  handiwork  of  the  many-armed  polyps,  these  organs  being  no  more 
concerned  in  the  lime-secretion  than  our  limbs  or  muscles  are  in  bone- 
making  ;  nor  does  coral  partake  of  the  nature  of  the  cell  into  which 
the  animal  may  withdraw  itself  like  certain  molluscs.  Poets  have 
drawn  fancy  pictures  of  the  toil  and  skill  put  forth  in  the  elaboration 
of  coral  masses,  or  of  the  shapeless  worms  which  they  conceive  to 
writhe  and  shrink  in  the  process ;  but  nothing  can  well  be  further 
from  the  actual  formation  of  the  carallum^  as  the  coral  skeleton  is 
called,  which  is  secreted  among  the  tissues  of  the  sides  and  lower  parts, 
not  the  stomach  or  the  tentacles  of  the  polyp.     To  the  compound  mass 

Vol.  LXX.— Third  Sebieb.— No.  3.— September,  1875.  15 
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produced  by  a  process  of  budding  analogous  to  that  in  vegetatioD, 
and  consisting  of  several  polyps  with  the  corallum  as  their  united  se- 
cretion or  base,  the  name  of  zoophyte  has  been  generally  attached,  it 
being  truly  animal  in  nature,  though  plant-like  in  point  of  budding. 
As  this  term,  however,  conveys  to  many  minds  the  idea  of  something 
between  a  plant  and  an  animal,  which  is  false,  Professor  Dana  would 
substitute  for  it  zoothome,  from  ^looo^  "  animal,"  0a)fiO(:y  "  a  heep,"  a 

J  term  no  less   applicable  to  compound  groups  in  other  classes — e.^., 

Bhizopods,  Bryozoans,  and  Ascidians. 
I  Besides  polyps,  which  are  the  most  important  of  the  coral-reef  buil- 

I  ders,  there  are  three  other  classes  of  organisms  which  secrete  corallum. 

These  are  the  Hydroids,  related  to  the  little  hydras  of  fresh  waters, 
forming  the  very  common  and  often  large  corals  called  millepores  ; 
the  Bryozoans,  or  lowest  tribe  of  molluscs,  deriving  their  name  from 
the  delicate  moss-like  corals  they  secrete,  no  longer  prominent  as  build- 
ers, but  in  Palaeozoic  ages  so  abundant  that  some  beds  of  limestone 
are  half  composed  of  them ;  and  certain  Algae  or  seaweeds,  barely 
distinguishable  from  true  corals,  save  that  they  have  neither  cells  nor 
pores.  Each  group  is  subjected  to  careful  and  minute  classification  by 
the  author,  the  plentiful  and  beautifully  defined  woodcuts  greatly 
aiding  the  mind  of  the  reader.  Following  in  general  the  limits  of 
tribe  and  species  assigned  by  Professor  Verrill,  he  gives  reasons  for 
diverging  from  them  in  some  cases.  He  unites,  for  instance,  both  the 
non-coral  making  and  the  coral-making  species  into  one  grand  division , 
that  of  the  Actionids,  on  the  ground  of  the  close  resemblance  of  the 
polyps ;  and  he  also  separates  from  the  latter  the  Cyathophylloid 
corals,  which  differ  from  them  in  having  the  number  of  tentacles  and 
interior  septa  multiples  of  four,  a  characteristic  of  the  Alcyonoids, 
instead  of  six.  In  external  aspect  and  in  internal  character  all  are 
essentially  identical,  the  general  type  being  that  of  the  sea-anemone. 
In  all  alike  the  processes  of  life  and  death  are  for  ever  going  on  to- 
gether pari  pa88Uj  the  coral  secretions  giving  to  the  polyp  a  base 
whereon  to  mount  upwards,  lengthening  itself  at  the  top  by  the  for- 
mation of  fresh  cells.  It  thus  leaves  the  dead  corallum  behind  as  the 
upward  growth  proceeds,  so  that  a  polyp  but  the  fourth  of  an  inch 
long,  or  even  shorter,  is  often  found  at  the  top  of  a  stony  stem  many 
inches  in  height.  In  Goniopora  columna^  for  example,  the  living 
part  combines  a  vast  number  of  living  polyp-cells,  growing  and  bud- 
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ding  with  rich  exuberance,  while  below  the  old  polyps  have  undergone 
the  process  of  death,  their  cells  retaining  no  distinction  of  surface, 
and  blending  into  a  uniform  mass,  disclosing,  however,  imbedded  shells. 
Madrepores  may  branch  into  trees  almost  without  limit,  all  below  a 
slight  distance  from  the  summit  being  dead,  this  distance  varying  in 
different  species  ;  the  dead  coral  below  serving  as  an  ever-rising  base- 
ment of  rock,  often  harder  than  ordinary  limestone  or  marble,  for  the 
still  expanding  and  rising  zoothome.  The  large  domes  of  Astr»as, 
attaining,  as  they  are  said  to  do,  a  diameter  of  ten  or  fifteen  feet,  and 
alive  over  the  whole  surface,  owing  to  a  uniform  and  symmetrical 
mode  of  budding,  are  throughout  the  whole  interior  nothing  but  life- 
less coral.  Could  the  living  mass  which  meets  the  eye  be  separated 
it  would  form  a  hemispherical  shell  of  polyps,  in  most  species  not 
more  than  half  an  inch  thick.  There  is  thus  no  limit  to  the  possible 
growth  of  corals.  The  rising  column  or  dome  may  increase  upwards 
indefinitely  until  it  reaches  the  surface  of  the  sea,  when  death  ensues 
from  exposure  to  the  air,  and  not  from  any  failure  in  the  powers  of 
growth.  If  the  land  supporting  the  coral  domes  or  trees  goes  on 
gradually  sinking,  the  upward  increment  may  proceed  till  a  thickness 
results  of  many  thousand  feet.  Subsequent  upheaval  above  the  sur- 
face of  the  sea  will  result  in  mountain  ranges  of  limestone  or  coral  rag, 
which  are  known  to  have  a  thickness  not  much  short  of  a  mile. 

The  composition  of  coral  forms  an  important  part  of  Professor 
Dana's  inquiry.  Ordinary  corals  have  a  hardness  a  little  above  that 
of  common  limestone  or  marble,  giving  out  a  ringing  sound  when  struck 
with  a  hammer.  This  may  be  owing,  he  considers,  to  the  carbonate 
of  lime  being  in  the  state  of  aragonite.  It  is  a  common  mistake  to 
suppose  that  coral,  when  first  taken  from  its  watery  bed,  is  soft,  and 
hardens  through  exposure.  The  live  coral  may  feel  somewhat  slimy 
in  the  fingers,  but  if  the  animal  matter  be  washed  away  it  is  found 
quite  hard.  Chemically  the  chief  constitutent  of  all  is  carbonate  of 
lime,  in  the  proportion  of  95  to  98  parts  in  100,  with  1 J  to  4  parts  of 
organic  matter,  and  some  earthly  ingredients,  such  as  phosphate  of 
lime,  with  a  trace  of  silica,  amounting  usually  to  less  than  1  per  cent. 
Forchhammer  found  2-1  per  cent,  of  magnesia  in  Cor  allium  rubrum^ 
and  6*36  in  Isis  hippuris.  The  sources  of  these  constituents  are  the 
sea  water  and  the  ordinary  food  of  the  polyps,  the  process  of  absorp- 
tion, assimilation,  and  secretion  going  on  in  them  as  in  all  animal  or- 
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ganisms.     A  zoophyte,  be  it  kept  in  mind,  is  as  much  an  animal  as  a 
cat  or  a  dog  is. 

Since  Mr.  Darwin's  luminous  exposition  of  the  origin  and  growth 
of  coral  reefs  and  atolls,  nothing  remained  but  to  multiply  illustra- 
tions of  the  working  of  this  great  primary  law,  besides  collecting  such 
facts  as  might  futher  define  the  limit  or  local  conditions  of  its  action. 
Professor  Dana's  wide  range  of  observation  gives  to  his  book  its  special 
value  in  regard  to  the  causes  which  influence  the  growth  and  distribu- 
tion of  corals.  These  causes  are  most  directly  traceable  in  relation  to 
latitude,  to  depth,  and  to  local  influences.  Whether  or  not  the  coral- 
making  polyps  are  organically  distinguishable  from  others,  it  is  abun- 
dantly clear  that  a  certain  minimum  of  temperature  is  essential  to  the 
formation  of  coral.  Coral-building  is  confined  to  waters  which  through 
even  the  coldest  months  never  sink  below  68°  F.  A  pair  of  isother- 
mal lines  crossing  the  ocean  where  this  is  the  winter  temperature  of 
the  sea,  one  north  and  another  south  of  the  equator,  each  bending  in 
its  course  toward  or  from  the  equator  wherever  the  marine  currents 
change  its  position,  will  include  all  the  growing  reefs  of  the  world, 
and  the  included  area  of  waters  may  properly  be  called  the  coral-reef 
seas.  This  isocryme,  or  cold  water  line,  of  68°  F.,  is  far  from  coin- 
cident with  latitude.  The  author's  chart  shows  at  a  glance  the  extent 
to  which  observation  has  thus  far  found  it  to  range.  It  extends 
through  mid-ocean  in  both  the  Atlantic  and  Pacific  basins  near  the 
parallel  of  28°,  but  varies  greatly  from  this  in  the  vicinity  of  conti- 
nents, and  accordingly  affects  to  a  corresponding  degree  the  geo- 
graphical distribution  of  reefs.  This  is  of  course  but  a  temporary 
extreme,  the  summer  heats  greatly  raising  the  temperature.  The 
mean  for  the  year  is  about  73^°  in  the  North  Pacific  and  70°  in  the 
South,  the  summer  mean  being  as  high  at  least  as  78°  and  74°.  Over 
all  this  area  coral-reefs  grow  luxuriantly,  but  in  the  greatest  variety 
and  richness  where  the  waters  are  hottest.  A  torrid  and  a  sub-torrid 
region,  as  drawn  out  by  Professor  Dana,  will  be  found  to  correspond 
closely  with  a  marked  difference  in  coral-growth.  Not  only,  however, 
are  the  reef-building  species  separable  generically  from  those  of  colder 
seas,  but  there  are  specific  difierences  by  no  means  to  be  accounted 
for  between  corals  of  seas  identical  in  temperature.  Thus  not  a  sin- 
gle West  Indian  species  occurs  on  the  Panama  coast,  although  on  the 
Aspinwall  side  there  are  found  nearly  all  the  reef-building  species  of 
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Florida,  nor  is  any  West  Indian  species  known  to  be  identical  with 
any  from  the  Pacific  or  Indian  Ocean.  While,  therefore,  temperature 
has  much  to  do  with  the  distribution  of  reefs  in  latitude,  there  are 
certain  local  peculiarities  which  are  not  thus  to  be  accounted  for. 

Contrary  to  the  notions  of  early  navigators,  who  judged  from  find- 
ing coral-reefs  at  immense  ocean  depths,  the  growth  of  coral  is  now 
known  to  be  limited  to  a  very  narrow  depth  of  water.  What  their 
soundings  brought  up  were  specimens  of  deposits  sunk  long  ago,  and 
far  below  their  living  bed.  The  range  within  which  the  polyps  live  is 
nowhere  found  much  to  exceed  twenty  fathoms,  whilst  they  die  im- 
mediately on  exposure  at  the  surface.  This  may  be  taken  as  the 
limit  of  coral  life.  A  further  condition  is  the  necessity  of  pure  ocean 
water,  mud  or  sediment  being  as  fatal  to  the  coral  polyp  as  to  the 
oyster.  At  the  mouths  of  great  rivers  consequently  they  will  be 
looked  for  in  vain.  A  more  recondite  cause  must  be  sought  for  the 
absence  of  corals  in  certain  areas  where  there  are  no  mud-banks,  vol- 
canic action  being  almost  certainly  in  some  way  concerned.  That  the 
effect  of  volcanoes  in  raising  the  temperature  of  the  waters,  or  chem- 
ically affecting  them,  had  been  underrated  by  Mr.  Darwin,  was  an 
opinion  put  forth  by  Professor  Dana  in  the  earlier  edition  of  his  book. 
In  reply  to  this  the  question  has  been  asked  by  Mr.  Darwin,  by  what 
means  could  the  heat  or  poisonous  exhalations  from  a  volcano  affect 
the  whole  circumference  of  a  large  island  ?  We  are  surprised  to  find 
this  point,  on  which  we  dwelt  in  noticing  Mr.  Darwin's  recent  new 
edition,  left  here  without  further  proof  or  illustration.  The  most  im- 
portant accessions  of  new  matter  relate  to  the  extent  and  depth  of 
ocean  subsidence,  as  shown  by  the  able  observations  of  General  Nel- 
son upon  the  Bahamas,  and  those  of  Mr.  Matthew  Jones  upon  the 
Bermuda  group,  with  correlative  proofs  of  the  like  geological  changes 
over  the  wide  area  of  the  Pacific.  A  great  secular  movement  of  the 
earth's  crust  may  be  inferred  from  these  considerations,  or  rather  the 
one  local  movement  may  be  taken  to  have  balanced  the  other.  A 
vast  Southern  area,  equal  to  one-quarter  of  the  earth's  circumference, 
sinking  to  the  extent  of  perhaps  ten  thousand  feet,  must  have  caused 
a  revolution  in  which  the  whole  sphere  of  the  earth  must  have  been 
concerned.  It  accompanied,  we  may  well  believe,  the  immense  up- 
ward movement  of  the  North  American  continent  preparatory  to  or 
during  the  great  Ice  epoch.     This  range  of  elevation  and  depression 
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is  not  indeed  great  compared  with  the  upheaval  which  the  Rockj 
Mountains,  the  Andes,  Alps,  and  Himalayas  have  each  undergone 
since  the  close  of  the  Cretaceous  era  or  the  early  Tertiary.  Even 
our  own  country  shows  signs  of  disturbance  not  far  short  of  this,  and 
boundless  time  must  be  allowed  for  the  accumulation  of  the  Pacific 
reefs  and  atolls,  considering  the  depths  to  which  the  adjacent  sound- 
ings bear  witness.  All  seems  to  confirm  the  belief  that  the  main 
continental  outlines  of  land  and  water  have  remained  the  same  through- 
out. Oceans  have  always  been  oceans.  Yet  from  the  configuration 
of  the  North  American  continent,  combined  with  that  of  the  adjacent 
reefs,  it  may  be  judged  that  the  peninsula  of  Florida,  Cuba,  and  the 
Bahamas  were  once  part  of  a  vast  prolongation  of  thB  southeastern  angle 
of  the  continent,  a  submerged  ridge  being  traceable  between  Florida 
and  Cuba.  The  lonely  Bermuda  atoll  confirms  by  its  position  the 
same  deduction.  The  submerged  coral  banks  on  either  side  show  that 
it  is  not  wholly  alone,  but  forms  a  summit  in  a  long  range  of  heights. 
So  in  the  Indian  Ocean  the  oceanic  area  was  correspondingly  affected 
by  the  coral  island  subsidence.  As  the  islands  or  high  lands  sank 
beneath  the  sea,  the  corals  built  up  their  encircling  walls.  If  the 
rate  of  subsidence  kept  up  at  all  a  corresponding  pace  with  the  coral 
secretion,  the  resulting  atoll  ring  rose  up  as  a  crown  far  above  the 
sinking  intermediate  cone,  standing  up  from  the  ocean  floor  a  monu- 
ment to  mark  the  site  of  the  buried  islet.  A  rate  of  sinking  exceed- 
ing five  feet  in  a  thousand  years  would,  according  to  the  estimate 
arrived  at  by  the  author,  as  well  as  by  most  competent  calculators, 
have  buried  islands  and  reefs  together  in  the  ocean. 

Coming  nearer  home,  the  most  lively  interest  for  us  centres  in  the 
question,  under  what  conditions  of  temperature  and  depth  were  built 
up  the  thick  masses  of  coral  which  enter  into  the  limestone  system  of 
the  British  Islands,  not  to  speak  of  the  extensive  Continental  range 
of  dolomite  or  magnesian  carbonate  of  lime  into  which  coral  structure 
has  been  shown  by  analysts  largely  to  enter.  Did  the  isocryme  of 
68**  extend  as  far  as  our  northern  seas,  some  vast  divergence  or  expan- 
sion of  the  equatorial  current,  misnamed  the  Gulf  Stream,  imparting 
the  necessary  heat  to  our  sub-temperate  seas  ?  or  did  a  hardier  class 
of  corals  keep  up  life  and  work  in  these  northern  latitudes  ?  Be- 
yond doubt,  a  coral  reef  of  the  Astrse  tribe,  and  wide  madrepore 
deposits  during  part  of  the  Oolitic  era  (middle  Jurassic),  bear  witness 
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to  the  active  presence  thus  far  north  of  zoophytes,  which  are  now 
only  found  at  work  in  tropical  or  sub-tropical  waters.  Upon  this 
suggestive  and  pregnant  fact,  Professor  Dana  touches  sufficiently  to 
prove  that  he  estimates  aright  its  weight,  and  the  vast  width  of  its 
bearing.  We  hope  to  see  it  pursued  more  fully,  and  studied  with  the 
same  keenness  of  apprehension,  and  the  same  patient  elaboration  of 
truth  which  characterizes  the  work  before  us. 


RULES  FOR  CALCULATING  THE  WEIGHT  OF  ONE  FOOT  IN  LENGTH  OF 
ROUND,  SQUARE,  OCTAGON,  HEXAGON,  AND  FLAT  STEEL 

By  W.  F.  DuRFEB,  Engineer. 

The  following  rules  for  computing  the  weight  of  a  lineal  foot  of 
those  sections  of  steel  in  common  use,  have,  in  the  absence  of  tables, 
been  found  by  the  writer,  very  convenient  and  sufficiently  accurate 
for  most  practical  purposes. 

Rule  for  Round  SteeL — Square  the  numerator  of  the  fractional 
expression  of  the  diameter  of  the  bar  whose  weight  is  required,  and 
divide  this  square  by  the  number  in  the  following  table  placed  op- 
posite the  denominator  of  the  fractional  expression  taken,  and  the 
result  is  the  weight  in  pounds  of  one  foot  in  length.  If  the  diameter 
is  expressed  in 

64ths  of  inches,  divide  the  square  of  the  numerator  by  1536' 
32ds 
16ths 
Sths 
4ths 
i 
If  the  diameter  is  expressed  in 

Inches,  divide  the  square  by         .         .         . 
Example. — Required  the   weight    of  one  foot  in 
round  steel :  7  X  7  =  49  h-  24  =  2-0416  lbs.  per  foot. 

Rule  for  Square  Steel, — Square  the  numerator  of  the  fractional 
expression  of  the  side  of  the  bar  whose  weight  is  required,  and  di- 
vide this  square  by  the  number  in  the  following  table  placed  opposite 
the  denominator  of  the  fractional  expression  taken,  and  the  result  is 
the  weight  in  pounds  of  a  foot  in  length.  If  the  side  of  square  is 
expressed  in 


884- 

96- 

24- 

6- 

1-5 

0-375 

length 

of  |th8 
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64ths  of  inches,  divide  square  of  numerator  by  1152* 

32cls  *'           ''           *'                     "                288- 

16ths  "           "           "                     "                  72- 

8ths  "           "           "                     "                  18- 

4ths  "           "           "                     "                    4-5 

i  «           u           «                    i.                   1.125 

If  the  side  of  square  is  expressed  in 

Inches,  divide  square  of  side  by         .         .         0*281 

Example. — Required  the  weight  of  one  foot  in  length  of  1 J  inches 
square  steel :  IJ  =  ^ .     5  X  6  =  25  -r-  4*5  =  5*5  lbs.  per  foot. 

Rule  for  Hexagon  Steel. — Multiply  the  weight  of  round  steel  of 
the  same  nominal  dimensions  as  that  of  the  hexagon  steel  whose 
weight  is  required,  by  1*1,  and  the  result  is  the  weight  in  pounds  of 
one  foot  in  length. 

Mule  for  Octagon  Steel, — Multiply  the  weight  of  round  steel  of 
the  same  nominal  dimensions  as  that  of  the  octagon  steel  whose  weight  is 
required,  by  1*054,  and  the  result  is  the  weight  in  pounds  of  one  foot 
in  length. 

Mule  J  or  Flat  Steel. — Multiply  together  the  numerators  of  the 
fractional  expression  of  the  width  and  thickness  of  the  bar  whose 
weight  is  required,  taken  in  the  same  denomination  of  fraction,  and 
divide  the  product  by  the  number  in  the  fullowing  table  placed  op- 
posite the  denominator  of  the  fractional  expression  taken,  and  the 
result  is  the  weight  in  pounds  of  one  foot  in  length.  If  dimensions 
are  taken  in 

64ths  of  inches,  divide  product  of  numerator  by  1152* 

32ds  "         "  «  ''  288- 

16ths  "         '*  '*  "  72- 

8ths  "         "  "  "  18- 

4ths  "         "  "  "  4-5 

I  u  ii.  a  u  1-125 

If  dimensions  are  expressed  in 

Inches,   divide  product  by  .         .         .         0*281 

Example. — Required  the  weight  of  a  lineal  foot  of  |  X  If  steel ; 
(I  X  lt)  =  QX  ^l\  then,  6  X  11  =  66-^-18  =  3-66  lbs.  per  foot. 

The  foregoing  rules  give  weights  slightly  in  excess  of  those  due  to 
the  dimensions  of  the  bars  taken,  but,  as  in  most  cases,  steel  is  found 
to  exceed  its  nominal  dimensions.  The  rules  will  be  found  to  give  re- 
sults approximating  very  closely  to  the  actual  weights  of  the  various 
sizes  of  steel  in  common  use. 
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PORTABLE, 

RADIAL, 

MULTIPLE, 

VERTICAL, 

HORIZONTAL, 

SPECIAL, 

Portable  Drlllii,  driren  by  powor  in  any  position,  self-feeding  and  convenient  in  ad- 
justment. 

Badial  Drills,  self-feeding,  with  large  adjustable  box  table,  separate  base  plate,  and 
erery  oonvenlenoe. 

Tertlcal  Drills,  self-feeding,  of  new  and  Improred  designs. 

Xoltlple  Drills,  for  boiler  work,  etc.,  with  from  2  to  20  spindles,  fed  and  returned 
together  or  separately,  by  power  or  hand. 

Horizontal  Borlnir  Haehlnes,  for  large  pieoes,  with  boring  head  adjustable  verii- 
eally  and  horizontally. 

Gun  Blank  Drills,  Ooal  Drills,  and  Drills  for  special  purposes  built  to  order.  jan7>i 
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Robert  B"ggs,  ^^kZ^^"""' 

Consulting  Engineer  on  the  following  branches  : 

FIRST,  The  coDRtniction  and  arraniyement  of  heavy  machinery.  Iron 

Work,  Sugar  Apparatus,  Steam  Engines  for  all  uses. 

SECONDLY,  Tlie  application  of  Heat  in  the  /Lrts,  Evaporation  in  Vacunm, 
Drying,  Definite  Tempenitnres,  Warming  Public  or  other 
Buildings,  Steam  Boilers  in  all  varietie;;.  Steam  or  Hot  Water 
Apparatus,  Ventilating  by  Forced  Ventilation. 

THIRDLY,        The  disposition  and  strens^h  of  materials  in   Structures  of 
Iron,  Bridges,  Roofs,  Giixlers,  etc.,  etc. 

FOURTHLY,  The  supply  of  Cities  or  Towns  with  Water,  Reservoirs,  Pipe- 
lines, Engines,  Boilers,  etc. 


lines.  Engines,  Boilers,  etc. 

The  Manufi 
allD  etails. 


TjlIFTHLY,       The  Manufacture  of  Coal  Gas,  Construction  of  Works,  with 

IN  any  of  the  above  branches,  Plans,  Specifications  and  Estimates,  embra- 
cing  all  information,  can  be  supplied  at  brief  notice.  Pi*eliminary  infor- 
mation and  approximate  estimate:)  can  be  furnishtHi  readily.  Consultation  will 
be  held  witU  Architects  on  such  of  the  above  subjects  as  are  required  in  their 
plans  or  specifications. 

Office  /Franklin  Institute  Building, 

I  Seventh  Street,  below  Market, 

Office  Houbs,  10  A.  M.  to  3  P.  M.  Philadelphia. 

Consultations  should  be  arranged  by  appointment. 


OUR  riRST  riFTY  YEARS. 


A  HISTOiaCAL  SKETCH  of  the  FKAHKLIir  IHSTITTrrE. 


From  its  organization  to  the  present  time.    1  vol.  8vo.  96  pp. 

Price  in  fine  Cloth,  30  cents.  In  Paper,  15  cents. 

For  Sale  at  the  Hall,  Seventh  St.,  below  Market. 

D.  S.  HoLMAN,  Actuary*. 

WANTED.— The  following  numbers  of  the  Franklin  Institutb 
Journal,  are  wanted  to  complete  sets :  January,  1827 ;  April,  1867 ; 
January,  April,  August  and  October,  1868 ;  January  and  February, 
1869 ;  and  March,  1874.  Persons  having  any  of  the  above  that 
they  are  willing  to  dispose  of,  will  confer  a  favor  by  addressing  the 
Secretary. 
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JOSEPH  ZENTMAYER, 


MANUFACTURER  OF 

MICROSCOPES 

AND 

MICROSCOPICAL  ACCESSORIES, 

£47  SOVTM  FQ^MTM    SrMMMT. 

July,  1874.  »m.  PHILAGELPHI  A* 

Rosengarten  «£  Sons, 

Manufacturing    Ohemists, 

PHILADELPHIA. 

SilTor  Medal  awarded  by  Franklin  Institute,  November,  1874,  for  Parity  of  Chemical  Preporatlona. 


Sulphate  of  Quinine,  Sulphate  of  Morphine, 

Sulphate  of  CiDchunine,  Acetate  of  Morphine, 

Sulphate  of  Cinchonidine,  Muriate  of  Morphine, 

Sulphate  of  QuiniUine,  Nitrate  of  Ammonia, 

Muriate  of  Quinine,  Hypophosphites, 

Citrate  of  Iron  and  Quinine,  Subnitrate  of  Bismuth, 

Bromide  of  Ammonium,  Spirits  of  Nitre, 

Bromide  of  Potassium,  C.  P.  Acids, 

Nitrate  of  Silver,  Tannin, 

And  a  Qeneral  Assortment  of  Fine  Chemicals. 

Bziracifrom  Report  of  the  Judges  at  the  Exhibition  of  thb  Framklin  Institutb, 
PhiUidelphia^  November ^  1874,  in  regard  to  Chemicals  exhibited  by  Rosengartm  ^  Sons: 

^^  These  gentlemen  exhibit  quite  a  list  of  Chemicals,  and  claim  for  them 
superior  parity,  considered  as  commercial  articles.  The  Committee  have  care- 
ftilly  examined  some  of  them  and  find  this  claim  fully  substantiated,  some  of  the 
articles  being  almost  abso  utely  Chemically  Pure,  and  being  certainly  the  best  of 
the  kind  in  the  market.    For  Purity  of  Chemical  Preparations,  a  Silrer  Medal.'' 

Sigued.  V.  A.  GRXTri,  Frof.  ChemiHtry  Univertitr  of  Penna. 

0.  A.  KOBNIU,  Frof.  ChoiuUtry  ariivereity  of  Penna. 
8.  F.  SADTLBB,  Pruf.  Chemitttry  UniToniiy  ot  Penna. 
J.  £.  OaKTKK,  Manufactaring  Chemist. 


Digitized  by  VjOOQ  IC 


HELLER  &  BRIGHTLY,  Engineering  and  Surveying  fn- 
sirumenis,  33  N.  Seventh  SL,  Philadelphia.    ^o&  ""^^^ 

Withoat  deereMing  siie  of  any  part  of  our  "  En-    *  ^• 

(Ineen'  Transit "  we  have   reduced  the  weight  one- 
half.    Ab  ordinary  Transit  Telescope  mognittes  fron      J 
10  to  Vt  diameters,  our  new  Transit  Telescope  (length      ^ 
lOM  inches,   shows  ohjecu  erect  and   not  inverted) 
\  Boagnlfles  28  diameters  and  will  read  time  on  a  watch- 

y  dial  at  983  feet.    For  description  of  our  new  Mining      ^ 

/  Transit  (weight  &4  lbs.)  and  Plummet  Lamp  see  Van      j 

'  Kostrand's  Engineering  Magazine,  June,  1873.  s 

/  Extract  from  report  of  Committee  of  Civ.  Engs.  ap-    fl 

pointed  bj  Franklin  Inst,  to  examine  H.  k  Bs  new    ^ 
Transit :    [Doc.  1871  .J     "  It  exhlbiU  scTeral  noreltles 
of  oonstruction  which.  In  the  opinion  of  the  commit- 
tee, render  it  superior  to  those  now  in  use.  and  in  its 
opinion  the  deriation  whieh  thej  have  made  from  the  ^ 

D  styles  of  Transit  are  decided  Improvemenu."  ^ta  ,  ^^^"^ 

Jomi  C.  Tbadtwikk,  Chairman,         "h/uhi  «J^*^ 


W.    KUEBLER. 


Kueblep  &  Seelhorst 


MANUFACTURERS    OF 


MATHEMATICAL  AND  OPTICAL  INSTRUME 

No.   925    Sansom    Street; 
PHILADELPHIA. 
We  call  the  attention  of  Engineers  to  our  Patented  Improvement  on  Tel 


WM.  J.  YOUNG  &  SON 


SUCCESSORS  TO 


Tb,  J,  Ion;,  We  J.  Ton;  t  Co,,  f  &  ntu;  1 1 
ENGINEERING 

AND 

ASTRONOMICAL 

Beg  leave  to  remind  the  Engineering  Profession  that  ever] 
Important  Improvement  in  this  country  has  originated  fron 

this   house.  July,  74,  cm, 
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Schutte  &  Goehringr,  222  Walnut  St.,  FMa. 

—ENGINEERS,— 

SOLB    lilCENSKBS    AMD    MaVUFAOTURXBB    OF 

nanover— Germany,   ^-  ^O^TING'S    j^^^chester— Engird, 

Steam  Jets. 


35  Cell«r  Stratse. 


Lancaster  Avenue. 


STEAM  JET  APPARATUS  OF  EVERY  DESCRIPTION, 


BLOWERS 

For  Forge,  Farnaoe  &  Boiler  Firing. 

«AS  EXHAUSTERS. 

JET  <*OBrDEKS£RS. 


CO        ^ 


c3  m3 


SYPHONS  FOR  ACIDS  «c  WATER.  — 


Apparatus  for  Chemical  Works, 

▲IS-G0XFBI88X1TO  AFPASATirS. 
8TKA1  m  IPPARATDS  POR  SUGAR  lODSD. 

CarboLfc-Aeid-0«8  Blowers. 
FILTER  8UCKER8. 


PRICES   AS  LOW 

AS  FOE 

Riveted  Colunma. 

For    Lithographs,    Rates,    eto. 
address 

Zejfitcne  Bridge  Co., 

Pittsburgh,  Pa. 

OB 

J.  E.  Linville,  President 

218  S.  4th  St.,  Phila. 


HALL  OP  THE  PRANEUN  INSTITUTE, 

Philadelphia,  August  11th,  1875. 

Notice  is  hereby  ^iven  that  the  Board  of  Managers  of  the  Franklin  Institute  of 
the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arls  have,  in  accord- 
ance with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,  awarded 
The  Soott  Legacy  Medal  and  Premivm  to  H.  R.  Ubyl.  of  Philadelphia, 
Pa.,  for  his  Wire-Fastened  Paper  Boxes ;  and  said  medal  and  premium  will  be 
delivered  to  him  unless  within  three  months  from  this  date,  satisfactory  evidence 
of  the  want  of  originality  of  said  invention  is  lodged  with  the  undersigned. 

D.  SEEPaSBD  HOLMAN, 

AUJ.  3t  ACTUART. 


Digitized  by  VjOOQ  IC 


STANDARD 
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^ 

p^ 

o 

-a 

|H 

o 

» 

pq 

g 

0 

sz: 

-^ 

I— i 

•a 

13 

^ 

a 

^ 

il 

1 

715    Cliestirat   Street, 


?i     fe 

ch 

§      ft 

^          1-^ 

t2J 

a»  •■ 

d 

»rc 

5 

C2    SD 

HIJ 

P      § 

<1                          O 

CD                               CO 

3            1 
1           S 

^m&. 

Philadelphii 

PHAHKLIIT  INSTITUTE, 

TERMS  AND  PRIVILEGES  OF  MEMBERSHIP. 


Each  Member,  and  Adult  Holder  of  Second  Class  Stock,  when  d 

in  arrears  for  Hues,  is  entitled  to  attend  the  Meetings  of  the  Institute,  t] 

use  of  the  Library  and  Reading-Room,  and  to  TiclLcts  for  himself  and 

Lady  to  the  Lectures. 
Contributing  Members  pay  Five  Dollars  each  year.    Tlio  payment  of  Fif 

Dollars  in  any  one  year  secures  Life-Membership,  without  Annual  Dues. 
Shares  of  Stock,  Ten  Dollars. 
Second  Class  Stock  has  an  annual  tax  of  Three  Dollars  per  Share,  enl 

tling  the  holder  of  One  Share  to  the  privileges  of  Membership. 
The  Holder  of  Ten  or  more  Shares  of  First  Class  Stock,  is  entitled 

all  the  privileges  of  Membership,  without  payment  of  Annual  Dues. 
Minor  Children,  Wards  and  Apprentices  of  Members  not  in  arreai 

by  payment  of  two  Dollai-s,  have  use  of  Library  and  Reading  Room,  ai 

admission  to  Lectures,  or  Lectures  alone  for  One  Dollar. 
Minors  holding  a  ^hare  of  Second  Class  Stock,  by  paying  One  Dollar  ar 

Fifty  Cents  per  year,  have  use  of  Library  and  Reading  Room,  and  admi 

si  on  to  Lectures. 
The  Journal  of  the  Franklin  Institute,  Published  Monthly,  subecri 

tion.  Five  Dollars  per  year,  in  advance.     Members  and  Stockholders,  u 

in  aiTears,  can  have  one  copy  at  Three  Dollars  per  year,  in  advance. 
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Published  Monthly.    Price,  $5  per  annum,  in  advance. 
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THE 

STEVENS  INSTITUTE  OF  TECHNOLOGY 


i 


Founded  by  thb  late  Edwin  A.  Stbvbns,  at 
HOBOKEN,  N.  J. 


1N8TEDIINT  IAKER'8 

SHOP. 


STEBEOFTICONS 

Vertid  Laitems, 
MICROSCOPES. 

Blow- pipe  Apparatus 
ftnd  other  klndi  of 

PhilosophioalAppsratns 

made  to  order. 


Henry  Morton,  Ph.  D., 

PreBldentf 
Alfred  M.  Matsr,  Ph.  D., 

Prof.  Physios, 
Robert  H.  Thurston,  A.  M.,  C.  E., 

Prof.  Meoh.  Engineering, 
De  Volson  Wood;  C.  E., 

Prof.  Math.  &  Meohanlcs, 
C.  W.  McCoRD,  A.  M., 

Prof.  Mech.  Drawing, 
Albert  R.  Lebdb,  A.  M.. 

Prof.  OhemiBtry, 
Charlrr  F.  Kroeh,  a.  M., 

Prof.  Languages, 
Rev.  Edward  Wall,  A.  M., 

Prof.  Belles-lettres. 


HACHIHI  SHOP. 

MACHINES 

VOB 

Testing  Materiala, 

APPARATUS 

roR 
Testing  Lubricaats, 
and  a  limited  amount 
of  special  construotion 
may  be  done  in  the 
Machine  Shop  on  spe- 
cial order. 

Terms  cash  with  orf^. 


The  course  of  the  Stevens  Institute  is  of  four  years*  duration,  and  covers  all  that 
appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  excellent  machinery,  Physical  Laboratories  whose  appointments  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunity  for 
the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

REQUIREMENTS  FOR  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course,  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arithme- 
tic, algebra,  including  quadratic  equations,  geometry  as  given  in  Davies'  Legendre, 
and  the  six  elementary  propositions  of  Plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satisfac- 
tory examination  in  all  the  studies  previously  pursued  by  the  classes  whioh  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  investigations^ 
may  apply  to  the  President. 

For  further  particulars  address  the  President,  H,  MORTON,  Hoboken,  N.  J. 


A  MECHANICAL  LABORATORY 

has  been  founded  in  connection  with  the  Department  of  Engineering,  in  whieh  tke 
strength  and  other  properties  of  materials  are  determined,  and  in  which,  with  the  aid 
of  the  several  other  departments  of  the  Institute  various  technical  researches  are 
conducted. 

Trials  of  steam  and  ether  engines,  of  steam  boilers  and  of  machinery  are  made, 
under  the  direction  of  the  Professor  of  Engineering,  by  students  or  skilled  employees. 

A  small  amount  of  work  in  designing  machinery  and  in  general  engineering  can  be 
done  vhen  it  may  be  made  a  means  of  instruction  of  advanced  students. 

JA^  Terfns,  address  the  IHreetar  of  the  Mechanical 

JLdbaraiery. 
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THE 


PULSOMETER, 


The  Bimpleit,  moit  durable  and   effectiT* 
pump  now  in  me. 


Will  pomp  gritty  or  mnddj  water  without 
wear  or  injarj  to  its  parti. 

It  cannot  get  ont  of  order. 

C.  HENRY  HALL  &  CO, 

20  Chrtlnndt  Street, 

Kiw  York  Oitt. 


BRANCH  DEPOTd. 

11  Pemberton  Square,  Bofton. 
132Y  Market  Street,  Philadelphia. 
59  Weill  Street,  Chicago. 
Sonthweftern  Expof ition,  New  Orleaai. 
811  k  813  N.  Second  Street,  St.  Lonii. 

8I1IO  rOB  OISCULAB. 


ALL  BUSINESS  RELATING  TO  PROCURINQ 

American  and  European  Patents 

OONDUOTED   BY 

stei=>i3:e:n-  tjstioic, 

184    SOUTH   FOURTH   STREET,    PHILADELPHIA. 
Recidenee.  VO"  1217  STorth  Twelfth  Street. 


QTT  A  T?nnTATr^     *°^   Gearing,    Pulleys,    Hangers    and    ConpliBflL 
OJliX-C  llll  VJ    Speeds    calculated.       Shafting    and    Gearingar. 
rmnged.  GEO.  C.  HOWARD,  17  S.  18th  st,  Phila.,  Pa. 

MACHINISTS'-'TOOLS,  £:»S'„,"-.^  '^ 

Boiler  Makers,  combining  the  latest  improTements.  GRINDSTONES  Boxes. 
Truing  and  Hacking  Machines,  will  keep  the  stones  true  and  i^harp  for  quick  and 
pleasant  grinding    No  dust.  GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila..  Pa. 
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JESSUP  &  MOORE, 

Paper  Manufacturers 


|jn>  AGKMTB  OF  THB 


mnmn  watitf  faptt  80* 


OFFICES  Ain>  WAREHOUSES  - 

H/o.  27  HORTH  SIXTH  STREET.  PHILADELPHIA. 

— AND- 

138  William  St..  New  York. 

#  »  » 

Have  on   band  and  make  to   order,   at  short  notiee, 

News  and  Book  Frinting  Paper, 

ALL  QUALITIES  AND  SIZES. 

»  •  ♦ 

Colom  ill  Tritiiiii  Fapem.  Manilla  Fap. 

PORTERS  OF-  ClZE:BnCA.X.S  AJSiTJ  XHEX-rmrCMI. 

Dealers  in  Pai)er  Makers'  Materials, 

OF    EVERY    DESCRIPTION. 

Cash  Market  Frioes  Paid  for  all  kinds  of  Paper  Stock. 
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HaU  of  Uie  FBMKLLS  INSTITUTE, 

PHII1ADELFHIA9  Sbptsmbbb  8th,  1875. 

Kotice  is  hereby  given  that  the  Board  of  Ifaaaffen  of  the  Franklin  Institnte 
of  the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in 
aooordajioe  with  the  recommendation  of  the  Committee  on  Science  and  the  Art% 
awarded  The  Scott  Legacy  Medal  and  Premium  to  the  Wilcox  &  Gibbs 
Sxwiive  Machii^b  Comfaut,  of  Baltimore,  Md.,  for  their  Automatic  Tension, 
and  other  improvements  in  the  Wilcox  &  Gibbs  Sewing  Machine ;  and  saia 
medid  and  premium  will  be  delivered  to  them  unless  withm  three  months  from 
this  date,  satisfactory  evidence  of  the  want  of  .originality  of  said  invention  is 
lodged  with  the  undersigned, 

D.  8HEFHEBD  HOLMAK, 

OctSt  ACTUARY, 


FOB 

PRACTICAL  ft  ANALYTICAL  CHEMISTRY. 

Chant  Street,  Tenth  Street,  below  Market, 

Bear  of  St  Stephen's  Church.) 

PHll-ADELPHIA. 

ESTABLISHED  IN  1836. 


Hstmction  given  in  GHBMISTBT,  MINERALOGY  and  OKOLOGY,  bj  LBO- 
TtTRES  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MANTTFAO- 
TURSS  and  MBDIGINS. 

Analyses  made  of  Ores,  Minerals,  Gnanos,  Waters  and  articles  of  commerce  and 
manufacture.    Opinions  given  on  chemical  questions. 

BOOTH  A  QARRCTT. 

Jamis  C.  Booth. 

Thos.  H.  Gabbitt. 

WANTED.— The  following  numbers  of  the  Franklin  Institute 
Journal,  are  wanted  to  complete  sets :  January,  1827 ;  April,  1867 ; 
January,  April,  August  and  October,  1868 ;  January  and  February^ 
1869 ;  and  March,  1874.  Persons  having  any  of  the  above  that 
they  are  willing  to  dispose  of,  will  confer  a  favor  by  addressing  the- 
Secretory. 


RICHARDS,  LONDON  &  KELLEY 

(SucceaBors  to  RICHARDS,  KELLEY  Jk  00.) 

Engineers   and    Machinists,. 

Manufacturers  of 

IMPROVED  BAND  SAW  MACHINES, 

And  other  Wood- Working    Machinery  for  Ship  Work 

and  Car  Building,  Planing  Mills,  A^. 

Twenty-Moond  Street  alioTe  Arok  Street,. 

PHILADELPHIA. 
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Camden    Iron    Works 

r 

(ESTABLISHED  1824), 

camdeM,  new  jersey. 


ENGINEERS,  CONTRACTORS, 

And  MANnPAeTDRERg  of  GAS  APPARATUi 

AND  ALL  THB 

Buildings,  Tanl(t,  Holders,  &o.,  required  for  the  Manufacture, 

Purifloatlon  and  Storage  of  Qm,  and 

STREET  MAINS   Requisite  for  its  Distributioii 

Plarb,  Dbawikos  and  Spbgitioatiors  Peomptlt  Furxishkd. 


IRON    FonnrDERS. 

OAST-IRON  MAINS  for  Water  and  Gas/ft-om  One  and  a  Half  to  F0RTT-BIOH1 

INCHES  in  Diameter. 

Stop  YalTee  (all  siies).  Fire  Hjdrant'i,  Heating  Pipes,  Branches,  Bands,  Tees. 
OASTINGS  of  anj  form  or  sise  required. 

PUladelphia  Office,    -         -         •         -   403  Walmt  street 
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I  Sll  11  ...„., 

Office,  2316  Frankford  Aye.,  Philadelphia. 
STEAM  1^ 

lEDOlIIBS. 

^  CYLIJ^'LEfR 

▲VB 

taL  MULTITUBULAR. 

f  Foretd  BUrt  Prtsfiirt  Blowtr. 

a.B2ABA]C. .  Jims  WXXJSABIM.  JOBV  W.  WXXJSAIAIC  O. 

^PHIASHAFTIJir^y 

^^^P^  (EstabUshed  1859.)  ^^J^ 

t^^     GEO.  V.  CRESSON,        ^ 

Eighteenth  ft  Hamilton  Sts.,  Philadelphia,  Fa. 

Loose  Pulleys  of  all  sises 

Pulley  H&ngers,  Patent 

Vise  Couplings, 
Parting  Hangers, 

Pat.  Internal  Clamp 
Improyed  and  Easily  Couplings, 

Adjustable 
Mule  Pulleys,  Improved  Pulleys 

Binder  Pulleys,  °>*^«  ^"^  *>*1^«» 

Flange  Pulleys,  Improved  Pat.  Ball 

and  Socket 
Onide  Pulleys,  Ac.  Adiustable  Hangerfc 

lT«r7  AMCili^Uon  of  nztwei  used  in  the  trtasiaiMion  of  Stotm  Fowor. 

▲I*L  WORK  raOBOVOHLT  MAD!  AKD  FUBITIBHID  FBOMPTLT. 

Balanood  Pulleyt  of  ovtry  oizo  on  hand  and  mada  to  ordar. 
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The  Best  Nautical  Newspaper  in  the  World 

Published  Every  Saturday^ 
AT    83    SOUTH   ST.^ 


—CIRCULATES— 

In  over  200  ship  yards,  50  machine  shops,  55  vessels  of  var,  30  reT< 

enue  cutters,  in  all  the  navy  yards  and  stations,  on  board  nearly 

200  yachts,  150  steamboat  offices,  and  reaches  over  2000 

ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,    Ship  -  Building, 

MARINE  ENOINEEMNG,  TAOHTING, 
The  Navy  Revenue  and  Mercantile  Marine, 

And  treaU  of  Nautical  MatUri  generally. 


Subscription,  (5.00  a  year,  in  advance.     Advertising  rates  sent  on 
application. 

Sand  for  Sampl*  Copy. 

B.  s.  osBonr^ 

EDITOR  AND  PROPRIEOR. 
F.  O.  Box,  4778. 
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THORNE,  DeHAVEN  &  CO. 

21st  Strw 

FBIL 

VBmm 

UAI 

PORTABLE, 

RADIAL, 

MULTIPLE, 

VERTICAL, 

HORIZONTAL, 

SPECIAL, 

Portable  Drills,  driyen  by  power  In  any  position,  self-feeding    and  convenient  in  ad- 
J«fltmeBt. 

IUmUaI  Brills,  self-feeding,  with  large  adjustable  box  table,  separate  base  plate,  aad 
9fTj  oonyenienoe. 

Tertlcal  Drills,  self-feeding,  of  new  and  improved  designs. 

Multiple  Drills,  for  boiler  work,  etc.,  with  from  2  to  20  spindles,  fed  and  retursW 
together  or  separately,  by  power  or  hand. 

Horisootal  BoriniT  Haeblnes,  for  large  pieces,  with  boring  head  adjustable  verM- 
•oslly  and  horisontally. 

Qon  Blank  Drills,  Goal  Drills,  and  Drills  for  special  purposes  built  to  order.  jaali 

MORGA-N'S   I*A.TE3SrT 

DOUBLE  ROTATING  DROP  PIPE, 

1 

S     -^  g: 

I  I    S,  3  I 


bo 


1    I  ? 

^  i 

For  Railroad  use.    It  Is  water-tight,  and  will  accommodate  Itself  to  the  varytaig 
helghte  of  looomotive  tenders. 

Gr.  O.  'M.O'RGAJS^  Sole  9f  anufhoturei*. 

Room  No.  16,  Major  Block, 

Mm  B.  Corner  Xa  0aUe  and  IdCadtean  Streoth  Ohicaiso. 
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BuiDham,  Parry,  Williams  &  Go. 

PBUASILPEIA,  PZNITA. 


XBPBOIALLT  ADAPTED  TO 


Every  Variety  of  Railroad  Servic 

And  to  the  economical  use  of 

;  Woody  Cokej  BUuminous  and  Anthracite  Coal  as  Fuel,     All  W 
I  accurately  fitted  to  Gauges,  and  thoroughly  interchangeable, 

\  Plan,  Materials^   Workmanship^  Finish  and 

i  Efficiency  fvXly  guaranteed, 

€ko.  Buraham.  Chas.  T.  Parry.  Bdw.  H.  WillU 

i  Wm.  P.  Hensiey.  Bdw.  Longstreth.  John  H.  Oobti 


JACOB  NATLOR, 

Successor  to  HUNSWORTH  *  NATLOR, 

E'eox>l^s'  "X^T*  o  XT  Is.  a 

QIRARD  AVE.   AND    FRONT  STREET 
PHILADELPHIA. 


STEAM  ENGINES,  BOILERS  AND  TANKS, 

Bhmftlng  and  Qeaiing,  Coaplings,  Fulloys  and  Hangers. 
STEAM  AND  HAND  CRANES. 
Passenger  and  Freiglit  Hoisting  Machinery  for  Stores  k  Faotorie 

Marble  Sawing  and  Polishing  Machinery  of  ail   Kinds, 

BfECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUPACTURBB8. 
Ratorts,  Meters,  Stills,  Ac,  for  Chemists. 

Ssgar  Boilers,  Tanks  and  Machinery.    Castings  in  green  sand  or  Loam,  aa^ 
Machinery  in  general. 

W.  W.  TirPFBB  A  GO'S  PATSITT  GBATSS  AJSTD  .GBATB  B AB8. 

RIME'S  PATBirT  AUTOMATIO  OUT-OFF  BKaOIB,  either  YerUcal  or  Horiaoal 
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BDSH  HILL  IRON  mm 

Corner  16th  and  Buttonwood  Streets, 

PHUAmPHIA. 

JAMES   MOORE, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Kachinist,  Founder,  and  Boilermaker, 

OA.SXINGtS  or  evex7  clesorlptlon. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

XoUs  TnnMd  for  Aailt,  Beams,  AnrlM,  and  all  tbapM  for  Inm, 
■t««l  or  Oompotltlon  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 


SOUiB&S— nne.   Snbnlar,   and  Oyllnder,  and  all   kteis  •# 

TANK  AND  PIiATB  IRON  WORK. 

CAPITAL  1500,000 


T.EBABCOCK  J.  i  ALLEN, 

ISSUES    POLICIES     OF    INSURANCE, 

AFTEB  A  OABEFUL  IHSPEOTIOS  OF  THE  B0ILSB8, 
OOVBItlira-    i^LiU     L.OSS    OR.    r>  iL  Ad  iL  O- BS     TO 

BOILERS,  BUILDINaS.  AND   MACHINERY, 

ABIBINO    FBOM    STEAM    BOIIiEB    EXFLOBION8. 

JMI  j^rmtUm  9onoerMing  At  plan  qf  tki  Oompanys  operaHcnt  eon  b*  dbtaintd  at  the  Ompanyt  qffi^ 

ADVISORY  BOARD  OF  DIRECTORS.  lS> 
WilL  B.  B«mmiL  of  Wm.  B.  Bement  A  Son ;  B.  F.  Hart,  of  VeiT<»e  it  Mitchollj  Stephen  P.  M. 
Tuikmr,  of  Morris,  TMker  it  Go. ;  Henry  Diseton.  of  Henry  DlMton  A  Son  ;  Johu  Gardner,  of  Wnu 
iU«Mj  A  Go. ;  aTh.  HoFadden,  of  Marshall,  Philips  A  Ck>. ;  Caleb  Marshall,  of  Marshall,  Philipe  A 
Oo.|  wm.  Adaiiwon,of  Baeder,  Adamson  A  Co.;  Robert  Gray,  Brewer:  Robert  Wood,  of  Roben 
Hood  A  Oa;  Stephen  Bobbins,  Iron  Manafaotnrer;  Chat.  T.  Parry,  of  Baldwin  Locoraotire  Worka 
&  P.  HABT,  Swnretary.  CHAk  T.  PARRT,  ChairmaiL 

OORBIN  Sb  OOOBRICH,  OeHmna  Acents, 
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5311SICM  Dmsjjs^Q 


t^a 


PATENT  IMPROVEIOmUPPLE-ORBME.'' 


BUILDERS  OF  STEAM  DREDGING  MACHINES, 

GUNPOWDER  PILE-DRIVERS,  4co. 


CONTRACTORS  FOR 


IMPROVrNG  RIVERS  AND  HARBORS, 

RECLAIMING   AND    FILLING   LOW   LAND8, 
PnJNG  FOB  FOUNDATIONS,  PIEBS,  Etc 

Offices,  No.  10  South  Delaware  Ave.,  Fhilad^tu 


TJEBIJEI 


eONFOVDER  PUB-DRIVBR  CO. 

Oir  THE  UNITED  STATES. 


OWNERS  OF 


SHAW'S  PATENT 

Gunpowder  Pile-Driver 

For  the  Economical  and  Rapid 

DriTing  of  Files  for  Rers,  Foundations,  &o,, 

SECURING  THE  GREATEST  PENETRATION 
Without  Injury  to  the  piles. 


MACHINES  FURNISHED, 

With  or  without  Exclusiye  Rights. 


No.  10  South  Delaware  Avoi,  Philadelphia. 
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AMERICAN  AND  EUROPEAN, 

OF 

MIXJNN"   &   CO., 

No.  37  PARK  BOW,  New  York. 


Fob  ft  period  of  nearly  twentj-five  years,  Munm  k  Go.  have  occupied  the  positioa 
nf  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
Bxperience  of  nearly  a  quarter  of  a  century,  they  have  examined  not  less  than  fill/ 
B&OQsand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thoasand 
implications  for  patents ;  and,  in  addition  to  this,  they  have  made  at  the  Patent  Office 
»Ter  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
k  careful  report  on  the  same. 

MuNN  k  Go.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  mado  for  v«.tents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  L  ^sisted  by  a  Branch  Office  at  Washington,  which  wajtchef 
ftod  supervises  all  t'lclc  cases  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
6e  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
eases,  they  may  expect  from  us  an  honest  opinion.  For  such  consultations,  opinion 
and  advice,  we  make  no  charge.  A  pen-and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

PRSLimNABT  ExAxiNATioH  is  made  into  the  novelty  of  an  invention  by  personal 
•earch  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  thif 
special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  for  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  j-  C7o.,  37  Park  Roto^  New  York^  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed ;  Interferences  Managed ;  Extensions  and  Re-Issues  Obtained. 
Assignments  Prepared  j  Designs,  Trade-Marks  and  Gompositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  OA 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  ^| 
■ee  onr  Instruction  Book.     Sent  free,  by  mail,  on  application. 

Address  all  communications  to 

MUNN  &  CO., 
No.  37  Park  Bow,  New  York  City. 

Office  in  Washington,  corner  of  F  and  Seventh  Streets. 
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Professor  HENRY  WURTZ, 

Seientific  aad  Practical  CHEMIST  &  fifEOLOSIST 

Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL. 
(Private  Office  J^o.  12  Hudson  Terrace^  Hoboken,  ff.  J. 

Immedifttely  FrontiBg  the  Perry  Hooaei. 

Consultations  in  New  York  may  be  arranged  by  appointment  at  Gas- 

Light  Jonmal  Office,  No.  42  Pine  Street,  Room  i3  or  elsewhere. 


Oeological  Eiq^Matioiis  and  Beporto  u^cm  Coal  Lands  and 
Other  Mineral  rropertiea 

CSiemical  Analyses,  Advices  and  Investigation  in  all  the 
Chemical  Arts,  Chemical  Inventions  and  Improve- 
ments made. 

Professor  W.  makes  a  specialty  of  Gas-Chemistry,  and  the  Analysis  of 
Qas,  Gas  Coals  and  Water.    Has  special  laboratories  and  unequal- 
led fJMulities  for  these  purposes. 

Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office,  and  pecnlisriy 
competent  as  an  Expert  in  Patent  cases. 


FOR  PROCURING 


llttitei  Stated  mi  Jwrfp  Jatente, 


FORREST  BUILDINGS, 


[Oppoilt*  U.  8.  Ptttent  Oflloe,] 

WASHINGTON,  JD.  G 


H.  HOWSON.  C.  HOWSON. 

Solicitor  of  Patents.  Attorney  at  Law. 


Gommunioations  should  be  addmaed  io  t/i«  ^ItlNOKPfiL  OFFIOML 

<PHILjfi(S>EL<PHLfi.  ^ 
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WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

▲ND 

BOILER  MAKERS'  TOOLS. 

SHAFTING, 

With   Ball  and  Socket-bearings  and   Doable  Gone  Yise-couplings,  admitting    of 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLET  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

kahwat  eqdiphents, 

Turning  and  Transfer  Tables  and  Pivot  Bridges. 


SOLK  HAMnFACTCRERS  AND  LICENSEES  07 

GUFF^KD'S        IlSrJEOTOR 

FOR  FEEDING  BOILERS. 
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POPULAR  BOOKS, 

PUBLISHED  BT  THE  INDUSTRIAL  PUBLICATION  OOHPA 

176  Broadway,  New  York. 

What  to  Do  and  How  to  Do  It,  in  case  of  Accident.  One  oi 
most  nsefal  books  ever  poblished.  Tells  exactly  what  to  do  in  case  of 
braises,  barns,  poisoning,  drowning,  Ac.  Ac.    12mo  ,  cloth,  75  cents. 

Plain  Directions  for  acquiring  the  Art  of  Shooting  on 

Wing.     ^7  ^^  Ou>  GAMBKBEPsa.    12mo»  cloth.     Illustrated.     75 
By  long  odds  the  best  book  published  on  shooting. 

The  Chemical  History  of  the  Six  Days  of  the  Creatio] 

By  John  Phin,  0.  £.    12mo.,  cloth.    Price  75  cents. 
A  readable  and  thorough  book  on  Genesis  and  Geology. 

Lightning  Bods,  and  How  to  Construct  Them.— By  J 

Phin,  C.  E.    Second  edition.    Enlarged  and  folly  illastrated.    12mo.y  c 
Price  50  cents.    Not  written  in  the  interest  of  any  particular  rod. 
S^  Any  of  the  above  sent  free  by  mail,  first  post,  on  receipt  of  price, 
for  our  Catalogue. 

ITie  mott  practical,  finely  iUmtraUd^  and  eheaput  InduHrial  Journal  in  the  eow 

THE    TECHNOLOGIST, 

OR 

iNiDTJSTRi^L  Monthly. 

A  Practical  Journal  for  Manufacturers,  Mechanics,  Builders,  Investors] 

§'neer8,  Architects,  &c.    $1.50  a  year.    Single  numbers  15  cents.    Sena 
oecimen  Copy, 

Barker's  Fatent  Combined  Heating  and  Ventilat 
Flue  Apparatus  and  Double  Renter, 

For  Public  and  Private  Buildings.  Used  in  connection  with  Heatinj 
Steam  or  with  the  common  Warm  Air  Furnace. 

This  system  of  Ventilation  has  already  elicited  favorable  notice  from  emi 
sanitary  authorities  in  this  city,  New  York  and  Wa&hiiigton.  .It  has  been  ii 
duoed  with  great  success  in  many  recently  erected  public  and  private  buildi 
and  is  rapidly  gaining  favor  among  architects  and  practical  builders. 

For  full  particulars,  apply  to 

101  Price  (St.,  Germftiitowii,  Pli 


A.  PURVES  &  SON, 

COR.  SOUTH  &  PENN  STS.,  PHILA., 

DEALERS    IN 

Scrap  Iron  and  Metals,  Machiner 

Tools,   Shafting  and  Pulleys,  Steam  Engines,  Pumps  and 

Boilers,  Copper,  Brass,  Tin,  Babbit  Metals,  Foundry 

Facings.     Best  Quality  Ingot  Brass. 

CAS//    PAID    FOR    ALL    KINDS    OF  METALS  AND    TOC 
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THE  BOYDEN   PREMIUM. 


URIAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  FraokliD 
lastitnte  the  sum  of  one  thousand  dollars,  to  be  awarded  as  a  premium  to 


**  Any  resident  of  Korth  America  who  shatt  determiae  by  ezperimeat 

▼hether  all  rayi  of  li^t,  and  other  phjeloal  rajn,  are  or  are 

not  transmitted  with  the  same  Telocity." 

The  following  conditions  have  been  established  for  the  award  of  this 
preminm : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
eompetitor  for  the  premiom ;  the  southern  boundary  of  Mexico  being  eonsid- 
ered  as  the  southern  limit  of  North  America. 

2.  Each  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
a  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
the  resnlts ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
one  thousand  eight  hundred  and  seventy-six,  will,  as  soon  as  possible  after 
this  date^  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  Institute  shall,  before  the  first 
day  of  January,  ono  thousand  eight  hundred  and  seyenty-seyen select  three 
eitiaens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,  which  ot 
their  memoirs  is*  worthy  of  the  premium.  And,  on  their  report,  the  Franklm 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommeLded 
by  the  Judges. 

4.  Eyery  memoir  shall  be  anonymous,  but  shall  contain  some  motto  or  siga 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,  and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
author  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  described 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  as  it  may  direct 
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JOURNAL 


OF  THE 


FRANKLIN    INSTITUTE 

OF  THE  STATE  OF  PENNSYLVANIA, 


FOR  THE 


PROMOTION  OF  THE  MECHANIC  ARTS. 


Vol.  LXX.  OCTOBER,  1875.  No.  4. 


EDITORIAL. 


The  Construction  of  Iron  Vessels. — Some  discussion  has  fol- 
lowed the  announcement  that  the  large  steamers  recently  built  for 
the  Pacific  Mail  Steamship  Company  had  developed  such  weakness 
as  to  require  extensive  reconstruction. 

It  is  generally  known  to  engineers,  that  similar  occurrences  have 
befallen  many  of  the  iron  ships,  both  foreign  and  American,  but  ad- 
vertisement of  these,  not  being  demanded  for  stockjobbing  purposes^ 
has  not  generally  ensued. 

In  fact,  the  public  interest  is  not  so  very  great.  Not  one  voyage 
in  five  thousand  terminates  in  '^  never  heard  from,"  nor  does  one  in 
fifty  of  the  shipwrecks,  which  are  happily  very  few  when  compared 
with  the  number  of  safe  voyages,  allow  the  catastrophe  of  final 
breaking  up  to  be  attributed  to  original  defect. 

The  real  parties  primarily  involved  are  the  insurance  companies 
and  the  owners,  and  the  insurance  companies  can  and  do  submit  to 
some  loss.  If  there  were  no  risk,  no  one  would  insure.  It  is  better 
to  pay  losses  on  damage  to  cargo  or  vessel,  and  to  permit  compara- 
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tively  unsafe  vessels  to  run,  than  to  throw  the  loss  on  owners  unt: 
they  should  elevate  the  character  of  their  vessel  above  insurance,  c 
if  insured,  to  enable  them  to  cut  down  the  premium  to  small  pei 
centage.  Owners,  on  their  side,  look  to  the  first  outlay.  Ships  i 
Scotland,  as  well  as  in  the  United  States,  are  built  for  the  least  mone 
possible,  and  the  least  money  means  the  least  material.  The  insu 
ance  companies,  by  two  codes,  one  English,  ^'  Lloyd's,"  and  the  othc 
French,  "le  Bureau  Veritas,"  have  established  the  least  dimei 
sions  of  parts  they  will  take  their  chance  upon,  and  the  builders  ai 
openly  instigated  by  the  owners  to  compete  for  how  near  those  rule 
not  to  say  how  much  below  them,  he  will  work.  Some  specious  rei 
son,  such  as  the  extra  strength  of  American  iron  (overlooking  tl 
equality  of  meanness),  will  be  found  for  coming  very  close  in  thiol 
nesses,  besides  taking  every  advantage  of  the  exact  specificatioi 
The  lowest  price  will  get  the  job,  and  both  owner  and  insuran< 
company  (the  builder,  perhaps  not  altogether  avoiding  his  share 
will  assume  the  risk.  If  no  storms  intervene,  and  good  luck  wai 
the  craft,  she  will  float  a  long  existence  with  high  reputation  \ 
all.  There  are  vessels  built  on  all  hands  for  the  best  possible,  but  i 
Scotland,  as  well  as  here,  not  at  the  price.  The  best  Scotch  buildei 
must  have  ^30  to  £32  10«.  per  ton,  for  outfitted  steamers,  and  tl 
Cunards'  are  said  to  have  paid  in  excess  of  £S2  10«.,  while  ships  hai 
been  built  for  £22  10«. 

It  may  seem  a  very  low  standard  for  iron  ship-building,  that  tl 
willingness  to  provide  cheap  work  should  exist.  But  the  popula 
idea  of  enterprise  is  found  in  undertaking  as  the  lowest  bidder,  an 
the  result  has  broken,  one  by  one,  the  larger  engine  shops  of  tl 
country  on  the  wheel  of  competition.  So  far  as  vessels  are  coi 
cerned,  it  would  be  a  consolation  if  the  loss  from  departure  froi 
those  rules  of  purchase  which  alone  give  right  to  excellence,  to  wi 
paying  for  it,  fall  mainly  on  the  owners  or  insurers,  but,  unforti 
nately,  the  life  of  our  great  workshops  is  involved  in  this  abuse  < 
the  contract  or  competitive  system. 

The  attempt  to  secure  excellence  by  specification,  or  even  superv 
sion,  is  as  futile  as  the  attainment  of  high  morality  by  the  law  an 
the  constable. 

Water  Supply  Commission. — We  learn  that  the  labors  of  th 
Commission  are  drawing  to  a  close,  and  that  their  report  to  the  Mayc 
and  Councils  of  this  city  is  to  be  presented  at  the  close  of  the  pre 
ent  month.    [It  will  be  recollected  that  the  engineers  comprising  th 
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CommisBion  were  selected  bj  the  Mayor  from  a  list  furnished,  by 
request  of  Councils,  by  the  Franklin  Institute,  and  that  one  of  the 
nominees,  Mr.  Fairman  Rodgers,  of  Philadelphia,  having  declined 
to  serve,  his  place  was  filled  by  the  appointment  of  Col.  Julius  W. 
Adams,  Chief  Engineer  of  the  Brooklyn  Water  Works,  all  being 
afterward  unanimously  confirmed  by  Councils.] 

The  Commission  consists  of  Mr.  W.  Milnor  Roberts,  of  New  York, 
Chairman,  Hon.  Wm.  J.  Mc Alpine,  of  Albany,  Col.  Julius  W. 
Adams,  of  Brooklyn,  and  Messrs.  Wm.  E.  Morris  and  S.  W.  Rob- 
erts, of  Philadelphia,  in  conjunction  with  Dr.  Wm.  H.  McFadden, 
Chief  Engineer  of  the  Water  Department.  These  gentlemen,  when 
not  in  the  field  engaged  in  examining  the  various  works,  sources  of 
supply,  routes  for  proposed  conduits,  canals,  reservoirs,  and  pumping 
stations,  etc.,  have  held  their  sessions  in  one  of  the  rooms  of  the 
Franklin  Institute,  which  was  placed  at  their  disposal  for  that  pur- 
pose. 

As  the  report  of  these  gentlemen  is  not  yet  written,  and  when 
ready  will  first  go  to  the  Mayor  and  Councils,  previous  to  being  given 
to  the  public,  we  are  of  course  unprepared  to  say  anything  respect- 
ing its  views  and  recommendations,  whatever  these  may  be.  We 
know  that  the  subject  is  one  of  great  importance,  in  which  all  the 
citizens  of  Philadelphia  are  naturally  specially  interested.  Our  city 
is  growing  so  rapidly,  and  so  largely  in  the  direction  of  manufac- 
tures of  every  description,  that  a  pure  and  abundant  supply  for  its 
present  and  future  wants  is  obviously  a  prime  necessity. 

The  whole  subject  of  the  present  and  future  water  supply  of  our 
city  has,  during  many  years,  received  so  much  intelligent  attention, 
that  in  the  natnre  of  the  case  not  much  room  has  been  left  for  orig- 
inality at  the  present  day,  respecting  the  sources  of  supply  and  gen- 
eral methods  of  introducing  water  to  this  large  and  growing  metrop- 
olis ;  but  an  ample  field  of  investigation  still  remained  open  in  regard 
to  the  comparative  merits  of  difierent  schemes,  the  selection  of  the 
best  source  or  sources  of  supply,  the  proper  mode  of  bringing  the 
water  to  a  convenient  centre  of  distribution,  of  preserving  its  purity, 
and  securing  a  satisfactory  delivery  to  the  consumers.  It  is  reason- 
able to  presume  that  a  commission  of  disinterested  experts,  selected 
as  these  gentlemen  were  on  account  of  their  known  experience  and 
engineering  judgment,  would  not  only  give  to  the  study  of  the  ques- 
tions involved  the  benefit  of  their  experience,  but  that  they  would  be 
able  to  present  their  views  in  such  shape  as  to  entitle  them  to  the  most 
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careful  consideration,  not  only  of  the  Mayor  and  Councils,  but  of 
the  citizens  of  Philadelphia  generally. 

It  would  indeed  be  remarkable,  if  Philadelphia,  situated  as  she  is 
between  two  large  rivers  of  fresh  water,  should  not  have  it  in  her 
power  to  secure  for  her  future  growth,  great  as  that  may  and  proba- 
bly will  be,  an  ample  supply  of  pure  water. 

There  need  be  no  doubt  on  that  score,  yet  it  still  remains  an  open 
question  as  to  what  may  be  the  most  advisable  course  for  the  city  to 
pursue  in  connection  with  our  present  water  supply  system,  its  im- 
mediate requirements  and  its  unavoidable  future  extension.  The 
water  supply  demands  of  modern  cities,  from  various  causes,  increase 
in  a  greater  ratio  than  that  of  the  mere  augmentation  of  population ; 
and  although  this  may  be  somewhat  changed  hereafter  by  the  intro- 
duction of  satisfactory  means  of  avoiding  waste,  yet  it  is  probable 
that  it  may  always  be  true,  especially  in  manufacturing  cities. 

When  the  Croton  Aqueduct  to  supply  New  York  was  constructed, 
about  a  third  of  a  century  ago,  the  quantity  of  water  it  could  fur- 
nish was  deemed  to  be  sufficient  for  a  population  of  nearly  or  quite 
two  millions  of  persons ;  yet  it  is  already  inadequate,  and  the  city  is 
at  this  very  time,  devising  means  of  increasing  the  supply,  which  at 
present  is  about  one  hundred  and  ten  million  gallons  per  day,  with 
a  population  of  a  little  over  one  million.  This  shows  a  much  larger 
supply  per  capita  than  is  usually  considered  necessary  even  in  man- 
ufacturing cities.  It  would  appear  to  betoken  waste,  or  a  large 
consumption  by  the  use  of  fountains.  The  period  is  probably  close 
at  hand  when  the  City  of  Philadelphia  will  contain  a  population  of 
over  a  million,  and  in  view  of  that  fact,  and  of  its  continued  rapid 
increase,  both  in  the  number  of  inhabitants  and  in  the  extent  and 
variety  of  its  manufactories,  the  water  supply  has  become  a  question 
of  paramount  importance,  and  it  should,  and  doubtless  will,  always 
command  the  most  careful  attention  and  consideration  of  the  repre- 
sentatives and  executive  officers  of  our  city. 

Special  provision  having  already  been  made  by  the  Centennial 
Commission  for  an  additional  supply  of  water  for  the  Centennial 
grounds  and  buildings,  no  fears  need  be  apprehended  on  that  score : 
and  if  the  city  authorities  should  be  prompt  in  carrying  out  the  rec- 
ommendations of  the  Water  Supply  Commission,  there  should  remaii 
no  reasonable  ground  of  complaint  during  the  Centennial  year,  con 
cerning  the  quantity  and  quality  of  the  water  supply  in  Philadel 
pbia. 
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Improvement  of  Hell  Oate  Channeli  New  York  —The  Gov- 
ernmeDt  works  at  Hallett's  Point  have  reached  their  last  stage  of 
progress,  but  it  will  be  nine  months  or  more  before  the  great 
explosion  will  take  place.  The  excavations  were  completed  about  two 
months  ago.  They  undermine  a  surface  of  2J^  acres,  and  extend  in 
headings  and  galleries  315  feet  from  land.  The  headings  are  the 
straight  cuttings  radiating  from  the  shaft ;  they  are  10  in  number  at 
the  shaft  and  41  in  number  at  the^  outer  edge  of  the  semicircle.  The 
galleries,  10  in  number,  are  arcs  of  circles  connecting  the  headings. 
The  cuttings  of  both  kinds  aggregate  7,542  feet  in  length ;  they  are 
from  12  to  13  feet  wide,  and  from  8  to  22  feet  high.  Over  their  lowest 
point  they  are  53  feet  below  water.  They  leave  a  roof  of  solid  rock 
10  feet  thick  between  the  mine  and  the  water.  Over  the  outer  edge  of 
the  excavation  the  water  of  the  river  is  26  feet  deep  at  low  tide. 

At  the  intersection  of  the  headings  and  galleries,  columns  or  piers 
are  left  standing,  by  which  the  roof  is  supported.  These  number 
172.  The  work  of  the  final  demolition  of  the  reef  will  consist  in 
breaking  up  these  piers  and  shattering  the  rocky  roof.  Preparations 
for  this  are  now  in  progress.  Holes  are  being  bored  by  steam  drills 
in  the  piers  and  roof,  into  which  charges  of  nitro-glycerine  will  be 
put,  and  all  will  be  exploded  at  the  same  instant.  There  will  be  from 
10  to  15  two  and  three  inch  holes  in  each  column ;  and  in  the  roof 
there  will  be  three-inch  holes  about  five  feet  apprt.  The  charges  of 
nitro-glycerine  will  average  from  8  to  10  pounds,  and  all  will  be  con- 
nected by  gas- pipe  filled  with  the  same  explosive.  The  nitro-glycer- 
ine in  the  pipe  being  fired  by  a  friction  battery,  the  charges  will  be 
exploded  by  concussion.  Experiments  have  been  tried  under  the  di- 
rection of  Government  officials  in  regard  to  this  method  of  exploding 
the  charges,  and  the  officers  in  command  have  no  doubts  as  to  suc- 
cessful results.  At  Mountain  View,  New  Jersey,  2,000  charges  were 
fired  in  this  manner,  and  it  is  said  that  it  was  shown  that  there  is  no 
limit  to  the  number  which  may  be  exploded  simultaneously. 

The  final  boring  is  less  than  half  completed,  and  will  occupy  from 
two  to  three  months  more.  It  will  take  two  months  longer  to  charge 
the  holes  with  nitro-glycerine,  and  the  officers  will  wait  till  warm 
weather  before  firing  the  mine.  Nitro-glycerine  freezes  at  about  40® 
and  is  then  practically  inexplosive  and  safe  to  handle.  The  charges 
will  be  put  in  place  during  the  winter,  and  will  thaw  out  during  the 
early  summer.     Before  electricity  is  applied  the  water  will  be  let  in. 
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This  will  act  as  '^  tamping  '*  and  cause  the  explosion  to  be  more  ef- 
fective. It  is  claimed  that  if  only  half  the  charges  take  fire,  the  work 
will  be  thoroughly  accomplished. 

The  time  for  making  the  final  attempt  has  not  yet  been  fixed  upon, 
but  it  is  probable,  for  reasons  connected  with  the  annual  appropria- 
tions, it  will  be  soon  after  the  80th  of  June  of  next  year.  The  work 
has  been  in  progress  six  years — since  1869 — having  been  delayed  (and 
prosecuted  at  much  greater  cost,)  .because  of  the  inadequacy  of  the 
sums  of  money  voted  from  time  to  time,  to  allow  continued  and  vigor- 
ous prosecution. 

A  further  improvement  at  Flood  Rock  has  been  in  progress  about 
three  months,  and  a  shaft  has  been  sunk  about  50  feet  in  the  solid 
stone.  The  same  system  will  be  pursued  here  as  at  Hallett's  Point ; 
but  the  excavations  will  be  much  greater  in  extent,  as  the  rock 
stretches  out  about  400  feet  in  two  directions  from  the  shaft.  No 
estimate  can  be  made  of  the  time  it  will  take  to  complete  this  work, 
as  it  depends  chiefly  on  the  appropriations  made  by  Congress.  The 
removal  of  the  reef  at  Hallett's  Point  will  greatly  reduce  the  dan- 
gers of  the  Hell  Crate  passage,  and  be  a  permanent  advantage  to 
commerce  even  before  the  second  enterprise  is  brought  to  a  success- 
ful conclusion. — From  the  N.  Y.  Tribune^  Sept.  6,  1875. 

The  American  Association  for  the  Advancement  of  Sci- 
encoi  on  Weights  and  Measures.— The  special  committee  of  this 
association,  to  which  this  subject  was  referred,  report  upon  the  steps 
taken  the  past  year  for  the  establishment  and  perpetuation  of  the 
basic  units  of  the  metric  system,  and  the  results  of  the  conference 
of  delegates  from  twenty-one  nations.  The  United  States  was  rep- 
resented by  Prof.  Joseph  Henry,  of  the  Smithsonian  Institute,  and 
Julius  G.  Hilyard,  of  the  Coast  Survey  (now  President  of  the 
association).  The  original  standard  meter  and  kilogram  were  adopted^ 
and  steps  taken  for  authentic  reproduction  of  them  for  distribution, 
and  for  comparison  with  other  standards  of  dimension  or  quantity. 
The  report  comments  upon  and  lauds  the  co-operation  of  our  execu- 
tive government  in  this  great  effort  for  universal  civilization,  and  asks 
from  all  scientific  bodies  an  expression  of  opinion  to  urge  upon  Con- 
gress the  monetary  aid  desirable  to  meet  the  national  share  of  the 
expenses;  estimating  the  same  at  $12,000  original  appropriation^ 
with  about  $1,000  per  annum  subsequently.  The  committee  say : 
^^  It  is  to  be  considered,  that  this  is  not  designed  merely  to  advance  the 


Digitized  by  VjOOQ  IC 


Proceedings  of  the  Franklin  Institute.  223 

mterests  of  the  metric  system  of  weights  and  measures,  or  to  serve  as 
a  means  of  promoting  the  extension  of  that  system.  The  design  is 
higher  than  that.  To  secure  the  universal  adoption  of  the  metric 
system,  would  be  undoubtedly  to  confer  an  immense  and  incalculable 
benefit  upon  the  human  race ;  but  it  would  be  a  benefit  felt  mainly  in 
the  increased  facilities  which  it  would  afford  to  commerce,  and  to  ex- 
actness  in  matters  that  concern  the  practical  life  of  humanity.  On 
the  other  hand,  to  secure  that  severe  accuracy  in  standards  of  meas- 
urement which  transcends  all  the  wants  of  ordinary  business  affairs, 
yet  which,  in  the  present  advanced  state  of  science,  is  the  absolutely 
indispensable  condition  of  higher  progress,  is  an  object  of  interest 
to  the  investigators  of  nature  immensely  superior  to  anything  which 
contemplates  only  the  increase  of  the  wealth  of  nations.  *  *  *  " 
A  series  of  resolutions  were  offered  by  the  committee,  and  were 
unanimously  adopted  by  the  association.  Those  of  our  readers  who 
are  interested  especially  in  the  metric  system,  will  find  this  report  in 
fall  in  the  proceedings  of  the  association,  which  will  shortly  be 
published. 
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Hall  of  thb  Institute,  Sept.  16th  1875. 

The  stated  meeting  of  the  Institute  was  called  to  order  at  8  o'clock 
P.M.,  Vice-President  B.  H.  Moore  in  the  chair.  There  were  278 
members  and  a  number  of  visitors  present. 

The  minutes  of  the  stated  meeting  for  June  were  read  and  ap- 
proved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers, 
and  reported  that  since  their  meeting  in  June  there  had  been  26 
persons  elected  members  of  the  Institute,  and  the  following  donations 
made  to  the  library : 

Memoirs  of  the  Geological  Survey  of  India.  Vol.  X,  Part  2, 
Vol.  XI,  Part  1. 

Records  of  the  Geological  Survey  of  India,  Vol.  VII,  Parts  1  to  4. 

Memoirs  of  the  Geological  Survey  of  India  fPalseontologia  Indica) 
being  figures  and  descriptions  of  the  Organic  Kemains  procured  dur- 
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ing  the  progress  of  the  Geological  Survey  of  India.  Vol.  I,  1. 
From  the  Superintendent  of  the  Geological  Survey  of  India,  Cal- 
cutta, India. 

Circulars  of  Information  of  the  Bureau  of  Education,  Nos.  1  and 
2.     Washington,  1876.     From  the  Bureau  of  Education. 

Transactions  of  the  American  Philosophical  Society  for  promoting 
useful  knowledge.  Philadelphia.  Vol.  XV,  new  series,  part  2. 
From  the  Society. 

Reports  of  Scientific  Investigations  in  relation  to  Sugar  and 
Hydrometers,  made  under  the  superintendence  of  Prof.  A.  D.  Bache, 
by  Prof.  R.  S.  McCullough.  Washington,  1848.  From  the  Secre- 
tary of  the  Senate. 

List  of  Elevations,  principally  in  that  portion  of  the  United  States 
west  of  the  Mississippi  River,  by  Henry  Gannett,  M.E.  Washing- 
ton.    From  the  Department  of  the  Interior. 

Bulletin  of  the  United  States*  Geological  Survey  of  the  Terri- 
tories. No.  4,  second  series.  Washington.  From  the  Department 
of  the  Interior. 

Paine's  British  Palladio,  or  the  Builder's  General  Assistant,  etc., 
etc.,  by  Wm.  and  Jas.  Paine.  Philadelphia.  From  Mr.  Wm.  W. 
Jefieries, 

Geological  Survey  of  Pennsylvania,  1874.  Special  report  on 
the  Petroleum  of  Pennsylvania,  its  production,  transportation, 
manufactures  and  statistics,  by  H.  E.  Wrigley,  with  maps,  etc.,  by 
D.  Jones  Lucas,  and  also  map  and  profile  of  a  line  of  levels  along 
Slippery  Rock  Creek,  by  J.  B.  Lesley.  Harrisburg,  1875.  From 
the  Board  of  Commissioners, 

Second  Geological  Survey  of  Pennsylvania,  1874.  Preliminary 
report  on  the  mineralogy  of  Pennsylvania,  by  F.  A.  Genth,  with  an 
appendix  on  the  hydrocarbon  compounds,  by  Samuel  P.  Sadtler. 
Harrisburg,  1875.     From  the  Board  of  Commissioners, 

Circular  No.  8,  War  Department,  Surgeon-Generars  OfiSce,  Wash- 
ington, May  1st,  1875.  A  report  on  the  hygiene  of  the  United 
States'  Army,  with  descriptions  of  military  posts.  Washington, 
1875.     From  the  Surgeon-General,  U.  S.  A. 

Annual  Report  of  the  Auditor  General  of  the  State  of  Pennsyl- 
vania, and  of  the  tabulations  and  deductions  from  the  reports  of  the 
railroad,  canal,  and  telegraph  companies,  for  the  year  1874.  Har- 
risburg, 1875.     From  Wm.  McCandless,  Secretary  Internal  Aflfairs. 

Bulletin  of  the  National  Association  of  Wool  Manufacturers,  1875. 
From  the  Association. 

Official  Reports  of  Various  Departments  in  the  Vienna  Exposi- 
tion, 1873.     From  the  Ministry  of  Foreign  Affairs. 

Supplements  (No.  4)  to  the  Seventh  Annual  Report  of  the  De- 
partment of  Marine  and  Fisheries,  being  for  the  fiscal  year  ended 
30th  June,  1874. 
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Reports  of  the  Meteorological,  Magnetic  and  other  Observatories 
of  the  Dominion  of  Canada,  for  the  calendar  year  ended  Slst  De- 
cember, 1874.  Toronto,  Canada.  From  G.  T.  Kingston,  Sup.  Me- 
teorological Office. 

Minutes  of  Proceedings  of  the  Institution  of  Civil  Engineers,  with 
other  selected  and  abstracted  papers,  vol.  40,  Session  1874-5,  Part 
2,  by  Jas.  Forrest,  Asso.  Inst.,  C.  E.  Secretary.  London,  1875. 
From  the  Institution. 

Abstracts  and  Results  of  Magnetical  and  Meteorological  Observa- 
tions at  the  Magnetical  Observatory,  Toronto,  Canada,  from  ^841  to 
1871,  inclusive.  From  G.  T.  Kingston,  M.A.,  Director  Mag. 
Observ. 

Notes  on  Building  Construction,  arranged  to  meet  the  require- 
ments of  the  Syllabus  of  the  Science  and  Art  Department  of  the  Com- 
mittee of  Council  on  Education,  South  Kensington.  Part  1,  Stage 
or  Elementary  Course.  London,  1875.  From  J.  B.  Lippincott  & 
Co.,  Philadelphia. 

By-Laws,  Rules  and  Regulations,  together  with  Reminiscences  of 
the  Carpenters'  Hall,  etc.,  etc.  Philadelphia,  1873.  From  Car- 
penters' Co. 

The  American  Ephemeris  and  Nautical  Almanac,  for  the  year 
1878.     From  Prof.  J.  H.  C.  Coffin,  U.  S.  N. 

Report  of  the  Board  of  Health  of  the  City  and  Port  of  Philadel- 
phia, to  the  Mayor,  for  the  year  1874,     From  John  E.  Addicks. 

Practical  Guide  to  the  Determination  of  Minerals  by  the  Blowr 
pipe,  by  Dr.  C.  W.  C.  Fuchs,  edited  by  T.  W.  Danby,  London. 
From  the  Author. 

Hand-Book  of  Land  and  Marine  Engines,  by  Stephen  Roper. 
Philadelphia,  1875.  From  Claxton,  Remsen  4;  Haffelfinger,  Pub- 
lishers. 

Practical  Hints  on  Selection  and  Use  of  the  Microscope,  by  John 
Phin.     New  York,  1875.     From  the  Industrial  Publication  Co. 

Principles  of  Metal  Mining,  by  J.  H.  Collins.  New  York.  From 
the  Publishers. 

General  Index  of  the  Official  Gazette,  and  Monthly  Volumes  of 
Patents  of  the  United  States  Patent  Office,  for  1874.  Washington. 
1875.   'From  the  Commissioner  of  Patents. 

Sixth  Annual  Report  of  the  Geological  Survey  of  Indiana,  made 
daring  the  year  1874,  by  E.  T.  Cox,  State  Geologist,  Indianapolis. 
Indiana,  1875.     From  E.  T.  Cox. 

Instructions  in  the  Use  of  Meteorological  Instruments.  Compiled 
by  direction  of  the  Meteorological  Committee,  by  Robert  H. 
Scott,  M.A.     London,  1875. 

Quarterly  Weather  Report  of  the  Meteorogical  Office.  Published 
by  the  authority  of  the  Meteorological  Committee.  Part  4,  Octo- 
ber-December, 1873.  London,  1875.  From  the  Meteorological 
Committee. 
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Lessons  on  Hand-Railing,  for  Learners,  bj  Bobt.  Riddell.  Phila- 
delphia, 1875.     From  the  Author. 

Also,  that  at  their  meeting,  held  on  the  8th  inst.,  the  following 
preamble  and  resolution  were  adopted : 

Whereas,  We  understand  that  measures  are  being  taken  for  the 
establishment  in  Philadelphia  of  a  Museum  of  Industrial  Art,  with 
facilities  in  connection  therewith  for  a  course  of  instruction  in  design 
for  artisans,  similar  to  those  offered  at  the  South  Kensington  Mu- 
seum of  London.     Therefore, 

Beiolvedj  That  the  Board  of  Managers  of  the  Franklin  Insti- 
tute learn  of  this  movement  with  pleasure,  and  fuUj  appreci- 
ating the  benefit  that  will  result  to  our  manufacturers  from  it.  This 
museum  promises  to  furnish  superior  advantages  for  the  prosecution 
of  the  work  in  which  this  Institute  was  a  pioneer,  and  has  labored 
for  more  than  half  a  century,  and  it  has  our  most  cordial  wishes  for 
its  success. 

Dr.  G.  M.  Gresson  read  a  paper  on  the  effect  of  magnetic  and 
galvanic  forces  upon  the  strength  and  destruction  of  steel  and  iron 
structure. 

Mr.  Bobert  Briggs  then  presented  a  paper  on  pseudo  perspective 
for  use  in  mechanical  illustration.  The  method  described  was 
isometric  and  gives  a  semblance  of  perspective,  which  for  illustration 
of  articles  to  be  grouped,  becomes  more  nearly  correct,  and  is  less 
objectionable  to  the  eye,  than  when  shown  with  different  perspective 
planes.  It  had  also  the  merit  of  ready  production  from  working 
drawings  by  the  engraver's  draughtsman. 

The  Secretary  presented  his  report  on  novelties  in  science  and  the 
mechanic  arts,  embracing  Jas.  Henderson's  process  of  making  wrought 
iron ;  Leonard  Krewson's  apparatus  for  stopping  leaks  in  vessels ; 
G.  M.  Burth's  window  sash  fastener  ;  Bichard's  fire  escape;  Grofntt's 
life  protector  for  firemen,  miners,  etc.;  a  window  blind  fastener,  in- 
vented by  Jonathan  Bell ;  a  triple  hose  connection  by  B.  Grimshaw ; 
an  improved  hose  coupling,  by  W.  A.  Gaswell,  of  Providence,  B.  L; 
a  new  form  of  link  for  chain  cables,  by  G.  A.  Ghamberlin ;  a  coni- 
cal propeller  wheel,  by  E.  G.  Hubbard  ;  an  improved  scale  beam,  by 
T.  Tebow,  and  M,  S.  Orum's  flexible  mandril  for  bending  metalic 
pipes. 

Mr.  J.  W.  Nystrom  presented  and  explained  a  telescope  for  field  in- 
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stmmentB,  the  invention  of  himself  and  Mr.  Young,  and  also  an  instru- 
ment to  measure  and  determine  the  imperfection  in  object  glasses.  . 

The  Secretary  then  projected  on  the  screen  some  pictures  showing 
the  advanced  state  of  the  Centennial  Buildings. 

A  letter  was  read  from  Sir  Edward  Thornton,  British  minister  at 
Washington,  in  relation  to  the  award  of  the  Albert  medal  of  the 
Society  of  Arts,  London,  and  also  a  list  of  medals  awarded  from 
1864  to  1874  inclusive. 

On  motion  of  Mr.  Robert  Briggs  it  was  resolved  that  the  commu- 
nication of  Sir  Edward  Thornton,  relative  to  the  Albert  medal,  be  re- 
ferred to  a  committee  of  three  persons,  to  be  appointed  by  the  chair 
at  his  convenience,  which  committee  are  hereby  instructed  to  ac- 
knowledge in  behalf  of  the  Institute,  the  communication,  and  are 
desired  to  report  at  the  next  meeting  of  the  Institute  what  action 
will  be  necessary  to  present  to  the  Society  of  Arts  the  names  and 
testimonials  of  any  persons  entitled  to  the  medal. 

Mr.  J.  E.  Mitchell  asked  to  have  again  read  the  resolution  of  the 
Board  of  Managers  in  relation  to  an  Industrial  Art  Museum,  which 
was  done,  whereupon  he  offered  the  following,  which  was  adopted : 

Whbrbas,  The  establishment  of  a  museum  of  science,  art  and 
manufactures  receives  the  hearty  approval  of  the  Franklin  Institute, 
and  with  a  view  to  and  in  the  carrying  out  the  project.  Therefore, 
be  it 

JleMolvedy  that  the  chairman  is  hereby  authorized  and  requested 
to  appoint,  at  his  leisure,  a  committee  of  five  members  of  the  Insti- 
tute to  confer  with  similar  committees  from  other  bodies,  with  a  view 
to  organizing  an  institution  similar  to  the  South  Kensington  Museum 
in  London. 

Dr.  G.  M.  Gressbn  offered  a  resolution  in  reference  to  publishing 
an  abstract  of  the  report  on  steam  boiler  explosions,  and  the  strength 
of  materials,  which  on  motion  of  Mr.  Sellers  was  amended  to  read 
as  follows,  and  then  adopted : 

Meiolvedy  that  the  committee  on  publication  be  requested  to  re- 
publish, entire,  the  reports  upon  "  Explosions  of  Steam  Boilers  "  and 
'<  Strength  of  Materials''  made  to  the  Institute  in  1835  and  1836. 

Dr.  C.  M.  Cresson  offered  the  following,  which  was  adopted  : 

Reiolvedj  That  the  committee  on  Science  and  the  Arts  be  requested 
to  appoint  sub-committees  upon  the  strength  of  iron  and  steel,  with 
directions  to  make  such  experimental  trials  as  may  be  necessary  to 
include  materials  such  as  are  at  present  found  in  the  market,  and 
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employed  for  the  construction  of  boilers,  bridges,  and  other  structures 
of  iron  and  steel,  and  that  the  sum  of  one  thousand  dollars  be  ap- 
propriated to  the  purpose  of  defraying  the  cost  of  the  purchase  and 
preparation  of  samples  of  iron  and  steel  for  the  breaking  machine. 
Provided^  Such  appropriation  be  deemed  advisable  by  the  Board  of 
Managers. 

On  motion  the  meeting  then  adjourned. 

J.  B.  Knight,  Secretary. 

Flexible  Mandril  for  Bending  Metal  Pipes.— At  the  stated 

meeting  in  September,  this  instrument  was  presented  and  explained 
and  practically  tested  by  bending  a  2-inch  copper  pipe. 

The  mandril  consists  of  a  coiled  or  spiral  spring,  made  of  square 

»  steel  wire,  and  oi 
y  such  size  as  to  be 
■  inserted  freely  in tc 
the  pipe  to  be  bent 
any  convenient  way, 
me  with  a  block  ol 
it  is  desired  to  bend 
le  outside  of  the  pipe, 
dril  is  withdrawn  bj 
ion  in  which  it  wound, 
and  it  is  screwed  out 

3r  brass  pipes  by  first 
d,  is  tedious  and  un- 
ially  for  large  pipes 
md  stretching  of  the 
By  this  method  the 
pipe  was  always  consiaeraoiy  naitened  and  required 
hammering  and  filing  into  shape. 

All  these  objections  are  obviated  by  the  use  of  this  instrument  a& 
it  leaves  the  pipe  so  near  perfectly  round  that  the  eye  does  not  de- 
tect the  variation.  The  surface  is  smooth  so  that  there  is  no  loss  oi 
metal  (and  consequently  of  strength)  by  filing  into  shape.  Besidei 
there  is  probably  not  one-twentieth  of  the  time  required  in  this  as  ii 
the  old  process,  and  persons  with  much  less  skill  can  do  the  worl 
with  perfect  success. 
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A  number  of  Bpecimens  of  pipes  of  different  metals,  copper,  iron, 
tin,  brass,  and  of  sizes  from  ^-inch  to  2-inch  were  exhibited,  showing 
the  general  applicability  of  the  mandril,  but  notably  among  them  was 
a  piece  of  butted  zinc  pipe,  |-inch  diameter,  and  bent  to  a  curve  of  1^ 
inch  radius. 

Editor  Journal  Franklin  Institute. 

Sir  :  In  answer  to  your  inquiry  respecting  the  phrase  "  wane- 
edged,"  I  can  say  that  I  never  heard  the  expression  from  Philadel- 
phia workmen,  but  I  think  your  hint  as  to  its  meaning  clearly  points 
out  its  derivation,  which  is  from  the  Anglo-Saxon  wana,  expressing 
deficiency  or  incompleteness.  It  means  the  wanting  or  imperfect 
edge  or  end  of  the  timber.  As  thus  derived,  it  might  claim  the 
slender  Saxon  a,  and  be  written  "wanedged.''  (See  Chambers*  Ety- 
molog.  Diet.) 

Upon  looking  into  *'  Webster,"  I  find  ho  gives  the  identical  word 
as  you  have  spelled  it — notes  it  as  "  a  deficiency  in  a  board  " — and 
marks  it  "  Prov-English,"  which,  I  think,  completes  the  answer. 

Yours  truly. 

Hector  Orr. 

This  reply  gives  the  probable  derivation,  but  does  not  substantiate 
itself.     Older  authorities  and  examples  of  use  would  be  requisite. 

The  word  is  in  common  use  with  Philadelphia  dealers  and  workers 
in  wood. 


Minutes  of  Proceedings  oe  the  Institution  of  Civil  Engi- 
neers; with  selected  and  abstracted  papers.  Vol.  xli,  Lesson  1874- 
75,  Part  III.  Edited  by  Jambs  Forrest,  Assoc.  Inst.  C.  E.,  Secre- 
tary. 

Railway  management  and  Dock  construction,  are  the  subjects 
of  the  papers,  but  the  selected  papers  on  many  subjects,  form  most 
of  the  book.  The  great  value  of  these  papers,  is  that  they  are  re- 
cords of  accomplishment,  and  not  of  proposition.  Our  serial  engi- 
neering publications,  lose  most  of  their  value  as  sources  of  information 
in  the  numerous  schemes  which  find  description  in  their  columns,  and 
it  is  very  pleasant  to  turn  from  the  weekly  and  monthly  fictions  of 
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engineering,  to  the  real  history  of  the  art.  For  the  serviceable  us 
of  the  engineer,  the  Proceedings  of  the  Institute  of  Civil  Engineei 
is  the  most  valaable  of  all  books  of  reference. 


Manual  of  Introductory  Chemical  Practice  ;  for  the  use  c 
Students  in  Colleges  and  Normal  and  High  Schools.  By  Gborob  C 
Caldwell,  S.B.,  Ph.  D.,  etc.,  and  Abram  A.  Brbneman,  S.B.,  etc. 
in  Cornell  University.  Ithica,  N.  Y.,  1875.  (Published  by  th 
authors.)  This  manual,  like  all  other  ^^  royal  roads''  to  learning,  i 
evidently  the  work  of  conscientious  teachers,  who  want  to  lighten  th 
labors  of  students  of  chemistry,  but  who  do  not  dread  complicatin 
exact  science  with  a  wearisome  array  of  *^  nextlys."  The  method  i 
in  no  way  better  than  that  of  Fresenius,  and  the  language  at  time 
is  extremely  crude  and  worrisome. 

A  conscientious  study  of  Barker,*  Regnault,  or  any  of  the  recen 
compilations  from  the  German  will  prove  vastly  more  useful  to  be 
ginners  of  chemistry  than  this  manual,  for  it  is  nothing  without  thei 
and  a  good  deal  of  bother  with  them.  In  the  glossary  of  '' Appai 
tus  and  Manipulation,"  the  best  part  of  the  work  exists,  althoug 
even  this  is  crude  and  at  times  inexact.  The  statements  are  evi 
dently  understood  by  the  teachers  but  it  would  be  difficult  for 
student  to  comprehend  by  his  own,  unaided  efforts.  R. 


Storms. — Their  Nature^  Classification  and  Law,  and  the  means  o 
predicting  them  hy  their  embodiments^  "  The  Clouds*'  By  Willi Ai 
Blasius,  formerly  professor  of  the  Natural  Sciences  in  the  Lyceui 
of  Hanover.  Philadelphia.  (Porter  &  Coates).  After  the  health  o 
one's  friend,  the  general  subject  of  universal  interest  to  civilized  man 
kind  is  the  weather,  but  while  the  pursuit  of  knowledge  in  direction  of  th 
laws  of  health  may  tend  to  produce  advantageous  results,  the  same  pur 
suit  (under  difficulties)  into  the  laws  of  weather  offers  little  prospect  o 
improvement,  and  becomes  at  best  a  kind  of  mental  chess-playing 

The  study  of  phenomena  will,  however,  be  attractive  to  many  minds 
and  the  obvious  and  ever  present  one  of  the  weather  will  find  mon 
investigation  and  more  appreciation  than  many  of  the  extensively 
examined  subjects,  and  this  book  in  its  antagonism  to  some  of  th< 
special  theories,  whereby  other  writers  have  tried  to  simplify  to  on< 
rule,  will  lead  towards  more  general  knowledge  of  the  diversity  o 
conditions  which  exist.  Strictly  the  work  is  neither  elemental 
nor  theoretical — perhaps  it  is  not  even  logical — but  it  is  a  men 
succinct  narration  of  facts  and  partial  theories  than  is  found  else 
where. 

An  exceedingly  thin  film  of  air  covers  the  surface  of  our  globe 
Upon  200  millions  of  square  miles  is  spread  out  a  sheet  of  air  i 
miles  in  thickness  (the  density  of  air  being  taken  as  upon  the  sui 

*  '•  Barker's  CJoUege  Chemistry,"  New  Haven,  1874. 
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face  of  the  earth).  The  relative  thickness  of  the  atmosphere  taken 
at  this  density  to  the  extent  of  surface  may  be  comprehended  by  say- 
ing it  is  that  of  a  sheet  of  paper,  such  as  the  book  on  ^'  Storms''  is 
composed  of,  upon  a  sphere  of  10  inches  diameter,  and  the  thickness 
taken  at  the  usual  supposition  of  45  miles  high  of  varying  density 
is  equivalent  to  9  such  sheets.  This  film  is  boiled  by  contact  with 
the  earth  (generally)  for  12  hours  out  of  24,  (mainly  upon  a  belt 
or  zone  which  oscillates  during  the  year  about  the  tropics,  but  at 
the  proper  season  in  the  temperate  zones)  and  is  condensed  in  the  tem- 
perate and  arctic  zones.  Tidal  influences  and  those  proceeding  from 
the  inequalities  of  surface  of  the  earth  also  intervene. 

The  atmosphere  is  constituted  of  air  and  vapor  of  water ;  other 
gases  or  vapor,  being  too  small  in  quantity  to  enter  into  considera- 
tion in  influencing  meteorologic  phenomena. 

This  vapor  of  water  would  at  any  assumable  sensible  temperature 
and  density,  form  that  portion  of  a  still  atmosphere  which  its  tension 
as  steam  of  the  same  temperature  would  demand,  but  as  the  density  of 
the  atmosphere  follows  the  elevation,  and  the  sensible  temperature 
falls  away  by  well  known  laws,  and  the  tension  of  steam  falls  ofi* 
with  sensible  temperature  much  more  rapidly  than  the  rarefication  of 
air,  it  follows  that  at  some  height  not  very  elevated,  an  atmosphere  sat- 
urated at  the  surface  of  the  earth  must  be  foggy  with  condensed 
vapor;  and  at  some  other  height,  yet  more  elevated,  an  atmosphere 
with  a  proportion  of  vapor  less  than  saturation  at  the  surface  of  the 
earth,  would  exhibit  the  same  cloudiness. 

Where  clouds  exist,  they  intercept  most  of  the  heat  of  the  sun, 
and  thus  of  themselves  become  a  disturbing  element  in  locating  the 
points  of  ebullition  from  the  earth's  surface;  and  wherever  evapora- 
tion is  going  on,  the  vapor  of  water  and  air  form  a  mixture  lighter 
than  air  alone,  which  increases  the  levity  of  the  heated  air. 

The  ebullitions  are  of  every  order-  sweeping,  horizontal  currents,  in- 
volving probably  the  whole  depth  of  the  atmosphere — overlaying 
sheets — rolls  like  shavings  laid  on  the  floor — spirals  like  the  flow  of 
water  from  a  basin,  (either  on  the  surface  of  the  earth,  upwards, 
or  in  the  upper  atmosphere,  downwards,  transforming  into  sheets 
eventually) — and  these  several  ebullitions  travel  over  the  surface  of  the 
earth  in  sweeps  or  coils  of  their  own. 

Currents  of  air  in  the  form  of  sheets,  (which  are  our  usual  winds) 
or  in  more  restricted  veins,  acquire  by  impulse  or  by  induction,  high 
velocity,  and  when  such  velocities  have  been  established,  it  must  be 
recognized  that  an  atom  of  air  has  as  absolute  momentum,  as  an 
atom  of  a  cannon  ball ;  but  that  while  the  cannon  ball,  (composed  of 
dense  atoms,  compared  with  the  medium  in  which  it  moves),  from 
gravitation  and  the  resistance  of  the  medium,  has  a  curved  tragutory ; 
the  atom  of  air,  within  the  air  itself ^  is  in  equilibrium,  and  devoid  of 
gravity,  and  its  motion  is  a  straight  line.  The  direction  of  such  cur- 
rents, consequently,  unless  other  influences  are  exerted,  can  be  hori- 
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zontal  only  on  one  line  of  cross  section,  and  tbns  every  carrent  {tq 
the  line  of  its  absolutely  horizontal  plane  is  tangential.  If  beyond  tl 
line,  the  carrent  enters  into  a  field  or  volnme  of  still,  or  relatively  st 
air  of  same  density,  it  will  rise  from  the  surface  of  the  earth,  in  place 
following  it,  and  at  the  distance  of  200  miles  from  the  normal  line,  a 
tain  an  elevation  of  about  5  miles,  and  in  the  coarse  of  such  elevation, 
cloud  will  have  been  formed.  In  other  words,  that  volume  of  air,  in  a 
vance  of  the  normal  line  of  the  current,  which  would  be  intercept 
between  the  tangential  plane  and  the  earth  surface,  must  be  induc< 
to  move  by  some  other  force  than  the  current  itself,  or  else  the  en 
rent  will  rise  above  it. 

This  proposition  of  the  atomic  momentum  of  the  fluid  atom,  havii 
its  direction  or  value  unaffected  by  expansion  or  contraction,  is  tl 
basis  of  the  solution  of  the  problem  of  the  whirlwind  or  whirlpo< 
and  has  only  been  mentioned  at  this  time,  to  elucidate  how  an  exte 
ded  cloud  can  be  accounted  for,  without  assuming  counter  currents 
the  intermingling  of  hot  and  cold  strata,  and  to  show  how  modera 
velocity  of  winds  may  generate  storms.  The  barometrical  chanj 
produced  by  the  supposed  elevation  of  the  undeviated  current  is  i 
considerable. 

Again,  sheets  or  veins  must  manifestly  have  some  point  of  ma 
imum  velocity,  while  with  a  fluid  mass  the  stream  must  contract 
attain  such  velocity,  and  expand  in  losing  it.  This  contraction  ( 
expansion  may  be  horizontal;  sideways,  on  either  side;  or  vertica 
downwards  or  upwards.  When  the  combination  of  contraction  < 
expansion  occasions  a  thinning  of  the  sheet  or  vein,  there  is 
downward  shrinkage  established,  and  the  upper  anhydrous  air  giv< 
a  clear  sky  ;  when  the  sheet  or  vein  thickens,  there  is  a  piling  up  < 
the  column  of  air,  and  clouds  are  farmed. 

Heat  is  not  conducted  between  strata  of  air  to  any  great  exten 
air  or  even  vapor  is  too  bad  a  conductor,  but  when  two  sheets,  in  d 
verse  directions,  one  cold  above,  and  one  warm  below,  are  sweepic 
by  each  other,  the  mingling  is  the  rolling  of  currents  between  tl 
two,  and  the  cloud  is  the  result  of  the  upward  roll. 

The  tornado  is  an  induced  upward  current  of  the  basin  discharg 
order  (following  an  unstable  equilibrium  of  calm),  and  the  same  a 
which  was  breathed  a  few  minutes  earlier  was  that  from  whic 
the  hail-stones  were  derived.  (Except  that  the  hail-stones  drc 
through  an  upward  current  of  high  velocity,  they  would  acquire  sue 

force    in   falling  as   would   produce   the    most    disastrous   effects 

**♦♦  *  *  ***** 

These,  and  similar  truths,  are  the  elements  of  Meteorology,  ai 
they  are  not  set  out  in  the  book  before  us  with  that  directness  whic 
could  be  desired  by  the  student.  It  follows,  that  as  a  philosophic 
treatise,  much  is  wanting,  but  as  a  statement  of  former  theories  ai 
facts  in  ample  and  readable  form,  the  work  deserves  many  reade: 
and  high  commendation. 
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THE  STEAM  BOILER  EXPLOSION  AT  THE  KEYSTONE  MILLS,  TWENTY- 
FIFTH  AND  CALLOWHILL  STREETS.  PHIUDELPHIA. 

[It  was  for  many  years  the  usual  practice  of  the  Journal  to  record 
the  simple  facts  attending  the  explosions  of  steam  boilers  in  Phila- 
delphia, or  its  immediate  vicinity.  In  accordance  with  this,  the 
following  communication  is  published.  It  is  proposed  to  complete  the 
record  by  similar  descriptions  of  other  explosions  which  have  occurred 
within  the  past  six  or  eight  years.] 

On  Friday,  May  8th,  1874,  shortly  after  three  P.M.,  an  explosion 
of  one  of  the  six  plain-  cylinder  boilers,  which  furnished  the  steam^ 
power  for  the  Keystone  Mills,  took  place.  There  were  three  pairs 
of  boilers  set  in  couples,  each  boiler  being  30  feet  long  and  86  inches 
in  diameter ;  the  pairs  having  independent  setting  and  all  the  ap- 
pliances provided  by  law.  Generally  two  pairs  (or  sets)  were  amply 
sufBcient  to  give  steam  to  drive  the  mills,  but  a  few  days  prior  to  the 
explosion,  some  coal  of  bad  quality  was  used,  and  it  was  found  nec- 
essary to  fire  up  the  third  set. 

This  third  set  had  been  standing  idle  for  some  time  previously.  In 
January,  (1874),  they  had  been  put  in  condition  for  use  in  an  emer- 
gency, having  been  then  examined  by  the  boiler  inspector  for  an  insur- 
ance company,  and  one  of  the  two  repaired  at  his  suggestion. 

On  the  afternoon  of  the  explosion,  the  engineer  noticed  a  leak  in 
the  repaired  boiler,  (which  was  the  outside  one  of  the  third  set),  and 
immediately  hauled  the  fire  from  this  set,  shut  ofi*  the  connections 
to  the  other  two  sets,  and  was  in  the  act  of  attaching  a  water  pipe  to 
the  blow  off  cock  when  the  boiler  exploded.  The  parting  was  at  the 
third  row  of  rivets,  and  the  front  head  with  two  rings  of  the  shell  was 
projected  nearly  horizontally,  about  150  feet,  passing,  in  its  course, 
through  the  board  enclosure  of  a  shed.  The  back  end,  with  about 
25  feet  of  the  shell,  was  driven  in  the  opposite  direction  (also  hori- 
zontally) passing  through  a  coal  pile  some  eight  feet  in  thickness,  and 
stopping  in  a  second  heap  of  coal  about  100  feet  from  the  setting, 
the  resistance  of  the  coal  retarding  and  finally  arresting  its  flight. 

Voii.  LXX.— Thibd  Sbriks.— No.  4.— Octobbr,  1875.  17 
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I  The  engineer,  Hugh  Sweeney,  and  a  boy,  Thoa.  Ivan  Devor,  wer( 

•calded  and  otherwise  injured ;  both  died  the  following  day.  Ther^ 
were  narrow  escapes,  but  no  other  injuries  of  person.  The  fracture 
followed  the  seam  all  around,  partly  in  the  line  of  rivet  holes  anc 
partly  on  the  line  of  caulking.  At  one  place  on  the  underside  on  th^ 
line  of  caulking,  there  was  an  old  crack,  with  well  coated  surface,  17^ 
to  19''  long — a  fracture  evidently  of  long  existence.  The  iron  of  th< 
shell  at  the  place  of  rupture  had  worn  a  little,  perhaps  a  number  o 
the  gauge  (that  is,  from  No.  4,  its  original  thickness,  to  No.  5.)  Th< 
inspection  had  located  the  defect  of  the  boiler  at  this  seam,  and  then 
was  a  new  patch  along  a  part  of  it ;  the  rent  happening  in  the  ol< 
sheet  along  the  rivet  holes,  which  joined  on  the  new  patch.  A 
stated,  17''  to  19"  of  old  crack  was  disclosed.  This  weakness,  tc 
gether  with  the  probable  injury  to  the  old  sheet,  from  drifting  ou 
rivets  and  stretching  the  holes  in  putting  in  new  ones,  was  sufficien 
to  attribute  want  of  strength,  as  the  cause  of  the  disaster.  The  re 
pairs  had  evidently  been  injudiciously  made,  and  the  boiler  impei 
fectly  examined  on  their  supposed  completion. 

The  experience  of  the  writer  has  lead  him  to  conclude  that  takia 
in  consideration  all  the  abuses  of  boilers  in  service,  the  average  dun 
tion  of  boilers  of  good  construction  is  about  ten  years.  This  boile 
had  been  over  twenty  years  in  use,  and  its  age  should  have  called  fo 
dose  scrutiny  when  repairs  were  made. 

Wm.  Barnet  LbVan, 

Engineci 


STAND-PIPE  FOR  BLOOMINGTON,  ILL 

By  H.  M.  P.  BiBKINBINB. 

In  constructing  water- works  for  western  cities,  it  is  frequently  in 
possible  to  have  a  reservoir,  for  want  of  the  necessary  elevate 
ground  to  place  it  upon.  Many  of  the  cities,  have,  therefore,  bee 
contented  to  adopt  the  direct  supply  plan ;  that  is,  pumping  direct] 
into  the  distributing  mains,  the  plan  adopted  by  Peter  Morice,  in  tb 
works  built  for  supplying  the  city  of  London,  at  London  Bridge,  : 
1582.     The  imperfections  of  such  a  system  are  apparent,  the  supp 

Digitized  by  VjOOQ  IC 


niglo4Jlk.bf  J.  CMBUn.  624  N.2«iSt.  PhlL 


Digitized  by  VjOOQ  IC 


Birkinhme — Stand-Pipe  far  Bhomington^  lU.  235 

depends  entirely  upon  the  integrity  of  the  machinery ;  not  a  drop 
more  can  be  procured  than  that  which  is  pumped,  and  as  it  is  pmnped. 
The  oscillations  of  demand  mast  be  answered  directly  by  the  opera- 
tion of  the  pumps.  The  capacity  of  the  pmnping  apparatus  must, 
therefore,  be  equal  to  the  maximum  demand  at  any  moment  of  the 
day  or  night.  Expensive  and  complicated  machinery  is  therefore 
necessary,  little  better  than  that  constructed  by  Peter  Morice,  so  long 
ago,  who  had  two  sets  of  gang  pumps,  four  in  each  gang  to  a  wheel. 
Very  ingenious,  but  complicated  arrangements  have  been  devised  for 
controlling  the  velocity  of  the  modern  direct  supply  pumps,  by  the 
pressure  in  the  mains.  The  objection  to  this  plan  does  not  lay  only 
in  the  complicated  and  unnecessarily  large,  expensive  machinery,  but 
also  in  the  rapid  wear  and  destruction  of  the  apparatus.  Another 
objection  is  the  constant  attention  and  watchfulness  necessary,  day 
and  night,  to  keep  up  the  supply  of  water,  and  the  machinery  in 
running  order. 

The  stand-pipe  is  now  becoming  better  understood  and  appreciated; 
it  can  scarcely  be  considered  as  a  reservoir;  still,'  it  may  contain  a 
sufficient  volume  of  water  to  allow  for  ordinary  repairs,  packing, 
stopping  the  pumps  at  night,  etc. 

The  stand-pipe  being  built  for  Bloomington  will  contain  75,000 
gallons.  This  would  furnish  a  supply  equal  to  a  second-class  steam 
fire  engine,  400  gallons  per  minute,  for  one  hour  and  a  half,  and  still 
leave  100  feet  of  water  in  the  tower,  thus  giving  valuable  protection 
against  fire,  should  the  pumping  apparatus,  for  any  cause,  not  bo  put 
into  operation  at  the  moment  the  fire  was  discovered.  In  the  direct 
supply  plan,  not  a  drop  of  water  could  be  procured  until  pumped,  and 
sufficient  pressure  produced  to  project  the  water  upon  the  fire.  The 
stand-pipe  has  also  a  value  in  furnishing  a  place  for  the  shocks  inci- 
dent to  the  working  of  pumps,  opening  and  shutting  of  stops,  and 
other  like  disturbing  forces,  to  expend  themselves. 

The  illustration  represents  an  elevation,  vertical  section,  and  several 
cross-sections  of  the  stand-pipe  now  being  constructed  for  the  city  of 
Bloomington,  111. 

The  pipe  proper,  or  iron  tube,  is  200  feet  high  and  8  feet  diameter, 
constructed  of  plate  iron,  secured  to  a  cast  iron  base-plate.  The 
plate  iron  varies  in  thickness  from  f  at  the  bottom  to  3-16  at  the  top. 
The  weight  of  the  iron  work  will  be  56  tons.  The  pipe  is  enclosed  in 
brick  masonry.     The  face  bricks  are  white,  with  red  brick  trimmings 
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laid  in  black  mortar.  Fifteen  hundred  and  thirty-nine  cubic  jards  of 
brick  and  stone  masonry  will  be  required  to  enclose  the  pipe.  An 
annular  space  of  27  inches  to  be  left  between  the  iron  tube  and  the 
masonry,  in  which  are  suitable  steps  and  platforms,  leading  to  the 
top  of  the  pipe.  The  tower  is  pierced  with  a  sufficient  number  of 
windows  to  light  the  stairs.     On  top  of  the  masonry  is  a  dome  20  feet 

Ihigh,  framed  with  wood,  and  covered  with  tin.  Outside  of  this  is  a 
gallery  supported  upon  brackets.     The  top  of  the  dome  has  a  lookout, 

\  protected  by  an  ornamental  railing,  with  guilded  points. 

j  This  tower  will  present  a  striking  appearance,  and  will  be  a  land- 

mark for  a  great  distance  around  the  city,  and  will  give  it  a  distinc- 
tive characteristic.  The  prospect  from  the  summit  will  be  grand  and 
extensive,  presenting  an  apportunity  rarely  had  in  that  section,  of 
looking  down  upon  so  wide  an  extent  of  country. 

i  The  contract  price  for  building  the  entire  structure,  as  represented 

j  in  the  illustration,  is  $26,700. 


HOW  THE  METROPOLITAN  RAILWAY  18  WORKED. 
I  Howard  Flbminq. 

The  following  description  of  the  Metropolitan  Railway  (London)  is 
extracted  from  the  New  York  Railroad  Oazette  of  August  28th. 
The  success  which  has  attended  this  means  of  communication  in  the 
large  passenger  traffic  of  a  city  is  worthy  of  consideration  in  our 
important  cities. 

The  Metropolitan  Railway  was  commenced  nearly  twenty  years  ago, 
to  give  the  Great  Western  Railway  (having  its  terminus  at  Padding- 
ton)  a  city  station  about  four  miles  to  the  east,  at  Farringdon  Street. 
It  has  since  been  extended  further  eastward  about  a  mile  and  a  quartei 
to  Bishopsgate,  where  it  connects  with  the  Great  Eastern  Railway^ 
and  from  Paddington  west  by  south  to  Kensington,  where  it  connects 
with  the  Metropolitan  District  Railway  (generally  called  the  "  Dis- 
trict Railway,")  also  an  underground  line,  which  extends  eastward 
and  of  which  more  hereafter.  These  two  railways  form  an  irregular 
almost  complete  ellipse,  sixteen  miles  in  length,  of  which  each  com 
pany  possesses  half. 
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The  dimensions  of  tunnel  are  eighteen  feet  in  height,  and  twenty- 
five  feet  in  bread th,  and  the  maximum  distance  of  track  from  surface  sixty 
feet.  Accurate  figures  as  to  proportion  of  tunnel  to  open  cut  were  not 
obtainable,  but  I  should  estimate  it  in  the  proportion  of  10  to  1. 
The  guage  is  4  ft.  8}  in.  The  sharpest  curve  on  main  line  has  a 
radius  of  627  feet  and  on  siding  896  feet.  The  maximum  gradient 
is  1  in  70.  The  rails  are  steel,  24  feet  long,  and  weigh  86  pounds  to 
the  yard.  Their  average  life  at  railway  stations,  where  the  friction  is 
very  great,  is  two  and  a  half  years,  and  at  other  places,  eight  years. 
They  are  laid  in  cast-iron  chairs  weighing  39  pounds  each,  which  are 
screwed  to  pine  cross-ties  6  ft.  by  12  in.  by  12  in.  placed  2  ft.  8  in. 
apart,  and  their  average  life  has  been  seven  years.  The  ballast  used 
is  gravel,  which  does  not  cover  the  cross-ties. 

The  weight  of  locomotives  is  42|  tons  (of  2240  lbs.)  The  engines 
have  eight  wheels,  a  rigid  wheel  base  of  9  feet,  and  a  total  wheel  base 
of  19  feet.  The  diameter  of  drivers  is  5  ft.  9  in.;  weight  on  driving 
wheels,  32  tons.  The  cylinders  are  17  in.  by  24  in.,  and  the  boiler 
pressure  is  kept  at  130  lbs.  The  fuel  used  is  a  medium  hard,  smoke- 
less coal  from  South  Wales,  called  Bwlffa  coal,  and  the  amount  con- 
sumed is  about  32  pounds  per  mile.  Coke  is  also  used.  The  speed 
maintained  is  12  miles  an  hour,  and  the  average  mileage  per  engine 
is  180  miles  per  day. 

The  first-class  cars  are  40  feet  long,  8  feet  broad  and  11  feet  high. 
They  are  divided  into  six  compartments,  upholstered  and  decorated, 
each  compartment  containing  seats  for  eight  persons.  They  are 
mounted  on  two  four-wheeled  trucks,  the  diameter  of  wheels  being  3 
ft.  9  in.     The  car  weighs,  empty,  15  tons. 

The  second  and  third-class  cars  have  the  same  dimensions  and  con- 
tain eight  compartments,  each  seating  ten  persons.  The  only  difier- 
ence  between  the  second  and  third  class  is  that  the  former  have  their 
seats  covered  with  leather,  while  the  latter  are  simply  painted  boards ; 
they  weigh,  empty,  14  tons. 

The  trains  are  generally  made  up  of  six  cars,  viz.:  One  first-class, 
two  second-class,  three  third  class.  Sometimes  there  is  an  extra 
composite  car  of  first  and  second-class  compartments.  Trains  with 
six  cars  have  a  seating  capacity  for  448  persons,  but  at  morning  and 
evening,  when  the  traffic  is  heavest,  it  is  no  unusual  sight  to  see  people 
standing  up  between  the  seats,  so  that  the  number  carried  generally 
reaches  500. 
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Some  smaller  four-wheel  cars  of  all  classes  have  lately  been  put  on 
the  line,  eight  of  which  make  a  train. 

Between  Moorgate  Street,  the  station  first  after  Bishopsgate,  and 
King's  Cross  Station,  a  distance  of  nearly  two  miles,  four  tracks  are 
laid,  so  that  the  cars  of  other  railway  companies  having  their  termini 
adjacent  to  the  Metropolitan  Railway  within  that  distance  (and  with 
which  they  connect  by  short  branch  lines)  may  find  a  central  city 
station  without  impeding  the  running  of  the  regular  Metropolitan 
trains.  The  railway  companies  that  have  made  use  of  this  great  de- 
sideratum are  the  Midland  and  Great  Northern  railways,  whose  trains 
enter  at  King's  Cross ;  the  London,  Chatham  &  Dover,  whose  trains 
enter  between  Farringdon  Street  and  Aldersgate  Street  Stations; 
the  Great  Western  Railway,  whose  trains  enter  at  Paddington,  and 
the  London  &  Northwestern,  whose  trains  enter  at  Uxbridge  road  (a 
station  on  the  District  Railway)  and  run  to  its  terminus  at  the  Man- 
sion House.  From  Moorgate  Street  or  Mansion  House  a  passenger 
can  take  tickets  to  any  stations  on  the  main  lines  of  the  railways 
whose  trains  start  from  those  two  stations. 

By  changing  cars  a  passenger  can  get  on  the  system  of  the  South- 
eastern and  Southwestern,  North  London  and  West  London  Railways, 
so  that  the  Metropolitan  railways  have  acted  the  part  of  a  mutual 
friend  in  bringing  all  the  large  railways  centering  in  the  city  together, 
and  have  been  a  great  boon  to  the  traveling  public. 

In  addition  to  these  lines,  which  throw  an  immense  amount  of  traflic 
over  the  Metropolitan,  it  has  extensions  or  feeders  of  its  own,  such 
as  the  St.  John's  Wood  Railway,  If  miles  in  length,  and  the  Ham- 
mersmith &  City  Line,  which  last  is  an  entirely  open  road  about  2\ 
miles  long. 

Summing  up,  we  have  the  Metropolitan  Railway,  8  miles  in  length  ; 
the  District  Railway  8  miles  ill  length,  and  the  St.  John's  Wood  Rail- 
way, If  miles  in  length,  a  total  of  17|  miles,  which  is  mainly  under- 
ground railway,  and  the  ventilation  of  which  has  always  been  an  up- 
permost consideration.  Air  shafts  had  been  sunk  where  most  practi- 
cable and  required,  and  the  stations  were  in  open  cuts,  so  that  the 
circulation  of  air  might  be  kept  up.  The  engineer  has  recently  placed 
deflectors  in  the  air  shafts,  so  that  the  passing  train  drawing  its  smoke 
after  it  would  cause  it  to  ascend  and  draw  down  after  it  the  needed 
oxygen,  but  notwithstanding  this,  there  is  a  sulphurous  taste  in  the 
mouth  for  a  short  time  after  traveling  on  it. 


Digitized  by  VjOOQ  IC 


Fleming — How  the  Metropolitan  Railway  is  Worked.         288 

Between  Bishopsgate  and  Mansion  House  there  are  22  stations. 
They  are  about  half  a  mile  apart  from  each  other,  and  rarely  exceed  a 
mile.  The  round  journey  is  accomplished  in  55  minutes.  The  line 
is  worked  on  the  absolute  block  system  of  signals,  so  that  no  train 
can  enter  upon  a  section  until  it  is  telegraphed  clear  from  the  other 
end.  Both  points  and  signals  are  so  connected  at  junctions  or  switches 
that  derailments  never  take  place,  and  accidents  very  seldom  occur, 
and  so  far  as  I  have  been  able  to  learo,  there  has  been  no  loss  of  life 
from  the  company's  negligence. 

The  first  train  arrives  at  Bishopsgate  at  5.47  A.  M.,  and  the  first 
train  leaves  at  5.50  A.  M.;  the  last  train  is  dispatched  at  11.47 
P.  M.,  and  the  last  train  arrives  at  12.35  A.  M.  Between  those  hours 
195  trains  are  dispatched,  and  196  trains  received.  The  greatest 
interval  between  two  trains  is  15  minutes,  and  the  least  2  minutes,  the 
average  interval  being  5^  minutes.  The  stops  at  stations  are  very 
brief — ^not  more  than  a  minute — ^yet  in  that  short  space  of  time  pas- 
sengers alight  and  get  in  and  the  train  proceeds.  There  are  signs 
hung  over  the  platform  telling  the  passengers  where  to  wait  for  the 
class  he  has  taken  ticket  for ;  all  is  so  systematically  arranged  that 
there  is  no  rush  to  find  your  class. 

The  following  figures  show  the  number  of  passengers  carried  during 
a  series  of  years  on  the  Metropolitan  Railway — the  north  half  of  the 
ellipse.  The  largest  number  carried  on  any  one  day  was  last  Whit- 
monday,  May  17,  1875,  when  260,000  passengers  were  transported. 


Ytmt. 

Number  of 
pABsengera. 

Tear. 

Number  of 
passengers. 

1863 

9,465,175 

1869 

36,893,791 

1864 

11,721,889 

1870 

39,160,849 

1865 

15,763,907 

1871 

42,765,427 

1866 

21,273,104 

1872 

44,392,440 

1867 

23,405,282 

1873 

43,533,973 

1868 

27,708,011 

1874 

44,118,225 

During  the  first  six  months  of  1875  the  Metropolitan  Railway  car- 
ried 23,543,567  passengers,  and  in  commenting  on  the  report  the 
Chairman,  Sir  Edward  W.  Watkin  (now  in  this  country  as  agent  of 
the  Erie  bondholders,)  stated*  that  in  the  last  year  they  carried,  on 
their  eight  miles  of  railway,  46  million  passengers,  whereas  on  the 
London  &  Northwestern,  with  1600  miles,  they  carried  only  44  mil- 
lions; the  Great  Western,  with  1532  miles,  carried  34  millions; 
the  Midland,  with  1114   miles,  26    millions;  the    Great    Eastern, 
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-with  862  miles,  carried  31  millions ;  the  London  &  Southwestern, 
with  685  miles,  20  millions ;  the  Great  Northern,  with  586  miles,  14 
millions ;  the  Brighton,  with  345  miles,  24|  millions ;  the  Southeast- 
ern, with  331  miles,  23  millions ;  the  London,  Chatham  &  Dover,  with 
157  miles,  20  millions ;  and  the  North  London,  with  12  miles,  19 
millions. 

In  regard  to  rates  of  passage  on  the  Metropolitan  Railway,  it 
would  be  incorrect  to  say  that  it  is  so  much  per  mile ;  for  instance, 
the  fare  from  Bishopsgate  to  Mansion  House,  first  class,  is  24  cents, 
gold ;  second  class,  18  cents,  gold ;  third  class,  12  cents,  gold ;  but 
the  rates  to  Victoria  Station,  between  the  two  points,  are  the  same. 
From  Moorgate  Street  to  Gower  Street,  the  fare,  third  class,  is  8 
cents  gold ;  distance,  a  little  over  two  miles ;  while  to  Sloane-square 
Station,  more  than  three  times  the  distance,  the  fare  is  the  same. 

For  annual  tickets  paid  for  at  the  time  the  rate  of  fare  is  about  50 
per  cent,  less,  and  the  holder  can  travel  with  one  as  many  times  a  day 
between  the  two  points  for  which  it  is  issued  as  desired.  Many  peo- 
ple therefore  avail  themselves  of  these  commutation  tickets. 

The  cost  of  the  Metropolitan  Railway  has  been  enormous,  owing  to 
its  traversing  valuable  city  property,  the  figure  running  up  to  over 
«£800,000  per  mile,  which  is  equal  to  to  $75,  gold,  per  inch.  The 
working  expenses  are  40  per  cent,  of  the  gross  earnings.  At  the  last 
semi-annual  meeting  a  dividend  at  the  rate  of  3|  per  cent,  on  the 
ordinary  stock  was  declared,  an  increase  of  |  per  cent,  over  the  divi- 
dend for  previous  half  year,  and  the  Chairman  stated  that  he  believed 
the  line  was  capable,  if  the  trains  were  longer  and  the  stations  were 
lengthened,  of  a  development  of  at  least  10  to  20  per  cent,  in  the 
next  two  or  three  years. 

As  stated  above,  between  King's  Cross  Station  and  Moorgate 
Street  there  are  four  pairs  of  rails,  and  at  the  latter  station  they  open 
out  into  six  pairs  to.  accommodate  the  trains  starting  from  and  running 
through  that  station,  viz  :  the  Metropolitan  use  two  pairs,  and  run  391 
trains  over  them  daily ;  the  London,  Chatham  &  Dover  use  one  pair, 
and  run  139  trains  daily  over  it ;  the  Midland  use  one  pair,  and  run 
113  trains  over  it  daily ;  the  Great  Northern  Railway  use  one  pair,  and 
run  85  trains  over  it  daily ;  the  Great  Western  use  those  belonging  to  the 
Metropolitan,  and  run  121  trains  over  them  daily,  and  there  is  one  spare 
line  for  use  in  case  of  emergency.  Here  is  a  total  of  849  trains  handled 
during  the  day,  and  on  holidays  and  special  occasions  the  number 
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generally  reaches  1000.  In  addition  to  these  there  are  the  trains 
dispatched  from  the  junctions,  and  the  freight  trains  that  are  passing 
from  one  railway  to  another,  making  use  of  the  Metropolitan  as  the 
connecting  line.  The  men  who  can  thus  manage  and  efficiently  operate 
a  short  line  with  such  an  immense  traffic  without  hitch  or  accident  are 
truly  wonderful,  and  Mr.  Schwabe,  who  investigated  the  working  of 
the  road  in  1870,  may  well  say :  "  This  running  is  unique  of  its  kind, 
and  it  is  necessary  to  have  seen  it  to  admit  its  possibility." 

The  District  Railway  with  their  double  track  work  466  trains  per 
day  between  5.30  A.  M.,  and  12.35  midnight,  at  an  average  interval 
of  2^  minutes  between  each  train.  It  is  in  many  respects  similar  to 
the  Metropolitan  Railway,  but  all  of  its  stations  being  in  open  cuts 
and  the  ventilation  being  superior,  it  is  called  the  "Daylight  Route." 

An  amalgamation  of  the  District  Railway  with  the  Metropolitan 
has  been  proposed,  but  the  shareholders  of  the  latter  at  the  present 
time  are  unwilling  to  carry  it  out. 


Heating  Feed-Water  for  Steam  Boilers.— The  editor  of  the 
Railroad  Gazette  has  (in  the  issue  of  that  paper  of  September  11th) 
an  article  on  "  Heaters  for  Locomotives,"  with  a  full  demonstration 
that,  supposing  the  temperature  of  feed-water  be  40°  Fah.,  the  per- 
centage of  economy  due  to  an  increase  of  temperature  of  each  10° 
(over  the  40°)  derived  from  the  heater  is  0*85  of  1  per  cent. 

If  the  heater  could  raise  the  temperature  of  feed-water  from  40° 
to  220°,  the  total  gain  would  be  only  15-25  per  cent, 

10  to  15  per  cent,  of  the  fuel,  and  work  in  handling  it,  and  es- 
pecially 10  to  15  per  cent,  increase  of  power  may  be  too  great  a  gain 
to  be  overlooked;  but  when  the  cost  and  maintenance  of  the  heaters, 
the  liability  to  get  out  of  order,  the  impairment  of  the  exhaust, 
etc.,  is  considered,  '^  it  is  evident  that  a  feed-water  heater,  instead 
of  being  economical,  may  be  the  reverse."  These  deductions  apply 
to  all  boilers  and  engines,  as  well  as  to  locomotives  although  some  of 
the  conditions  of  application  of  heaters  to  stationary  boilers  are 
much  more  favorable  for  the  use  of  heaters.  It  must  be  noticed, 
however,  that  under  no  circumstances  can  the  percentage  of  advan- 
tage be  greater  numerically  than  is  stated  above. 
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GAS  WORKS  ENGINEERING. 


By  Robert  Briggs,  Civil  Engineer. 

The  subjoined  plans  and  specifications  are  examples  of  the  mo 
recent  practice  for  telescopic  holders  and  tanks  constructed  in  t 
plainest  and  most  economical  manner  compatible  with  good  wor 
manship.  The  work  was  performed  under  contracts  between  t 
Citizen's  Gas  Light  Company,  of  Buffalo,  and  the  Southwark  Fov 
dry,  of  this  city,  for  the  holder,  and  between  the  same  Gas  Compai 
and  a  building  contractor  of  Buffalo  for  the  tank.  In  the  follow! 
number  of  the  Journal  will  appear  a  description  of  an  accidc 
which  ensued,  and  of  the  steps  taken  to  repair  the  injury,  with  a  d 
cussion  and  report  upon  the  subject. 


SPECIFICATION    FOR   A   TELESCOPIC   GAS    HOLDER. 
Citizens'  Gas  Light  Co.,  Buffalo,  N.  Y. 


Inner  Section,  .  < 

Outer  Section,        .        .   < 

p  f    Depth,         1  foot  3  inches. 


Diameter,  88  feet  6  inches. 
Height,     22    «    0      " 

Diameter,  90  feet  0  inches. 
Height,     22   "    0      " 


Working  contents  of  Holder,  265,722  cubic  feet. 

This  Holder  will  have  a  weight  of  3  -  inches  water  pressure,  wb 
the  Inner  Section  is  down,  which  will  be  constant  within  1  iw 
whilst  the  Inner  Section  lifts.  The  lifting  of  the  Cup  will  increj 
the  pressure  -  inch,  making  3^^-  inches,  and  the  Outer  Section  \ 
be  counter-balanced  to  —  inch  pressure,  making  the  maximum  pr 
sure  4  -  inches.  The  levity  of  the  gas  will  very  nearly  balance  i 
gain  of  weight  of  the  sides  as  they  lift  from  the  water. 
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Framing  of   Vrown  of   Qns  Holder. 

Digitized  by  VjOOQ  IC 


BriggB — 6?a«  Works  Engineering.  243 

Crown  to  have  the  curvature  of  a  portion  of  a  sphere  of  three 
hundred  and  fifty  feet  radius,  equal  to  2  feet  9f  inches  rise. 

Feaminq  of  Crown. 

I    Diameter,  1  foot  8  inches. 
One  Column  King  Post      \    Length,   14  feet  0      " 


I   Thick,  of  Sheets 

18 

16  Queen  Posts,  tee  iron,        .         8J  "  X  3J  " 

Xs-  " 

16  Main  Rafters,      "         .         .      4   '' X  4   '' 

xi" 

32  Secondary  Rafters,  angle  iron,    3   "  X  3    '' 

Xf  " 

16  Main  Tie  Rods,  round  iron,       .         1 J  '^  diameter. 

16  Secondary  «            «                .1    ff 

(C 

32  Struts  to  Independent   Trusses, 

round  iron,    ....           {  " 

<« 

32  Struts  to  Main  Rafters,  round  iron,     |  " 

u 

64  Tie  Rods,        "                        "          f 

n 

80  Purlins,  flat  iron,       .         .         .         .     2J '' 

Xf" 

Curb  of  Crown,  angle  iron,     .        4 ''  X  4 '' 

x-v" 

Crown. 


Diameter,      4  feet  0  inches. 
Centre  Sheets,         .  {  "  3    "    6     '' 

Thicknesses,  J''      S" 


{ 

^    ,    Q,     ^  f      Width,  3  feet  3  inches. 

CurbSheeta,        .  |     ThicW,*  No.  9. 


Inner  row  of  Sheets  next  to  Curb  Sheets — 
Length  of  Sheets,  4  feet  2  inches. 
Thickness       "      No.  9. 
Outer  row  of  Sheets  next  to  Centre — 

Length  of  Sheets,  4  feet  2  inches. 
Thickness      "      No.  9. 
Remaining  Sheets  of  Crown,  No.  12. 

16  Legs  of  Inner  Section,  Bulb  iron,  45  lbs.  per  yard, 
and  to  have  a  backing  plate  of  flat  iron,  5"  X  \"  on  outside  of  sec- 
tion, countersunk  riveted. 


*  Refers  to  Birmingbam  Wire  Gange. 
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Shell  op  Inner  Section. 

(Upper)  Curb  Sheets,      /     ^^^*'  ^  feet  0  inches. 
V upper;  v.uru  o  wuj,      ^     Thickness,  No.  9. 

fj  /^«^•.^  n«r.  Qi^^^+a        /     Width,  8  feet  0  inches. 
(Lower)  Cap  Sheets,       j     Thickness,  No.  9. 

Intermediate  Sheets,  "  No.  14. 

Cups,  (both  Inner  and  Outer  Sections.) 
Bottom,  flanged  channel  iron,  No.  58,  6  '^  X  21  '^  =  11  lbs.  per  fo 
Q. ,  f      Width,  1  feet  3  inches. 

^''*^''   •        •        •         t     Thickness,  No.  9. 

Edge,  bead  iron,  2  "  X  J  ". 

16  Legs  of  Outer  Section,  flat  iron,  2 ''  X  1 ", 
and  to  have  backing  plate  on  outside  of  section,   of  flat    ir 
6''XJ". 

Shell  of  Outer  Section. 

(Upper)  Cup  Sheets,       I     Width,  8  feet  0  inches. 

I      Thickness,  No.  9. 

(Lower)  Curb  Sheets,      /     Width,  3  feet  0  inches. 
^  ^  'I      Thickness,  No.  9. 

Intermediate  Sheets,  *'        No.  14. 

Curb  of  Lower  Section,  angle  iron,  4  "  X  4  "  X  ~  ". 

All  splices,  gussets,  thickening  plates,  where  brackets  are  attach 

&c.,  to  be  of  suitable  dimensions.    Hand  rail,  of  proper  height, 

top  of  Inner  Section,  and  manholes  on  crown  of  same. 

8  adjustable  Carriages,  base  plates  and  guide  wheels  on  top  of  Ini 

Section. 

8  adjustable  Carriages,  with  guide  wheels  and  rollers  for  cup  of  Ou 

Section. 

8  adjustable  Carriages,  with  rollers  for  cup  of  Outer  Section. 

16        "  "         with  rollers  on  curb  of      "        " 

16        "  "         with  rollers  on  cup  of  Inner       " 

Two  coats  of  metallic  paint  to  be  applied,  one  before  shipment  t 

one  after  erection ;  the  latter  coat  on  inside  and  outside  of  Holdei 
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HoLDEB  Fbame. 

8  Ikon  Columns,  placed  at  equal  distances  around  circle  formed 
by  the  Tank,  which  shall  be  91  feet  6  inches  diameter. 

Each  Column  to  be  constructed  as  follows : 

The  Base,  Capital,  and  Entablature,  to  be  of  cast  iron,  of  1  inch 
average  thickness. 

The  Base  to  be  2  feet  8}  inches  high,  and  4  feet  8  inches  X  4  feet 
8  inches  at  foot,  and  to  be  provided  with  4  holes,  through  which  the 
foundation  bolts  will  pass. 

The  Capital  to  be  2  feet  3  inches  deep,  and  4  feet  4  inches  X  4  feet 
4  inches  at  top. 

The  Entablature  to  be  8  feet  4  inches  high,  and  securely  bolted  to 
capitals. 

The  Shaft  at  base  to  be  8  feet  4  inches  diameter,  and  at  top  2  feet 
8  inches  diameter,  and  44  feet  0  inches  high,  and  to  consist  of  8  sec- 
tions of  wrought  iron.  General  thickness  of  iron  in  sections  to  be 
i.  inches. 

The  Joints  of  the  bases,  capitals,  and  of  each  section  of  shafts,  to 
planed,  or  turned  off  true  and  smooth,  and  the  several  parts  secured 
together  by  f  inch  bolts  not  less  than  4  inches  apart,  or  by  f  inch 
rivets,  countersunk  flush  on  outside,  8^  inches  apart.  [The  vertical 
and  horizontal  joints  in  wrought  iron  sections  to  be  made  by  plates 
6  "  X  ,^  ",  with  f  inch  rivets,  countersunk  on  outside,  not  less  than 
3^  inches  apart.] 

Upon  each  column  will  be  placed  7  Brackets  to  carry  the  guide 
rails,  5  feet  6  inches  apart,  bolted  to  the  shaft  of  the  column. 

The  Guide  Rails  of  Railroad  Iron,  20  pounds  per  foot,  to  be  placed 
on  each  column,  bolted  to  bases,  capitals,  and  brackets,  and  to  ex- 
tend the  entire  height  of  column. 

8  Wrought  Iron  Lattice  Girders,  8  feet  0  inches  high,  connect- 
ing columns  together  at  top,  composed  of  two  pieces  of  angle  iron,  3 
inches  X  8  inches  X  f  inch  at  top  and  bottom,  with  flat  iron,  3  inches 
X  i  inches,  crossed  and  riveted  to  angle  iron,  and  at  intersections. 

Girders  firmly  bolted  to  capitals,  and  connected  to  entablature. 

8  Chain  Wheels,  8  feet  0  inches  diameter,  attached  to  entablature 
in  such  manner  that  the  chain  will  pass  through  the  centre  of  col- 
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umn,  and  in  a  perpendicular  line  ^th  edge  of  cup  of  outer  sectioo 
holder. 

Counterbalance  Weight,  of  1200  pounds  in  each  column,  of  c( 
venient  shape  to  move  clear  in  the  column. 

8  Counterbalance  Chains,  |  inches  diameter,  connected  by  shack! 
to  rod  of  weights  and  to  crosshead. 

8  Grossheads,  with  two  rods,  connecting  chain  to  cup  of  outer  » 
tion  of  holder,  so  constructed  that  the  guide  wheel  of  inner  secti 
will  work  free  of  chain. 

A  Wrought  Iron  Ladder  on  one  of  the  columns,  extending  fn 
top  to  bottom,  of  proper  proportions. 

16  Guide  Plates,  cast  in  pieces  convenient  lengths,  and  extendi] 
from  top  to  bottom  of  Tank. 

32  Foundation  Bolts,  2  inches  diameter,  and  10  feet  0  incli 
long,  to  be  built  in  Tank  wall,  and  secured  by  cast  iron  washers, 
inches  X  12  inches  X  1^  inches  at  centre,  and  |  inches  at  edge. 

Cast  Iron  Pipe,  as  per  drawing,  for  12  inch  Inlet  and  16  Im 
Outlet  to  Tank  of  Holder,  with  two  drip  boxes,  16  and  24  inch 
diameter,  X  3  feet  0  inches,  and  X  3  feet  6  inches  deep,  with  hai 
pump  for  same. 

Two  coats  of  metallic  paint  to  be  applied  on  all  exposed  surfaces 
the  Holder  Frame,  one  before  shipment  and  the  other  after  erectioi 
the  inside  of  wrought  iron  columns  to  be  painted. 

The  whole  of  the  work  specified  to  be  delivered  at  Buffalo,  ai 
erected  on  the  grounds  of  the  Citizens'  Gas  Light  Co.,  on  the  lot 
the  junction  of  Court  and  Georgia  Streets,  on  or  before  the  first  di 
of  December,  1874. 

It  is  stipulated  that  the  Tank  shall  be  kept  dry  by  the  Gas  Goi 
pany,  and  that  lumber  for  scaffolding  shall  be  provided  by  them.  Tl 
erection  of  and  removal  of  which  will  be  done  by  the  builder,  ai 
the  material  shall  be  used  without  unnecessary  waste,  and,  on  coc 
pletion  of  the  Holder,  be  carefully  piled  upon  the  adjacent  ground. 

All  carpenter  work,  masonry,  excavation,  and  the  placing  of  inl 
and  outlet  pipes,  and  setting  of  foundation  bolts  and  washers,  an 
of  tank  guides  in  wall  of  tank,  shall  be  done  by  the  Gas  Company. 

All  liaterial  to  be  of  the  best  quality,  and  the  work  done  in  firs 
class  manner,  subject  to  the  inspection,  and  to  be  completed  to  tl 
satisfaction  of  the  Engineer  of  the  Gas  Company. 
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SPECIFICATION   OF  TANK   FOR   GAS   HOLDER. 


Citizens'  Gas  Light  Co.,  Bnffalo,  N.  Y. 


PLAN    OF  LOCATION  OF    HOLDER 


Inside  Dimensions, 


91  feet  6  inches  diameter. 
22    ''    8     *'      depth. 

The  level  of  top  surface  of  curb  will  be  0  feet  8  inches  above  the 
general  level  of  the  ground  around  the  tank,  or  5  feet  6  inches  above 
general  level  of  the  side-walks  on  Court  and  Georgia  Streets. 

The  side  walls  and  piers  for  the  columns  will  be  constructed  in 
brick;  the  bottom  and  wall  footings  in  brick  or  concrete  (or  brick 
with  concrete.)  There  will  be  stone  anchor  blocks,  stone  coping 
around  wall,  and  stone  cap  for  centre  pier,  in  manner  and  of  dimen- 
sions hereinafter  specified  : 

Excavations. 

The  Excavation  must  be  97  feet  6  inches  in  diameter,  with  8  re- 
cesses 5  feet  0  inches  in  length  by  1  foot  10  inches  in  width  (meas- 
ured outside  of  diameter  of  tank  excavation)  for  the  piers  of  column 
foundation. 

The  excavation  must  be  24  feet  4  inches  in  depth,  measured  from 
upper  surface  of  curb  coping,  or  as  much  deeper  as  necessary  to  ob- 
tain good  foundation,  and  be  brought  to  a  uniform  level.  Except 
that,  in  case  the  excavation  is  in  rock,  indurated  clay  or  earth,  or  in 
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compact  gravel,  the  recesses  for  column  piers  may  then  be  made  n< 
deeper  than  one  foot  below  column  foundation  bolts.  And  ezce] 
where  it  is  desirable  to  economize  in  removal  of  earth  or  stone  froi 
bottom  of  tank,  when  a  cone  with  an  inclined  surface  not  more  tha 
one  vertical  in  three  horizontal  may  be  left  The  base  of  this  coi 
must  be  at  least  6  feet  from  inside  face  of  the  wall. 

There  is  also  to  be  excavated  a  recess  and  trench  for  the  inlet  an 
outlet  pipes  and  drips,  which  are  to  be  placed  in  position,  as  show 
i  in  accompanying  plan,  which  excavation  shall  be  of  proper  dimei 

sions  and  depth,  to  allow  the  Gas  Company  to  make  joints.  AflU 
the  joints  are  made,  the  recess  and  trench  must  be  filled  and  ramme 
with  earth  (or  concrete,  if  necessary),  as  solid  as  the  original  grounc 
The  sides  of  the  excavation  must  be  carefully  shored  to  prevent  cai 
ing ;  and  in  case  of  a  slip,  the  entire  mass  of  broken  earth  must  b 
removed,  and  a  new  fill  puddled  and  rammed  in  the  back  of  wall. 

If  the  bottom  of  the  tank  proves  springy,  there  must  be  constructe 
a  system  of  blind  drains  leading  to  a  brick  well,  3  feet  0  inches  i 
diameter,  and  1  foot  0  inches  in  depth  below  bottom  of  drains,  whic! 
well  shall  be  placed  close  to  the  walls  of  tank  where  most  convcnien 
to  pump  from.  This  well  must  have  a  cast  iron  plate  (with  poppc 
valve  8  inches  in  diameter)  built  into  it  one  foot  from  top.  The  blin 
drains  must  be  laid  so  that  their  covering  bricks  or  stones  will  be  ui 
der  the  concrete  bed.  There  must  be  no  attempt  to  keep  the  wate 
out  of  the  tank  by  the  masonry  of  the  bottom,  but  the  springs  mus 
be  allowed  to  discharge  into  the  well,  and  through  the  vsJve  into  th 
tank ;  from  which  the  water  must  be  pumped  by  the  contractor  fo 
the  tank  until  the  completion  of  the  holder.  In  all  cases,  the  bol 
tom  of  the  tank  shall  be  made  of  a  layer  of  concrete  15  inches  i 
depth,  with  two  courses  of  brick  on  flat  on  top  of  same. 

The  inlet  and  outlet  pipes  and  drips  must  be  placed  by  the  con 
tractor  for  tank.  The  joints  will  be  made  by  the  Gas  Company  a 
the  proper  time. 

The  tank  guides  and  anchors  will  be  built  into  the  walls.  The  bes 
method  of  holding  the  tank  guides  in  position  is  to  nail  them  by  12 
nails  to  six  inch  square  wooden  posts,  placed  inside  the  circle  of  th( 
walls ;  which  posts  can  be  set  plumb  in  the  brickwork  of  wall  footini 
at  their  bottom  ends,  and  stayed  to  bank  at  their  top  ends.  Th( 
posts  can  be  removed  after  the  walls  are  up,  and  the  nails  broken  off 
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The  wall  of  Tank  will  be  4  bricks  in  thickness  at 
the  bottom  or  place  of  starting,  which  will  be  20 
inches  below  bottom  of  tank.  [The  footing  will  pro- 
ject J  brick  at  back  of  wall,  and  IJ  bricks  in  front 
of  wall.]  The. footing  must  be  started  at  the  level  of 
bottom  of  blind  drains,  or  of  concrete,  when  there 
are  no  drains.  The  wall  will  contain  4  bricks  for  2 
feet  1  inches  height.  Then  falling  off  to  3J  bricks 
in  thickness  for  7  feet  0  inches  of  height.  Then 
falling  off  to.. .bricks  in  thickness  for.. .feet.. .inches 
of  height.  Then  falling  off  to.. .bricks  in  thickness 
for.. .feet.. .inches  of  height.  Then  falling  off  to  "2\ 
bricks  in  thickness  to  curb. 

The  8  column  foundations  will  be  in  brick  work, 
starting  from  bottom  of  excavation,  as  before  described,  and  carried 
up  plumb  5  feet  0  inches  in  length  (along  wall  of  tank),  4  feet  10 
inches  in  width  (measured  from  inside  face  of  wall  of  tank),  built  up 
solid  with  and  bonded  into  wall  of  tank.  The  foundation  washers 
and  bolts  are  to  be  set  in  position  shown  on  drawing  for  these  column 
foundations,  as  the  work  progresses. 

Great  care  must  be  taken  in  setting  out  the  circle  of  the  tank,  in 
the  location  of  tank  guides,  and  of  the  column  foundations. 

If  the  level  of  the  ground  around  any  part  of  the  tank  is  such  as 
to  demand  a  bank  of  over  two  feet,  and  not  over  5  feet)  in  height, 
the  brick  work  must  (against  such  higher  bank)  be  increased  in  thick- 
ness a  half  brick  by  the  omission  of  the  uppermost  reducing  offset. 

There  will  be  laid  in  the  course  of  mortar  joint  on  the  flat  each  ten 
courses  of  bricks;  3  or  4  strips  of  hoop  iron  IJ  inches  No.  20,  8  to 
10  feet  length,  the  ends  overlapping  about  two  feet,  to  make  the  bond 
of  the  wall.  Every  offset  course  and  fifth  course  of  bricks  must 
be  a  heading  course,  and  the  heading  courses  must  bond  together 
across  the  wall. 

The  curb  and  column  stone  must  be  of  N.  R.  flagging  not  less  than 
5  inches  thick,  or  of  Medina  stone  8  inches  thick.  The  curb  must  be 
flush  with  the  inside  of  wall,  and  overhang  the  back  2  inches.  The 
joints  and  edges  of  the  curb  must  be  carefully  cut. 

There  are  to  be  16  anchor  blocks  of  stone  true  and  level  on  top,  24 
inches  long,  10  inches  wide,  10  inches   thick,   placed  at  the  foot  of 
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eacli  tank  guide,  12  inches  on   one  side  of  centre  of  same.     Thes( 
anchor  blocks  must  be  all  at  one  level. 

There  is  also  to  be  provided  a  cap  stone  3  feet  6  inches  X  3  feet  ( 
inches  on  top  by  10  inches  thick  for  the  centre  pier. 
j  The  centre  pier  is  to  be  built  up  to  13  feet  0  inches  below  top  o 

I  curb,  and  left  unfinished  and  uncapped  until  after  the  Holder  is  com 

pleted. 

The  mortar  to  be  used  for  bricklaying,  concrete,  or  cementing 
must  be  made  of  one  part  of  new  hydraulic  cement,  of  approve! 
quality,  and  two  parts  of  sharp  sand,  and  must  be  used  as  fast  ai 
made ;  any  set  mortar  must  be  rejected,  and  not  tempered  into  ne^ 
mortar. 

The  bricks  used  must  all  be  hard  burned  and  sound,  and  no  bafc 
must  be  received  at  the  Tank.  They  must  be  properly  wet  dowi 
previous  to  laying,  so  as  not  to  dry  the  water  out  of  the  mortar  be 
fore  it  sets.  Each  brick  must  be  laid  and  bedded  in  mortar,  sepai 
rately,  and  the  end  and  side  joint  struck  flush,  before  laying  the  nex 
brick.  (If  the  contractor  will  take  the  responsibility,  he  may  lay  thi 
brick  work  by  bedding  each  course  in  a  cement  mortar  bed,  and  grou 
the  side  and  end  joints.)  The  brick  work  to  be  such  as  is  usual  ii 
cistern  or  water  tank  work,  of  the  best  construction.  Any  bricl 
work  not  meeting  the  approval  of  the  engineer  (or  inspector  for  bricl 
work,  authorized  by  the  Gas  Company),  must  be  at  once  removed,  an( 
reconstructed  without  cost  to  the  Gas  Company. 

The  Gas  Company  will  hold  the  contractor  responsible  for  the  cos 
of  reconstruction,  and  for  damages  which  may  follow,  if  the  work 
manship  and  material  does  not  conform  to  this  specification,  whethe 
noticed  by  the  inspector  or  not ;  but  will  assume  full  responsibilit 
for  the  tightness  of  the  Tank,  if  the  work  is  as  specified. 

Any  surplus  material  from  excavation  must  be  deposited  and  le^ 
eled  to  the  satisfaction  of  the  engineer,  within  60  feet  of  the  Tanls 
and  what  is  not  thus  used  removed  by  the  contractor; 

Behind  the  walls  of  the  tank  there  shall  be  filled  in,  rammed  an 
puddled,  suitable  material  to  form  a  water-tight  solid  bank,  and  wher 
the  walls  rise  above  the  original  surface,  all  loam  or  soil  earth  shal 
be  removed  for  a  space  of  8  feet  in  width,  and  suitable  puddle  ban 
material  substituted. 

The  bank  shall  be  graded  up  to  level  of  top  of  curb-stones,  6  fe< 
in  width,  with  a  slope  of  two  horizontal  to  one  vertical  to  surface  ( 
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ground  around.  If  the  core  of  this  bank  be  formed  of  clay,  or  ma- 
terial liable  to  be  disturbed  by  frost,  then  there  shall  be  eighteen 
inches  of  clean  gravel  spread  on  outside. 

There  shall  be  a  cement  plaster  coat  struck  on  inside  of  walls,  be- 
fore construction  of  Holder,  and  upon  the  surface  of  bottom,  after 
construction  of  Holder. 

If  the  Tank  or  excavation  can  be  kept  free  from  water,  by  the  use 
of  a  hand  pump,  with  two  workmen  employed  in  pumping,  such  pump 
and  workmen  shall  be  provided  by  and  at  the  cost  of  the  contractor. 
But  should  the  quantity  of  water  prove  beyond  the  control  of  two 
men  and  a  band  pump,  the  Gas  Company  shall  provide  and  operate  a 
steam  pump  of  adequate  size,  with  its  boiler,  and  suction  and  dis- 
charge piping,  without  cost  to  the  contractor. 

It  is  stipulated,  if  the  nature  of  the  ground  shall  make  it  necessary 
to  modify  or  change  any  of  the  requirements  of  this  specification, 
such  as  sheet  piling  or  coffer  dam  work  in  the  excavation,  building  in 
trench  to  retain  the  banks,  flooring  under  walls  or  bottom  for  sandy 
foundation,  or  piling  for  foundation,  then  such  modification  as  may  be 
authorized  by  the  Company's  engineer  shall  be  made  to  meet  the  con- 
tingencies, and  the  extra  cost  of  such  changes  shall  be  equitably  paid 
by  the  Company. 

It  is  presumed  that  the  excavation  will  be  in  earth  of  some  kind 
solely ;  but  if  rock  is  encountered,  the  quantity  of  rock  to  be  removed 
from  the  inside  of  the  tank  shall  be  determined  by  the  engineer  of 
the  Gas  Company,  and  an  extra  price  of... per  cubic  yard  will  be  al- 
lowed the  contractor  for  all  rock  removed.  The  stone  after  removal 
to  belong  to  the  Gas  Company,  if  they  desire  to  have  it,  but  other- 
wise to  be  taken  away  by  the  contractor. 

Additional  Specifications  of  Gas  Holder  Tank. 

There  are  to  be  built  on  the  line  of  the  lot  on  Court  Street  and  on 
Georgia  Street,  two  retaining  walls  in  stone  masonry,  each  about  32 
feet  in  length  (exclusive  of  wings  at  either  end,  which  may  be  needed 
to  hold  the  bank.) 

These  retaining  walls,  above  level  of  sidewalk,  are  to  be  on  the  line 
of  the  lot  and  are  to  be  carried  up  to  the  level  of  top  of  curb,  (allow- 
ing a  proper  wash.) 

Below  level  of  sidewalk,  these  retaining  walls  are  to  have  a  footing 
upon  the  natural  ground  (under  soil)  and  at  least  3  feet  under  side- 
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walk  level,  which  footing  shall  spread  two  inches  in  every  foot  of 
depth. 

These  retaining  walls  shall  be  built  up  solid  against  the  brick  walls 
of  the  tank,  and  the  coping  must  be  extended  to  cover  both  the  tank 
wall  and  the  retaining  wall. 

At  the  ends  of  the  retaining  walls  there  will  be  required  wing  walls 
from  18  inches  to  2  feet  in  thickness  with  foundations  at  least  3  feet 
below  sidewalk  level,  suitably  coped. 

All  this  stone  masonry  is  to  be  rubble,  mostly  in  two  or  three  men 
stone  and  laid  in  gravel  mortar.  The  retaining  walls  grouted  in  each 
foot  of  bedding.     The  coping  to  be  s^me  as  specified  for  tank  walls. 

If  any  stone  is  taken  from  the  tank,  the  contractor  may  use  the 
same  as  far  as  it  goes  if  it  conforms  to  this  specification. 

The  excavation  for  these  walls  will  be  made  to  such  depth  as  may 
be  directed  by  Engineer  of  Gas  Company,  and  the  materials  removed 
or  disposed  of  as  provided  herein  for  material  taken  from  tank  pit. 

The  retaining  wall  and  wall  of  shed  on  east  side  of  lot  must  be 
shored  with  spur  shores  or  needles^  and  protected  during  the  excava- 
tion and  construction  of  the  tank. 

The  water  will  be  drawn  from  tank  of  Holder  nearest  the  excava- 
tion as  a  safe -guard. 

The  contracts  were  as  usual  in  such  cases,  and  stipulated  the 
terms  of  payment  (that  for  the  tank  included  the  time  of  completion). 
As  a  part  of  the  engineering  of  gas  works  it  is  not  necessary  to  re- 
produce the  forms  of  contract  here. 

(To  be  continued  .1 

Bail  way  Safety  and  Practice.— At  the  recent  meeting  of  the 
British  Association,  at  Bristol,  Mr.  F.  J.  Bramwell  delivered  a  well 
considered  address  on  safety  appliances  to  railways.  Probably 
no  person  in  England  was  better  prepared  to  discuss  the  subject. 
But  those  observations  which  refer  to  tires  are  not  at  all  applicable 
to  American  car  wheels  ;  Bessemer  boiler  plates  may  be  interesting, 
but  at  this  time  are  not  to  be  considered  in  our  practice  ;  the  block 
system  appertains  so  little  to  our  long  line  time  running,  as  not  to  be 
a  subject  for  our  consideration.  The  locking  of  points  has  little 
practical  value  to  us,  and  our  heavy  weight  trains,  with  liability  to 
line  obstructions,  lead  to  conclusions  as  to  the  value  of  brakes  en- 
tirely at  variance  with  the  English  estimation.  With  an  evident 
completeness,  from  the  English  point  of  view,  it  is  a  curious  comment 
that  Mr.  Bramwell' b  remarks  have  but  little  relevance  to  American 
railroads. 
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EXPERIMENTS  MADE  AT  THE  MARE  ISLAND  NAVY-YARD,  CALIFORNIA,  WITH 

DIFFERENT  SCREWS  APPLIED  TO  THE  UNITED  STATES  STEAM 

LAUNCH  NO.  4,  TO  ASCERTAIN  THEIR  RELATIVE 

PROPELLING  EFFICIENCY. 


By  Chief  Engineer  B.  F.  Isherwood,  U.  S.  N. 


[Continued  from  Vol.  Ixx,  page  177.] 

Results  with  screw  B. — This  screw  was  two-bladed,  and  had  the 
next  greatest  surface  to  screw  C.  Their  surfaces  compared  as  5 J  to 
8f ,  and  were  of  exactly  the  same  kind. 

With  the  blades  of  screw  B  held  stationary  in  the  vertical  position, 
immediately  behind  the  stern-post  of  the  vessel,  the  aggregate  resis- 
tance of  the  vessel  and  screw  at  the  speed  of  7  geographical  miles  per 
hour  was  828  pounds;  deducting  from  which  the  631  pounds  due  to 
the  resistance  of  the  vessel,  there  remain  for  the  resistance  of  the 
screw,  per  se,  197  pounds.     Consequently,  the  screw,  with  its  blades 

in  the  vertical  position,  increased  the  vessel's  resistance  ( =  j 

31-22    per  centum ;  and  decreased   its.  speed  (v/631 :  |/828 ::   7  : 
8-0186  ;  and  8-0186  —  7'=)  1-0186  geographical  miles  per  hour,   or 

/1-0186  X  100 


8-0186 


.  =  ]  12-73  per  centum. 


With  the  blades  of  screw  B  held  stationary  in  the  horizontal  posi- 
tion, square  across  the  vessel,  the  aggregate  resistance  of  the  vessel  and 
screw  at  the  speed  of  7  geographical  miles  per  hour,  was  976  pounds ; 
deducting  from  which  the  631  pounds  due  to  the  resistance  of  the 
vessel,  there  remain  for  the  resistance  of  the  screw,  per  se,  345 
pounds.     Consequently,  the  screw,  with  its  blades  in  the  horizontal 

position,  increased  the  vessel's  resistance  (——- ;^=:)  64-68  per 

\      bol        '     / 

centum ;  and  decreased  its  speed  (|/631  :  i/976  ::  7  :  8-7058  ;  and 
8-7058  —  7-=)     1-7058     geographical     miles      per      hour,      or 

Ct7i^>il^_U9-59  per  centum. 
\       8-7058       ~/  *^ 
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From  the  above  it  appears   that  screw  B,  when  its  blades  were 

held  in  the  horizontal  position,  square  across  the  vessel,  hadf  — 1 

1*751  times  the  resistance  it  had  when  its  blades  were  held  in  the 
vertical  position,  immediately  behind  the  vessel's  stern-post. 

When  screw  B  was  allowed  to  revolve  freely  by  the  pressure  of  the 
water  on  the  forward  face  of  its  blades,  it  made  921  revolations  per 
geographical  mile,  which  number  was  not  affected  by  the  speed  of 
the  vessel,  but  remained  constant  for  all  speeds  from  b\  to  7  geo- 
graphical miles  per  hour.     The  axial  speed  of  the  screw  was  conse- 

,     /6086—  5-136  X  921 X 100      \  oo  og  .         i 

quently  ( ^ ^)  22-28    per    centum    less 

\  6086  / 

than  the  speed  of  the  vessel,  and  when  the  latter  was  7  geographical 
miles  per  hour  the  screw  was  dragged  bodily  through  the  water  at 
the  speed  of  1*559  geographical  miles  per  hour.  The  revolutions  of 
this  screw  were  uniform,  and  there  was  no  appearance  of  hesitation 
when  the  blades  came  into  the  vertical  position  behind  the  stern-post 
of  the  vessel. 

With  the  vessel  at  the  speed  of  7  geographical  miles  per  hour,  and 
screw  B  revolving  freely,  the  aggregate  resistance  of  vessel  and  screw 
was  736  pounds ;  deducting  from  which  the  631  pounds  due  to  the 
resistance  of  the  vessel,  there  remain  for  the  resistance  of  the  screw, 
per  sej  105  pounds.     Consequently,  the  screw,  when  revolving  freely, 

increased  the  vessel's  resistance  f — — - — =j  16*64  per  centum; 
and  decreased  its  speed  (i/631 :  i/736 ::  7  :  7*5600 ;  and  7*5600  —  7- 
=)  0-5600  geographical   mile  per  hour,  or  f n~Ta(\(\ '"^J   '^'^^ 

per  centum. 

From  the  foregoing  it  appears  that  the  resistance  due  to  screw  B, 
when  revolving  freely,  is  14*58  per  centum  of  the  resistance  of  the 
vessel,  per  se^  less  than  when  it  is  held  stationary  with  its  blades 
behind  the  stern-post  in  the  vertical  position ;  and  38*04  per  centum 
less  than  when  it  is  held  stationary  with  its  blades  in  the  horizontal 
position,  square  across  the  vessel. 

Results  with  screw  A. — This  screw  was  two-bladed,  and  had  exactly 
double  the  surface  of  screw  C,  the  surfaces  of  both  being  of  exactly 
the  same  kind. 
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With  the  blades  of  screw  A,  held  stationary  in  the  vertical  position 
immediately  behind  the  stern-post  of  the  vessel,  the  aggregate  resis- 
tance of  the  vessel  and  screw  at  the  speed  of  7  geographical  miles 
per  hour,  was  981  pounds ;  deducting  from  which  the  631  pounds  due 
to  the  resistance  of  the  vessel,  there  remain  for  the  resistance  of  the 
screw,  per  se,  350  pounds.     Consequently,  the  screw,  with  its  blades 

in  the  vertical  position,  increased  the  vessel's  resistance  [ =— ^ 

55"47  per  centum;  and  decreased  its   speed  (v/631  :    ]/981  ::  7* 
8-7281 ;  and  8-7281  —  7'=)  1-7281  geographical  miles  per  hour,   or 

/1-7281X100      \  .QQ^ 

( J  19-80  per  centum. 

V       8-7681      —J  ^ 

With  the  blades  of  screw  A  held  stationary  in  the  horizontal  posi- 
tion, square  across  the  vessel,  the  aggregate  resistance  of  the  vessel 
and  screw  at  the  speed  of  7  geographical  miles  per  hour  was  1071  pounds; 
deducting  from  which  the  631  pounds  due  to  the  resistance  of  the  vessel 
there  remain  for  the  resistance  of  the  screw,  per  «e,  440  pounds. 
Consequently,  the  screw,  with  its  blades  in  the  horizontal  position, 

(440  X  100     \ 
— —^ =  1  69*73  per  centum ; 
631  / 

and  decreased  its  speed  (v/631 :  i/1071 ::  7  :  9-1196 ;  and  91190  —  7 
=)  2-1196  geographical  miles  per  hour,  or  r—}^^^^^\  2324 

per  centum. 

From  the  above  it  appears  that  screw  A,  when  its  blades  were  held 

in  the  horizontal  position,   squjire  across    the   vessel,  had(— .-=:\ 

\350     / 

1-257  times  the  resistance  it  had  when  its  blades  were  held  in  the 
vertical  position,  immediately  behind  the  vessel's  stern  post. 

When  screw  A  was  allowed  to  revolve  freely  by  the  pressure  of  the 
water  on  the  forward  face  of  its  blades,  it  made  921  revolutions  per 
geographical  mile,  which  number  was  not  affected  by  the  speed  of  the 
vessel,  but  remained  constant  for  all  speeds  from  5J  to  7  geographi- 
cal miles  per  hour.     The  axial  speed  of  the  screw  was  consequently 

,6086  —  5-136  X  921 X 100     \  oo  oc  .        i        *i,       *u 

/_- =)  22-28    per    centum   less   than   the 

\  6086  ^ 

speed  of  the  vessel,  and  when  the  latter  was  7  geographical  miles  per 
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hour,  the  screw  was  dragged  bodily  through  the  water  at  the  speed 
of  1-559  geographical  miles  per  hour.  The  revolutions  of  this  screw 
were  uniform,  and  there  was  no  appearance  of  hesitation  when  the 
blades  came  into  the  vertical  position. 

With  the  vessel  at  the  speed  of  7  geographical  miles  per  hour,  and 
screw  A  revolving  freely,  the  aggregate  resistance  of  vessel  and  screw 
was  765  pounds ;  deducting  from  which  the  631  pounds  due  to  the 
resistance  of  the  vessel,  there  remain  for  the  resistance  of  the  screw 
fer  scy  134  pounds.     Consequently,  the  screw,  when  revolving  freely, 

increased  the  vesseFs  resistance  f — -— —  =  J  21*24  per  centum  ; 
and  decreased  its  speed  (i/631 ;  i/765::  7:  7-7075;  and  7-7075— 7-=) 
0-7075  geographical  mile  per  hour,  or  ( =)   9-18    per 

centum. 

From  the  foregoing  it  appears  that  the  resistance  due  to  screw  A, 
when  revolving  freely,  is  84-23  per  centum  of  the  resistance  of  the 
vessel,  per  se,  less  than  when  it  is  held  stationary  with  its  blades 
behind  the  stern-post  in  the  vertical  position  ;  and  48*49  per  centum 
less  than  when  it  is  held  stationary  with  its  blades  in  the  horizontal 
position,  square  across  the  vessel, 

Results  ttnth  screw  E, — This  screw  was  four-bladed,  v^ith  the  blades 
equispaced  around  the  axis.  Each  blade  was  exactly  the  same  as 
one  of  the  blades  of  screw  0,  so  that  screw  E  had  the  same  kind  of 
surface  as  screw  C,  and  just  double  the  quantity. 

With  screw  E  held  stationary  in  such  position  that  two  of  its 
blades  were  vertical  and  immediately  behind  the  stern-post  of  the 
vessel,  the  other  two  being  horizontal  and  square  across  the  vessel, 
the  aggregate  resistance  of  the  vessel  and  screw  at  the  speed  of  7 
geographical  miles  per  hour,  was  941  pounds ;  deducting  from  which 
the  631  pounds  due  to  the  resistance  of  the  vessel,  there  remain  for 
the  resistance  of  the  screw,  310  pounds.  Consequently,  the  screw, 
with  its  blades  in  the  above  position,  increased  the  vessers  resistance 

( — -  - —  == j  4913  per  centum ;  and  decreased  its  speed  (|/631  — 

/941::7:  8  5483;  and  8-5483  — 7=)  15483  geographical  miles 

,                  /1-5483X100     \ig.. 
per  hour,  or      ( — ^-^^ =)  loll  per  centum. 
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With  screw  E  held  stationary  in  such  position  that  all  its  blades 
stand  at  the  angle  of  45  degrees  with  the  horizon,  the  aggregate 
resistance  of  the  vessel  and  screw  at  the  speed  of  7  geographical  miles 
per  hour,  was  968  pounds ;  deducting  from  which  the  631  pounds  due 
to  the  resistance  of  the  vessel,  there  remain  for  the  resistance  of  the 
screw,  per  se,  337  pounds.     Consequentlj,  the  screw,  with  its  blades 

in  the  above  position,  increased  the  vessel's  resistance^ , =  j 

22-24  per  centum  ;  and  decreased  its  speed  (|/63l :  |/968  :  ::  7  : 
8-6696;  and  8-6696 —7  =)  1-6696  geographical  miles  per  hour,  or 

/1-6696X100     \  -,oo« 

( )  19'26  per  centum. 

V      86696      — /  ^ 

From  the  above  it  appears  that  screw  E.  when  its  blades  were  held 

(337      \ 
-—  -  =i' )  1  -087  times 

the  resistance  it  had  when  two  of  its  blades  were  held  in  the  vertical 
position  immediately  behind  the  vessel's  stern-post  and  the  remaining 
two  blades  in  the  horizontal  position  square  across  the  vessel. 

When  screw  E  was  allowed  to  revolve  freely  by  the  pressure  of  the 
water  on  the  forward  face  of  its  blades,  it  made  921  revolutions  per 
geographical  mile,  which  number  was  not  affected  by  the  speed  of  the 
vessel,  but  remained  constant  for  all  speeds  from  5^  to  7  geograph- 
ical miles  per  hour.     The  axial  speed  of  the  screw  was  consequently 


^6086  —  5-136  X  921  X  100_\ 

f QORQ /  "*^'"°  P®'  centum  less  than  the  speed 

of  the  vessel ;  and  when  the  latter  was  7  geographical  miles  per  hour, 
the  screw  was  dragged  bodily  through  the  water  at  the  speed  of  1-559 
geographical  miles  per  hour.  The  revolutions  of  this  screw  were  uni- 
form, and  there  was  no  appearance  of  hesitation  when  the  blades 
came  into  the  vertical  position  behind  the  stern-post  of  the  vessel. 

With  the  vessel  at  the  speed  of  7  geographical  miles  per  hour,  and 
screw  E  revolving  freely,  the  aggregate  resistance  of  vessel  and  screw 
^as  765  pounds ;  deducting  from  which  the  631  pounds  due  to  the 
resistance  of  the  vessel,  there  remain  for  the  resistance  of  the  screw? 
per  «g,  134  pounds.     Consequently,  the  screw,  when  revolving  freely 

increased  the  vessel's  resistance    ( ^ j  21-24  per  centum 
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and  decreased  its  speed  (|/631 :  |/765 ::  7  ;  7"7075  ;  and  7-7075  — 7 

=)  0  7075  geographical  mile    per  hour,   or   f — 7-7^7^ =)®"^^ 

per  centum. 

From  the  foregoing  it  appears  that  the  resistance  due  to  screw  £, 
when  revolving  freely,  is  27*89  per  centum  of  the  resistance  of  the 
vessel,  per  »e,  less  than  when  it  is  held  stationary  with  two  of  its 
blades  in  the  vertical  position  behind  the  vessel's  stern-post,  and  the 
remaining  two  in  the  horizontal  position,  square  across  the  vessel ; 
and  32*17  per  centum  less  than  when  it  is  held  stationary  with  its 
blades  at  the  angle  of  45  degrees  with  the  horizon. 

Meaults  with  screw  F. — This  screw  (sometimes  called  the  Mangin 
screw  and  sometimes  the  duplex  screw)  was  four-bladed,  and  consisted  of 
two  pairs  of  blades  placed  immediately  behind  the  other,  so  that  when 
viewed  in  projection  on  a  plane  at  right  angles  to  axis,  it  appeared 
as  a  two-bladed  screw  with  the  blades  directly  opposite  each  other. 
Each  blade  was  exactly  the  same  as  one  of  the  blades  of  screw  C,  so 
that  screw  F  had  the  same  kind  of  surface  as  screw  C,  and  just 
double  the  quantity. 

With  the  blades  of  screw  F  held  stationary  in  the  vertical  position, 
immediately  behind  the  stern-post  of  the  vessel,  the  aggregate  resist- 
ance of  the  vessel  and  screw  at  the  speed  of  7  geographical  miles  per 
hour  was  721  pounds;  deducting  from  which  the  631  pounds  due  to 
the  resistance  of  the  vessel  there  remain  for  the  resistance  of  the 
screw,  per  «e,  90  pounds.     Consequently,  the  screw,  with  its  blades 

in  the  vertical  position,  increased  the  vessel's  resistance  f — — j 

14-26  per  centum,  and  decreased  its  speed  (|/6 31 :  |/721  ::7  :  7-4826; 
and  7-4826  — 7  =)  04826  geographical  mile,  or    (^*-?.-A>ll^^^\ 

6-45  per  centum. 

With  the  blades  of  screw  F  held  stationary  in  the  horizontal  posi* 
tion,  square  across  the  vessel,  the  aggregate  resistance  of  the  vessel 
and  screw  at  the  speed  of  7  geographical  miles  per  hour  was  851 
pounds ;  deducting  from  which  the  631  pounds  due  to  the  resistance 
of  the  vessel,  there  remain  for  the  resistance  of  the  screw,  per  se^  220 
pounds.     Consequently,  the  screw,  with  its  blades  in  the  horizontal 
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(220  X  100     \ 
^ __  J    34*86   per 

centum,  and  decreased  its  speed  (]/63l:  i/851 ::  7:  8"1292 ;  and 
8-1292 — 7-=)      1-1292      geographical      miles      per      hour,      or 

/1-1292X100     \   .QQQ 

f =  )   13-89  per  centum. 

V      8-1292  /  ^ 

From  the  above  it  appears  that  screw  F,  when  its  blades  were 
held   in   the   horizontal    position,    square    across   the    vessel,    had 

(220     \ 
—  —  I  2-444  times  the  resistance  it  had  when  its  blades  were  held 
90  ~/ 

in  the  vertical  position,  immediately  behind  the  vessel's  stern-post. 

When  screw  F  was  allowed  to  revolve  freely  by  the  pressure  of  the 
water  on  the  forward  face  of  its  blades,  it  made  921  revolutions  per 
geographical  mile,  which  number  was  not  affected  by  the  speed  of  the 
vessel,  but  remained  constant  for  all  speeds  from  5}  to  7  geographical 
miles  per  hour.     The  axial  speed  of  the  screw  was  consequently 

608d  — 5-136x921x100     \   oo  oq  *        i        *i        *i. 
1^ )  22-28   per   centum   less   than   the 

6086  ""/  ^ 

speed  of  the  vessel,  and  when  the  latter  was  7  geographical  miles 
per  hour,  the  screw  was  dragged  bodily  through  the  water  at  the 
speed  of  1*559  geographical  miles  per  hour.  The  revolutions  of  this 
screw  were  uniform,  and  there  was  no  appearance  of  hesitation  when 
the  blades  came  into  the  vertical  position  behind  the  stern-post  of 
the  vessel. 

With  the  vessel  at  the  speed  of  7  geographical  miles  per  hour,  and 
screw  F  revolving  freely,  the  aggregate  resistance  of  vessel  and  screw 
was  698  pounds,  deducting  from  which  the  631  pounds  due  to  the 
resistance  of  the  vessel,  there  remain  for  the  resistance  of  the  screw, 
per  .«e,  67  pounds.     Consequently,  the  screw,  when  revolving  freely, 

increased  the  vessel's  resistance  ( — — - —  =  )  1062  per  centum,  and 

V     b-Jl  / 

decreased  its  speed  (v/631 :  i/698  ::  7  :  7-3623 ;  and  7-3623— 7- 
=)  0-3623  geographical  mile  per  hour,  or    ( 7"q2»oq =)    ^*^^ 

per  centum. 

From  the  foregoing  it  appears  that  the  resistance  due  to  screw  F 
when  revolving  freely  is  3-64  per  centum  of  the  resistance  of  the  ves- 
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sel,  per  se,  less  than  when  it  is  held  stationary  with  its  blades  behind 
the  stern-post  in  the  vertical  position ;  and  24*24  per  centum  less 
than  when  it  is  held  stationary  with  its  blades  in  the  horizontal  posi- 
tion square  across  the  vessel. 

Results  with  screw  H. — This  screw  has  a  large  globular  hub,  and 
three  blades  cut  to  the  pear-shape,  which  forms  the  Griffith  screw. 
It  has  the  same  diameter  as  the  previously-described  screws,  but  its 
pitch  is  greater  and  expands  gradually  from  the  forward  to  the  after 
edge  of  the  blades. 

With  the  blades  of  screw  H  held  stationary  in  such  position  that 
one  blade  was  vertical  below  the  shaft  and  immediately  behind  the 
stern-post  of  the  vessel,  the  remaining  two  blades  being  above  the  shaft 
and  at  angles  of  60  degrees  with  the  perpendicular,  the  aggregate 
resistance  of  the  vessel  and  screw  at  the  speed  of  7  geographical 
miles  per  hour,  was  914  pounds,  deducting  from  which  the  631  pounds 
due  to  the  resistance  of  the  vessel,  there  remain  for  the  resistance  of 
the  screw,  per  se,  283  pounds.  Consequently,  the  screw,  with  its 
blades    in    the   above    position,     increased    the   vessel's   resistance 

( — — - —  =:)  44-85  per  centum  ;  and  decreased  its  speed  (^/631 : 

l/914::  7:  8-4247;  and  8-4247— 7-=)  1-4247  geographical  miles, 

/1-4247X100     \  i«Q. 
^^      V     T-4247 ^J  ^^"*  centum. 

With  the  blades  of  screw  H  held  stationary  in  such  position  that 
one  blade  was  vertical  above  the  shaft  and  immediately  behind  the 
stern-post  of  the  vessel,  the  remaining  two  blades  being  below  the 
shaft  and  at  angles  of  60  degrees  with  the  perpendicular,  the  aggre- 
gate resistance  of  the  vessel  and  screw  at  the  speed  of  7  geograph- 
ical miles  per  hour  was  992  pounds,  deducting  from  which  the  631 
pounds  due  to  the  resistance  of  the  vessel,  there  remain  for  the  re- 
sistance of  the  screw,  per  se,  361  pounds.  Consequently,  the  screw  with 
its  blades  in  the  above  position,    increased   the  vessel's  resistance 


f^\2^^^\  57-21  per  centum  ;  and  decreased  its  speed  (|/631 : 

l/992  ::  7  :  8-7768;  and  8-7768— 7-= 
/1;7768^X  100_N  ^^,^^  ^^^^^^^ 
\      8-7768      -"/  ^ 


\      631 

l/992  ::  7  :  8-7768;  and  8-7768-7-=)  1-7768  geographical  miles,  or 
rl-7768  X  100 


Digitized  by  VjOOQ  IC 


Isherwood — Propelling  Efficiency  of  Screws.  261 

When  the  blades  of  screw  H  held  stationary  in  such  position  that 
one  blade  was  horizontal,  square  across  the  vessel  on  one  side  of 
the  stern-post,  the  remaining  two  blades  being  on  the  opposite  side  of 
the  stern-post  and  at  angles  of  30  degrees  with  the  perpendicular, 
the  aggregate  resistance  of  the  vessel  and  screw  at  the  speed  of  7 
geographical  miles  per  hour  was  962  pounds,  deducting  from  which 
the  631  pounds  due  to  the  resistance  of  the  vessel,  there  remain  for 
the  resistance  of  the  screw,  per  w,  331  pounds.  Consequently,  the 
screw  with  its  blades  in  the  above  position,  increased  the  vessers  re- 
sistance    ( —  = )  52*46  per  centum;  and  decreased  its  speed 

V  631  / 

(|/631 :  1/962 ::  7  :  8-6431 ;  and  8-6431—7.=)  1-6431  geographical 

miles,  or  (^—1.^1^-—)  19  09  per  centum. 

V  8-6431       —/  ^ 

From  the  above  it  appears  that  screw  11,  when  one  of  its  blades 
was  held  stationary  in  the  vertical  position  above  the  shaft  immediate- 

^777^=)  1*276  times  the 

resistance  it  had  when  its  blades  were  held  in  exactly  the  reverse 
position,  that  is  to  say,  when  one  of  its  blades  was  vertical  below  the  shaft 
immediately  behind  the  stern-post.  When  one  of  the  blades  was 
held  horizontly,  square  across  the  vessel  on  one  side  of  the  stern-post 
while  the  other  two  blades  were  on  the  opposite  side  at  angles  of  30 
degrees  from  the  perpendicular,  the   resistance   of  the  screw  (331 

—  =:  j    322  pounds 

of  its  resistances  with  one  blade  vertical  alternately  above  and  below 
the  shaft. 

When  screw  H  was  allowed  to  revolve  freely  by  tbe  pressure  of  the 
water  on  the  forward  face  of  its  blades,  it  made  665  revolutions  per 
geographical  mile,  which  number  was  not  affected  by  the  speed  of 
the  vessel,  but  remained  constant  for  all  speeds  from  5J  to  7  geo- 
graphical miles  per  hour.     The  axial  speed  (for  mean  pitch)  of  the 

/6086  _  7  X  665  X  100     \  ^o  ri 
screw  was  consequently  ( T^TToTi =  j  -'^'^1  P^r  cen- 

tem  less  than  the  speed  of  the  vessel,  and  when  the  latter  was  7 
geographical  miles  per  hour,  the  screw  was  dragged  bodily  through 
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the  water  at  the  speed  of  1*6459  geographical  miles  per  hour.  The 
revolutions  of  the  screw  were  uniform,  and  there  was  no  appearance 
of  hesitation  when  the  blades  came  into  the  vertical  position  behind 
the  stern-post  of  the  vessel. 

(To  be  oontinued.) 


ATMOSPHERIC  GAS  ENGINES. 

The  explosive  gas  engine  is  a  well-known  machine,  and  although  it 
met  with  little  success  in  this  country,  in  the  form  of  engine  con- 
structed after  M.  Lenoir,  it  has  maintained  its  place  in  Europe  as  a 
source  of  motive  power  since  1866.  Another  engine  of  a  similar  type  to 
that  of  M.  Lenoir  has  also  met  with  a  measure  of  favor  in  Europe, 
but  neither  of  these  two  engines  have  been  quite  satisfactory  in 
service. 

From  a  paper  prepared  by  Mr.  Francis  W.  Crossley,  and  read  before 
the  Institute  of  Mechanical  Engineers,  at  Manchester,  England,  it 
appears  that  some  considerable  improvement  has  been  affected  by 
Messrs.  Otto  &  Layer.  The  main  characteristic  of  the  new  engine  is  the 
free  piston.  The  engine  is  really  a  gun,  which  stands  vertically  with 
open  mouth,  pointing  upward  ;  the  explosive  compound  of  air  and  gas, 
is,  however,  not  suflScient  to  drive  the  piston  out  of  the  cylinder,  but 
only  to  within  one  or  two  inches  of  its  mouth. 

The  piston  rises  freely  and  the  motive  power  is  derived  from  its 
weight  (which  is  very  small,  however,  for  it  is  desired  that  the  gases 
should  expand  to  their  utmost)  and  from  the  atmospheric  pressure  act- 
ing upon  its  upper  surface,  with  the  partial  vacuum  which  follows  the  ex- 
plosion, below  it.  In  all  the  gas  engines  previously  constructed,  the  force 
of  the  explosion  has  been  the  motive  power.  The  effect  of  delivering  this 
sudden  blow  against  a  piston,  connected  rigidly  with  a  heavy  fly-wheel, 
has  been  simply  that  instead  of  the  heat,  which  is  set  at  liberty  by 
the  union  of  the  oxygen  and  hydrogen  in  the  explosion,  being  con- 
verted into  mechanical  motion,  it  remains  in  the  form  of  heat,  and 
has  to  be  got  rid  of  by  a  very  large  external  supply  of  cold  water, 
lest  it  should  destroy  the  surfaces  of  the  cylinder  and  piston,  and 
even  lead — as  it  has  often  done — to  the  buckling  of  the  piston-rod 
when  it  has  grown  red  hot. 

The  blow  given  to  the  piston  by  the  explosion  has  been  received  by  the 
heavy  mass  of  the  necessarily  heavy  fly-wheel,  which  cannot  rapidly 
yield  to  it :  and  just  as  when  a  cannon-ball  strikes  a  massive  target 
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which  it  cannot  carry  along  with  it,  a  flash  of  fire  is  the  result  in 
which  the  energy  of  the  shot  disappears,  so  in  these  engines  heat  in- 
stead of  motion  has  been  the  result  of  the  release  of  the  stored  en- 
ergies of  the  gases. 

The  flame  of  carburetted  hydrogen,  when  combustion  is  perfect, 
is  intensely  hot,  and  when  repeated  discharges  take  place — say  150  a 
minute — it  is  easy  to  see  how  much  cold  water  must  be  circulated 
through  the  jacket  of  the  cylinder  to  keep  the  temperature  down  to 
below  that  at  which  oil  oxidizes,  in  order  to  prevent  the  destruction 
of  the  piston.  It  has  been  found  possible,  however,  to  keep  the  tem- 
perature sufficiently  low  even  in  these  engines  by  supplying  enough 
water,  but  it  has  taken  a  great  deal,  and  where  constant  working  is  re- 
quired ;  much  has  been  added  to  the  cost  of  running,  and  all  the  heat 
taken  up  by  the  water  is  carried  off  without  doing  work. 

The  difierence  in  consumption  of  gas  for  the  same  power  is  found 
to  be  about  as  1  to  6  in  favor  of  the  new  engine,  and  as  the  cylinder 
in  which  this  is  burnt  is  also  about  4  to  1  in  volume,  there  is  24  times 
the  space  per  unit  of  gas  consumed  relatively  to  the  others.  This 
leads  to  a  less  liability  to  clog  from  deposit,  and  to  become  equally 
dirty  the  engine  would  require  24  times  as  many  hours'  work. 

The  following  abbreviated  description  will  serve  to  give  an  under- 
standing of  mechanical  contrivances  adopted : 

The  piston-rod  is  a  rack,  and  gears  into  a  toothed  wheel  on  the 
main  shaft  of  the  engine,  which  is  mounted  on  the  top  of  the  cylin- 
der. The  length  of  the  rack  is  about  equal  to  twice  the  circumfer- 
ence of  the  wheel,  so  that  the  single-acting  character  of  the  engine 
is  very  different  in  its  effect  from  what  it  would  be  in  a  steam-engine. 
The  toothed  wheel  referred  to  is,  however,  not  keyed  fast  upon  the 
shaft,  but  is  attached  to  it  by  a  roller-pawl  clutch,  which  permits  the 
piston  and  rack  to  rise  without  moving  the  shaft  at  all,  and  connects 
them  on  the  down  stroke  only.  Thus  the  shock  of  the  explosion  is 
not  sustained  by  the  shaft,  and  the  piston  is  able  freely  to  move  away 
from  it,  being  arrested  only  by  the  resistance  of  the  atmosphere  at  the 
upper  end  of  the  stroke. 

The  series  of  operations  in  each  stroke,  commencing  with  the  pis- 
ton at  the  bottom  is : — First,  the  piston  is  lifted  through  a  space  of 
about  1-llth  of  the  length  of  stroke,  in  order  to  draw  in  the 
charge  of  gas  and  air,  and  the  power  to  afiiect  this  movement,  is  ob- 
tained from  the  momentum  of  the  fly-wheel.  The  charge  is  then  fired 
by  contact  with  a  gaslight,  and  the  piston  flies  up  freely  to  the  top. 
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As  it  ascends,  the  plenum  caused  by  the  explosion  is  changed  to  a 
partial  vacuum,  which  reaches  to  about  22  inches  of  mercury  at  the 
top  of  the  stroke,  and  thus  the  motion  of  the  piston  is  quickly  re- 
versed, and  the  down-stroke  is  performed  under  a  pressure  of  about 
11  pounds  per  inch  derived  from  the  atmosphere,  and  this  driving 
power  is  communicated  through  the  rack  and  wheel  to  the  shaft. 
When  the  piston  has  reached  within  a  short  distance  of  the  bottom, 
the  vacuum,  which  has  been  gradually  decreasing,  is  again  exchanged 
for  a  plenum,  and  the  weight  and  momentum  of  the  piston  and  rack 
expel  the  burnt  gases  during  these  last  few  inches  of  the  stroke. 

The  valves  for  admission  of  gas  and  of  air  have  ports  adjusted  for 
proportioning  the  explosive  mixture,  and  are  worked  by  the  obvious 
means  of  tappets  or  eccentrics,  and  the  speed  of  the  engine  is  regulated 
by  a  governor  which  acts  upon  the  exhaust  valve  on  the  one  hand  and 
upon  the  supply  (or  explosion  mixture)  valve  on  the  other. 

But  the  most  interesting  question  is  the  consideration  of  the  engine 
from  a  purely  scientific  point  of  view.  How  many  foot  pounds  are 
obtained  on  the  brake  per  heat  unit  supplied  by  the  fuel  ?  Here  the 
best  steam-engines  are  surpassed  by  this  gas  engine.  Were  pure  hy- 
drogen the  fuel  instead  of  adulterated  coal  gas,  no  less  than  two-fifths 
of  the  theoretic  efficiency  of  the  fuel  might  be  realized  on  the  brake  ; 
coal  gas,  however,  is  less  productive.  Taking  the  proportion  of  gas 
to  air  for  complete  combustion  as  1  volume  of  gas  to  6J  volumes  of 
air,  and  the  theoretic  efficiency  of  the  gas  as  equal  to  24,113  heat 
units  per  pound  weight  consumed,  one  heat  unit  being  equal  to  772 
foot  pounds,  and  taking  the  density  of  the  gas  as  40  per  cent,  that  of 
air,  or  1  cubic  foot  of  gas  =  0*0305  pound  in  weight,  then  the  heat 
units  supplied  to  the  engine  per  minute  are  595,686,  and  the  return 
for  this  on  the  brake  is,  say,  70,000  foot  pounds,  or  12  percent.  To 
compare  this  with  the  best  steam  engine,  allowing  for  air-pumps  and 
feed-pumps  and  friction,  is  it  not  even  too  much  to  say  that  2  pounds 
of  coal  will  give,  under  the  most  favorable  conditions  of  a  trial  trip, 
1-horse  power  per  hour  on  the  brake  ?  Taking  it  at  that  figure,  and 
taking  the  1  pound  of  coal  to  supply  15,224  heat  units,  (an  assumption 
of  heat  from  coal  which  may  be  excessive,  but  which  is  coincident  to 
the  production  of  a  horse-power  from  2  lbs.  of  coal,)  or  11,752,928 

foot  pounds,  then   ^3,000  X  60^  990,000,  or  but  ^  per  cent,  of  the 

theoretic  efficiency  of  the  fuel,   while  the  gas  engine  realizes  12  per 
cent.,  or  nearly  one  and  one-half  times  the  amount. 
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QUADRUPLEX  TELEGRAPHY. 

By  S.  M.  Plush. 

There  exists  some  doubt  as  to  the  origin  of  duplex  telegraphy ;  some 
refer  it  to  Dr.  Gintl,  in  1853. 

It  is  certain,  however,  that  experiments  were  made  by  the 
Electric  Telegraph  Company  of  England,  in  1853 ;  by  Gintl, 
Siemens  and  Frischen,  of  Russia,  about  the  same  time  ;  by  De  Sauty, 
in  England,  in  1855 ;  and  by  the  Magnetic  Telegraph  Company,  be- 
tween London  and  Birmingham,  in  1856 ;  but  owing  to  various  diffi- 
culties, not  then  to  be  overcome,  the  system  was  for  the  time  aban- 
doned, no  advantageous  results  over  the  single  method  having  been 
obtained. 

It  remained  for  J.  B.  Stearns,  of  Boston,  in  1868,  to  make  the 
duplex  of  practical  importance,  and  he  undoubtedly  stands  in  the 
same  relation  to  the  duplex  as  Morse  does  to  the  single  system. 

While  neither  Morse  nor  Steams  perhaps  were  entitled  to  the 
credit  of  the  discovery  of  the  principles  upon  which  their  inventions 
were  based,  nor  the  fundamental  laws  by  which  they  were  controlled, 
still  by  a  knowledge  of  these,  and  a  proper  combination  and  ap- 
plication of  various  mechanical  appliances,  some  new,  some  old, 
instantaneous  communication  became  a  reality,  whereas  it  was  before 
a  dream;  and  things  that  were  seemingly  impossible,  were  no 
longer  so,  as  in  double  transmission  on  one  wire.  We  cannot  con- 
sistently withhold  the  credit  from  these  men  whose  efforts  have 
converted  our  scientific  toys  into  instruments  of  usefulness,  whereby 
our  commerce  and  finance  are  enriched,  and  social  pleasures  enhanced 
two^  je^,  fourfold. 

In  1872,  the  American  Institute  of  New  York,  after  a  most  careful ' 
and  exhaustive  examination,  awarded  the  Great  Medal  of  Honor  to 
Joseph  B.  Steams,  for  the  invention  of  the  Duplex  Telegraph* 
Being  the  second  of  this  class  of  medals  issued  since  its  foundation ; 
the  conditions  upon  which  they  were  awarded  being  such  as  to  exclude 
all  inventions  and  improvements  except  those  of  paramount  im- 
portance. 

The  Differential  Duplex,  as  perfected  by  Stearns  in  1868,  consists 
of  an  improved  transmitter  or  key,  with  double  contact  points,  and  more 
Yoi..  LXX.— Thibd  Sbribs.— No.  4.— Octobbb,  1876.  Ig 
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recently,  condensers,  whereby  the  difficulties  attending  long  circuits 
were  entirely  overcome,  and  the  working  capacity  doubled.  The 
helix  is  composed  of  two  wires  of  equal  lengths  and  resistances,  the 
outer  end  of  one  and  the  inner  end  of  the  other  being  brought  in 
direct  contact  with  the  key,  one  of  the  distant  ends  of  these  wires  is 
connected  to  the  earth  through  coils  of  the  same  resistance  as  the 
line.  The  transmitter  is  an  ordinary  Morse  key,  having  two  con- 
tacts, one  with  the  battery  when  the  lever  is  depressed,  and  the 
other  with  the  earth  when  elevated,  one  contact  invariably  being 
made  by  spring  connection  before  the  other  is  broken.  Thus  the  line 
is  always  to  earth,  either  through  the  battery  or  direct.  By  de- 
pressing the  key  at  one  station,  contact  is  made  with  the  battery ; 
the  current  dividing  equally,  passes  through  e&ch  coil  of  the 
relay  at  such  station,  in  opposite  directions.  The  magnetic  power  of 
each  being  equal,  and  of  opposite  polarity,  produces  no  effect  on  the 
armature,  while  a  current  sent  from  the  distant  station  passes  through 
one  coil  only,  and  affects  the  armature  corresponding  to  the  signals 
sent.  When  both  stations  are  sending,  double  the  quantity  of  elec- 
tricity which  passes  through  the  resistance  coils,  is  passing  through  the 
line  coil  at  either  end.  The  cores  of  both  relays  therefore  become 
magnetized  by  this  difference,  and  signals  are  recorded  simultaneously 
at  both  stations. 

When  this  system  of  duplex  was  first  tested  on  long  lines,  a  very  seri- 
ous difficulty  presented  itself,  caused  by  the  discharge  of  return  currents 
through  the  relay ;  being  proportionate  in  volume  to  the  static  capacity  of 
the  line.  Electricity  invariably  follows  the  channel  of  least  resistance  to 
earth  ;  while  in  a  long  and  well  insulated  conductor  of  large  metal  cross- 
section,  electricity  will  flow  through  to  the  distant  end,  and  to  ground, 
80  long  as  battery  power  is  maintained ;  if  ground  contact  be  sud- 
denly substituted  for  this,  part  of  the  charge  left  in  the  conductor  at 
that  instant,  will  return  to  the  ground  in  preference  to  overcoming 
the  resistance  intervening  between  it  and  the  distant  ground. 

The  use  of  the  condenser  is  to  obviate  this,  by  furnishing  an  additional 
static  capacity,  equal  to  that  of  the  line ;  and  by  this  means,  cirouits 
of  several  hundreds  of  miles  can  be  successfully  worked. 

A  condenser  is  an  apparatus  by  means  of  which,  a  large  quantity 
of  electricity  can  be  gathered  on  a  small  surface.  Its  form  may  be 
greatly  varied,  but  the  essential  points  consist  of  two  good  conducting 
surfaces,  separated  from  each  other  by  a  non-conducting  surfiace. 
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The  charge  depends  on  the  size  of  the  surfaces  of  the  non-conductor 
placed  between  the  condenser  plates ;  on  the  tension  of  the  electricity 
which  furnishes  the  charge ;  on  the  distance  between  the  metallic 
plates,  and  on  their  size.  They  are  usually  constructed  of  thin  sheets 
of  paper,  saturated  with  paraffine,  and  corered  on  both  sides  within  a 
short  distance  from  the  edge  with  tinfoil ;  they  are  then  laid  singly, 
one  upon  the  other,  like  the  pages  of  a  book ;  the  tinfoil  plates  being 
connected  together  in  two  series,  upper  and  under.  In  this  manner 
two  separate  rows  of  metallic  plates  are  formed,  separated  by  the 
paraffined  paper,  and  presenting  a  large  surface  in  a  small  space. 

A  rheostat  is  a  combination  of  measured  or  known  resistances,  so 
arranged,  that  any  desired  amount  can  be  put  in  circuit  or  removed 
at  pleasure ;  the  ends  of  the  several  resistances  are  connected  to  brass 
discs,  which  can  be  connected  or  disconnected  by  simply  removing  the 
metallic  pins  that  connect  these  discs  together.  When  the  pins  are 
in,  an  electric  connection  is  formed  from  one  disc  to  another ;  when 
they  are  out,  this  connection  is  broken,  and  the  current  obliged  to 
pass  through  that  portion  of  resistance  corresponding  to  the  discs. 
The  resistance  coils,  as  a  rule,  are  wound  with  German  silver  wire ; 
the  specific  resistance  of  which  metal  is  but  slightly  affected  by  tern* 
perature. 

Rheostats  being  composed  of  fine  wire  of  a  highly  resisting  ma- 
terial, have  not  the  static  or  charge  capacity  of  a  long  line;  the 
metal  of  the  one,  weighing  a  few  ounces  only,  that  of  the  other, 
many  tons  of  good  conducting  substance.  No  return  charge,  there- 
fore, is  felt  from  the  rheostat.  By  connecting  to  the  rheostat  a 
condenser  of  equal  static  capacity  to  that  of  the  line,  a  charge  will 
be  returned  from  it,  simultaneously  with  that  from  the  line,  one  bal- 
ancing the  other,  and  preventing  any  tendency  to  magnetize  the  cores 
of  the  relay.  This  system  of  duplex  can  be  worked  equally  well 
with  either  pole  of  the  battery  to  the  line.  When  both  stations  use 
currents  of  the  same  polarity,  they  oppose  each  other  midway,  allowing 
the  currents  in  the  rheostat  coils  of  the  relays  at  the  sending  stations 
to  influence  the  relays,  the  same  as  if  both  currents  combined  on  the 
line. 

The  Bridge  duplex  (Steams'  more  recent  invention,  on  which  the 
Quadruplex  is  based),  is  founded  on  the  Wheatstone  Bridge  or  balance 
principle.  This  method  consists  in  the  combination  of  the  receiving 
instrument  or  relay  with  resistance  coils,  so  that  when  a  current  is 
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transmitted  from  one  station,  it  does  not  pass  through  the  receiving 
instrument  at  that  station,  but  directly  to  the  line ;  the  instrument 
at  this  station  responding  only  to  the  currents  sent  from  the  distant 
station.  Any  kind  of  receiring  instruments  may  be  used  in  lieu  of 
the  relay. 

When  a  current  is  divided  between  two  circuits  which  are  connected 
by  a  crosS'Vnre  or  bridge^  no  current  will  pass  through  the  bridge^  pro- 
vided the  resistance  of  the  opposite  circuits  on  each  side  of  the  bridge 
are  equals  or  are  in  the  same  ratio  to  each  other. 

Fig.  1  will  materially  assist  in  comprehending  the  principle  upon 
which  this  method  is  based.  When  the  key  (K)  is  closed,  the  current 
thus  sent  to  the  line  will  divide  at  H,  one  part  flowing  through  the 
line,  via  A,  the  other  through  the  resistance  coils  (R)  to  earth  (g)  via 
B,  in  the  proportion  of  their  respective  conductivities.  (Conductivity 
being  the  reciprocal  of  resistance.)  Now,  if  the  combined  resistance 
of  A  and  L  be  equal  to  that  of  B  and  R,  no  current  will  pass  through 
the  bridge  wire,  or  if  the  resistance  of  the  branch  A,  bears  the  same 
proportion  to  that  of  L,  that  B  does  to  R,  then  no  current  will  pass 
through  the  bridge.  For  example,  suppose  the  resistance  of  A  to  be 
500  ohms,  L  2,000,  B  250,  and  R  1,000,  then  no  current  would  pass 
through  the  cross- wire,  because  the  two  circuits  A  and  B  are  in  the 
same  proportion  to  each  other,  as  L  is  to  R.  When  the  current 
reaches  the  distant  station,  it  divides  at  F;  one  portion  going  to 
earth,  via  A  and  K,  and  the  other  to  earth,  via  rheostat  R,  in  the 
inverse  ratio  of  their  respective  resistances.  The  instrument  being 
placed  between  the  points  F  G,  is  influenced  by  that  portion,  and 
thus  records  the  signals.  When,  however,  a  current  from  the  distant 
station  is  put  on  the  line,  the  quantity  of  electricity  on  the  line  is 
doubled ;  but  only  the  part  supplied  from  either  end,  finds  itis  dividing 
point  at  the  distant  point  F,  a  portion  passing  through  each  bridge, 
thus  effecting  the  relays,  and  recording  the  signals. 

Figures  2  and  3  represent  the  rheostat  and  transmitting  sounder  in 
use  in  the  bridge  duplex.  Fig.  2  contains  the  condenser  plate,  ad- 
justable resistances  and  binding  screws,  for  connecting  the  appara- 
tus. The  central  disc  is  connected  to  the  condenser,  by  binding 
screw  C ;  the  inner  circle  of  discs  is  <;onnected  to  earth,  by  binding 
screw  E,  and  is  attached  to  resistance  coils  of  1,000,  2,000,  and 
4,000  ohms  each,  corresponding  with  rheostat  R,  in  Fig.  1.  The 
outer  circle  of  discs,  corresponds  with  rheostats  A  and  B,  in  Fig,  1, 
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and  is  connected  with  resistance  coils  of  40  ohms  each,  terminating 
respectively  with  resistances  of  400  and  600  ohms.  The  outer  circu- 
lar ring  corresponds  to  the  point  H,  in  Fig.  1,  and  is  attached  to 
binding  screw  T,  which  is  connected  with  binding  screw  2,  in  Fig.  3, 
and  corresponds  with  1,  in  Fig.  1. 

The  line  wire,  and  one  side  of  the  relay,  is  connected  with  binding 
screw  L,  and  the  other  side  of  the  relay  with  binding  screw  R.  The 
two  sides  of  the  bridge  can  be  varied  at  pleasure,  by  the  insertion  of 
a  plug  at  diflFerent  points  in  the  series  of  holes,  between  the  circular 
ring,  and  outer  circle  of  discs ;  and  the  third  side  of  the  bridge  can 
be  lengthened  or  shortened  as  desired,  by  the  insertion  of  plugs  in 
the  holes  between  the  inner  circle  of  discs. 

In  Fig.  3,  L  and  L  are  binding  screws,  for  connection  with  a  lo- 
cal battery  and  key,  by  which  the  transmitter  is  manipulated.  Bind- 
ing screw  1  is  connected  to  the  earth,  and  binding  screw  3,  with  one 
pole  of  the  main  battery.  Between  1  and  the  earth,  and  between  3 
and  the  battery,  are  inserted  small  coils  of  resistance,  for  the  pur- 
pose of  maintaining  a  uniform  resistance  in  both  branches,  and  pre- 
yenting  the  battery  from  being  short  circuited  in  changing  from  the 
back  to  the  front  contact. 

Binding  screw  2,  is  connected  with  binding  screw  T,  of  Figure  2. 
L  M  are  the  local  magnet  coils ;  A,  a  set  screw  and  contact  point 
connected  with  one  pole  of  the  main  battery,  the  other  pole  of  the 
battery  being  connected  to  earth.  The  earth  is  connected  with  the 
lever  D ;  B  is  a  contact  spring,  insulated  at  G,  and  connected  as  be- 
fore described  with  the  bridge  ring  terminal,  by  binding  screw  T. 

When  the  key  of  the  local  circuit  is  depressed,  the  armature  is 
drawn  down  at  L  M,  which  makes  the  contact  between  the  spring  and 
contact  screw  A  complete,  and  breaks  it  with  lever  D.  The  oper- 
ation being  otherwise  substantially  the  same  as  before  described, 
need  not  be  further  explained. 

The  transmission  of  four  messages  over  one  wire  at  the  same  time  ; 
two  in  the  one  direction  and  two  in  the  opposite,  without  confusion, 
or  in  any  manner  interfering  one  with  the  other,  necessarily  re- 
quired for  its  development,  a  thorough  understanding  of  the  principles 
by  which  the  duplex  is  governed.  Electricians  were  then  ready  for 
the  next  great  achievement  in  paradoxical  inventions. 

The  Quadruplex,  which  as  before  stated,  is  founded  on  the  bridge 
duplex,  was  invented  by  Prescott  &  Edison,  in  1874. 
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[Other  methods  of  the  quadrnplex  have  been  brought  to  notice. 
Thai  of  M.  Meyer,  of  the  French  Telegraph  Administration,  trans- 
mitting  four  messages  over  one  wire  in  the  same  direction,  and  that  of 
Dr.  Nicholscm,  of  Ohio,  based  on  the  differential  principle.  But  as 
they  have  not  yet  proved  of  practical  value,  a  description  would  be  of 
slight  interest  here.] 

According  to  their  system,  it  is  necessary  at  each  station  to  have  two 
transmitters  and  two  receiving  instruments,  so  arranged,  that  when  one 
transmitter  is  closed,  the  corresponding  receiving  instrument  only,  at 
the  other  station,  will  respond.  When  the  other  transmitter  is  closed,  iU 
corresponding  receiving  instrument  responds ;  and  when  both  transmit- 
ters are  closed  at  the  same  time,  both  receiving  instruments  respond ;  the 
receiving  instruments  at  the  sending  station  remaining  unaffected  by 
these  operations,  and  ready  to  be  influenced  by  similar  manipulations 
at  the  other  end.  In  order  to  accomplish  this,  two  relays  are  placed  in 
the  bridge  wire  ;  one  a  common  relay  of  short  cores,  low  resistance  and 
counteracting  spring,  capable  of  being  affected  only  by  strong  cur- 
rents ;  the  other  a  Siemens'  polarized  relay  of  high  resistance,  and 
sensitive  to  feeble  currents.  The  polarized  relay  is  arranged  with  a 
closed  stop  in  front,  and  an  open  stop  back,  in  such  a  manner  as  to 
allow  the  tongue  of  the  armature  to  make  contact  with  one  or  the 
other,  as  the  armature  may  be  affected  by  the  polarity  of  the  cur- 
rent passing  through  the  coils. 

The  common  relay  is  provided  with  similar  stops,  having  its 
closed  stop  on  the  spring  side.  Each  relay  is  provided  with  two  local 
batteries,  one  of  which  is  connected  through  the  relay  points,  and  the 
coils  of  a  local  relay,  which  local  relay  is  provided  with  contact  points, 
so  arranged  as  to  close  with  the  open  circuit,  or  upward  movement 
of  the  armature ;  this  of  course  reverses  the  signals.  The  other  lo- 
cal battery  is  connected  through  these  points  and  the  coils  of  the 
local  sounder,  which  again  reverses  the  signals,  making  them  nor- 
mal.    (Pig.  4.) 

One  of  the  transmitters  is  a  pole  changer,  having  one  spring  con- 
nected to  the  line,  and  the  other  to  the  ground.  The  smaller  portion 
of  main  battery  is  connected  crosswise  with  the  contacts  of  each 
spring,  through  the  spring  and  lever  of  the  single  transmitter,  which 
has  an  additional  section  of  battery  inserted  between  the  lever  and 
and  its  closing  contact  points.  The  movements  of  the  double  trans- 
mitter entirely  determine  the  polarity  of  the  current  sent  to  line. 
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Tke  other  transmitter  merely  cuts  in  or  oat  of  cireait,  an  increased 
portion  of  battery — sufficient  to  close  the  common  relay  at  the  dis* 
tant  end. 

By  reference  to  Fig.  4,  (which  is  an*  exact  representation  of  the 
qoadrnplex,  as  in  nse  by  the  Western  Union  Telegraph  Company), 
it  will  be  seen  that  the  main  battery  is  divided  at  X,  (the  division 
.  usually  being  as  one  to  three) ;  the  smaller  portion,  Y,  being  con- 
nected to  the  doable  transmitter  or  pole  changer,  D ;  the  larger 
portion,  Z,  to  the  single  transmitter,  S.  Both  transmitters  are  placed 
in  a  local  circuit  (LB)  and  manipulated  by  an  ordinary  Morse  key  (K)« 
When  both  transmitters  are  open,  the  smaller  portion  of  the  battery 
will  be  presented  to  the  line,  through  the  double  transmitter,  (D),  its 
conrents  will  divide  between  the  sides  of  the  bridge  at  the  point  H, 
one  portion  passing  through  A,  over  the  line,  the  other  through  B, 
via  R,  (rheostat)  to  ground.  That  portion  passing  over  the  line  will 
divide  at  the  distant  point,  F,  one  portion  passing  through  A  to  key 
and  earth,  the  other  through  the  bridge  wire  and  relays  to  earth. 
This  current  will  influence  the  armature  of  the  polarized  relay  (P)  caus- 
ing it  to  rest  on  the  front  or  closed  stop ;  but  is  not  of  sufficient 
strength  to  affect  the  common  relay  (0). 

This  same  portion  of  battery  is  reversed  by  closing  the  double 
transmitter,  which  will  reverse  the  movements  of  the  polarized  relay, 
causing  its  armature  to  rest  on  the  back  or  open  stop,  and  the  local 
sounder,  L  S,  responds.  Still  the  common  relay,  0,  is  not  visibly  af- 
fected, though  both  currents  have  traversed  its  coils ;  but  when  the  single 
transmitter,  S,  is  closed,  the  full  force  of  all  the  batteries  is  brought 
into  action  ;  that  portion  passing  through  the  relays  is  now  sufficiently 
powerful  to  attract  the  armature  of  the  common  relay,  0,  and  the 
corresponding  sounder  speaks.  The  single  transmitter  cannot  record 
a  signal  on  the  polarized  relay  when  the  double  transmitter  is  open, 
because  the  current  is  of  the  wrong  polarity — as  before  stated,  the 
doable  transmitter  determines  the  polarity  of  the  current  sent  to  line 
— ^if  open,  one  pole  of  the  battery  is  presented — if  closed,  the  other, 
the  single  transmitter  merely  increases  or  diminishes  the  amount. 
The  same  results  are  obtained  at  the  home  end  by  similar  manipula- 
tions at  the  other. 

For  reasons  already  explained,  the  bridge  wire  is  provided  with  a 
condenser,  C,  charged  by  the  relay  currents.  When  the  current  is 
withdrawn  from  the  relays,  the  condenser   discharges  before  a  re- 
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versed  current  reaches  them,  thereby  prolonging  the  signals  and 
maintaining  a  magnetic  equilibrium  of  the  cores. 

The  strength  of  current  passing  through  the  bridge  relays,  can  be 
increased  or  lessened  at  pleasure.  It  not  being  necessary  that  both 
sides  of  the  bridge  shall  be  equal  to  each  other,  but  that  they  should 
be  in  the  same  ratio,  as  explained  when  treating  of  the  duplex. 

The  complexity  of  the  apparatus,  and  the  accurate  adjustments 
necessary  to  utilize  its  full  working  capacity,  require  great  skill  and 
careful  management.  The  officers  of  the  Western  Union  Tele- 
graph Company  have  proved  themselves  entirely  au  fait,  and  the 
quadruplex  is  now  in  daily  successful  use  between  the  more  impor- 
tant points  of  telegraphic  communication  in  the  United  States.  The 
distant  points  working  direct  with  each  other  through  intermediate 
repeaters. 

For  example,  the  circuit  from  New  York  to  Chicago  (nearly 
one  thousand  miles)  is  worked  with  repeaters  at  Buffalo.  When 
desired,  this  circuit  can  be  divided  at  Buffalo  (by  switches  with  which 
each  complete  set  of  instruments  is  provided)  in  such  a  manner  as  to 
allow  New  York  to  send  to,  and  receive  from  Chicago,  and  Buffalo  to 
send  to,  and  receive  from  both  Chicago  and  New  York.  Thus  giving 
the  capacity  of  one  wire  to,  and  from  each  of  the  points  named. 

When  it  is  considered  that  by  this  system  in  addition  to  quadrupling 
the  capacity  of  a  wire,  enabling  communication  direct  with  sta- 
tions far  distant — whose  amount  of  business  would  not  warrant  the 
maintenance  of  a  wire  for  that  purpose  alone,  and  allowing  half 
the  capacity  of  the  wire  to  be  used  in  sections  if  desired,  for  the  bene- 
fit of  intermediate  stations,  there  is  saved  the  investment  for  the 
cost  of  additional  wires,  and  the  liabilities  to  troubles,  where  many 
wires  are  crowded  upon  one  line  of  poles,  an  indefinite  idea  may  be 
formed  of  the  value  of  this  wonderful  invention. 

The  perfection  to  which  the  telegraph  has  so  rapidly  approached, 
has  virtually  annihilated  time  and  distance;  is  aiding  the  enforce- 
ment of  the  laws,  and  bringing  the  nations  of  the  earth  in  more  har- 
monious relationship — making  all  mankind  friends,  and  the  bond  of 
union  which  civilization  is  each  day  riveting,  a  safeguard  against 
future  discord. 

East,  West,  North  and  South — all  are  within  the  speedy  reach  of 
the  lightning  messenger,  through  whose  invisible  manoeuvres,  the 
untiring  signals  of  the  telegraph  breathe  the  wishes  of  the  world, 
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news  of  national  or  financial  import,  and  tidings  of  joy  or  grief  with 
unerring  promptness. 

The  news  of  yesterday  in  the  old  world,  becomes  the  theme  of  con- 
Yersation  to-day  in  the  new;  thus  completing  the  triumph  of  science, 
and  the  testimony  of  success  to  energy  and  perseverance. 

Photometry  by  Electricity. — Dr.  Werber  Siemens,  in  a  paper 
read  to  the  Verein  fur  Gewerberfleiss,  proposes  a  method  of  pho- 
tometry measured  by  electrical  currents. 

The  comparatively  scarce,  elementary  substance  selenium  is  quite 
nearly  allied  to  sulphur,  and,  like  sulphur,  has  amorphous  forms, 
crystallizing  on  difiTerent  systems  at  certain  temperatures. 

Amongst  the  properties  of  the  amorphous  crystals  was  one  discov- 
ered by  Lieut.  Sales,  that  these  crystals  would  conduct  electricity 
better  when  illuminated  than  when  in  darkness. 

This  property  was  found  to  be  permanent ;  that  is,  no  permanent 
alteration  of  conductive  power  ensued  from  exposure  to  light,  and 
the  selenium  returned  to  its  original  condition  of  conductivity  upon 
removal  of  the  ray.  Heat,  also,  was  effective  in  influencing  the  con- 
ducting power,  and  the  effect  of  the  heat  decreased  as  the  tempera- 
ture increased,  by  some  ratio,  not  stated. 

Dr.  Siemens  has  found  a  second  amorphous  condition  for  selenium 
crystals,  formed  at  a  somewhat  higher  temperature  (we  take  these 
crystals  to  be  opaque),  in  which  the  effect  of  heat  on  the  conductivity 
is  to  increase  the  conductive  power  in  place  of  decreasing  it. 

He  encloses  some  coarsely  crystallized  selenium,  of  this  second 
condition,  between  flat  spirals  of  wire  on  two  sides,  and  leaves  of 
mica  on  the  other  sides,  and  by  means  of  a  battery  or  other  source 
of  electricity,  has  succeeded  in  transmitting  sufficiently  strong  cur- 
rents in  the  wire  to  indicate  even  weak  intensities  of  light.  Assum- 
ing the  permanency  of  this  property  of  selenium  and  the  instantaneity 
of  the  recurrence  of  the  change  of  conductivity,  it  would  appear  that 
we  have  at  last  an  accurate  register  of  comparative  intensity,  measura- 
bly, if  not  entirely  devested  from  the  effect  of  color,  (which  has  im- 
paired the  visual  methods,)  and  if  the  effect  of  heat  can  be  diminished 
(or  reduced  to  estimable  comparative  value);  a  perfect  photometer. 

This  discovery  is  too  important  not  to  command  attention,  and  the 
farther  development  will  be  looked  for  with  the  greatest  interest. — 
Extracted  from  the  Ulectrical  News,  August  19th,  1875. 
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ON  THE  DEVELOPMENT  OF  THE  CHEMICAL  ARTS  DURING  THE  LAST 

TEN  YEARS.* 

By  Dr.  A.  W.  HoPMANN.f 

[Continued   from   Vol.   Ixx,   page   184.] 

This  report  resulted  from  the  minute  investigations  of  MM.  P^Iigot, 
Lamy,  Troost,  De  Mond^sir,  and  Le  Blanc,  who  had  been  appointed 
as  commissioners  by  the  Prefect  of  the  Seine  in  1869.  They  under- 
took an  examination  of  the  process  in  the  Place  de  TOpera  as  well  as 
in  the  laboratory.  They  burnt  ordinary  gas,  boghead  gas,  and  gas 
saturated  according  to  different  systems  with  liquid  hydro-carbons, 
along  with  about  half  its  volume  of  oxygen,  and  making  use  of  var- 
ious burners.  They  came  to  the  conclusion  that,  for  an  equal  in- 
tensity of  light,  the  process  of  Tessi^  du  Motay  is  almost  always 
dearer — generally  twice  as  dear — as  the  ordinary  mode  of  lighting. 
In  one  case  only,  where  the  liquid  hydrocarbons  of  the  Boghead  coal 
were  used  for  carburetting  by  absorption  in  wicks,  according  to  the 
plan  of  Lev^que,  over  which  the  gas  passed,  it  was  found  that  the  new 
process  was  twice  as  cheap  as  the  ordinary  method.  This,  moreover, 
applied  only  to  the  use  of  large  burners,  and  the  consequent  produc- 
tion of  great  quantities  of  light.  All  the  figures  given  by  Tessi^  du 
Motay's  Company,  as  to  the  cost  of  oxygen  and  the  expense  of  car- 
buretting, were  taken  for  granted.  In  fact,  however,  it  appeared 
that,  in  this  experiment,  1  cubic  meter  of  gas  took  up,  not  50  grms. 
of  liquid  hydrocarbons,  as  the  Company  stated,  but  266  grms.,  which 
rendered  the  economy  of  the  process  at  any  rate  doubtful.  As  re- 
gards the  strength  of  the  light,  the  commissioners  found  it  from  three 
to  seven  times  greater  than  that  of  common  coal-gas.  But  Boghead 
gas  in  suitable  burners  can  be  made  to  yield  a  light  three  times 

*  "  Berichte  uber  die  Entwickelung  der  Chemischen  Industrie  Wahrend  des  Lettten 
Jafarzehends." 


•(•  From  the  Chemical  News. 


Digitized  by  VjOOQ  IC 


Hofmann — Devthpmwt  of  ike  Okemieal  Arts.  21  & 

8tr<^Bger  than  that  of  coal-gas  without  the  aid  of  pure  oxygen.  For 
moftt  purposes,  moreover  a  yery  great  intensity  of  light  is  not  desired 
as  we  see  it  reduced  to  80  per  cent,  by  means  of  glass  shades  and 
screens. 

The  conclusion  of  the  commission,  therefore,  was  to  advise  the 
municipality  of  Paris  not  to  permit  the  laying  down  of  mains  for 
oxygen  gas^  but  to  leave  it  to  the  company  to  furnish  oxygen  and 
carburetted  gas  in  portable  gasometers  to  such  persons  as  required  an 
intense  light. 

The  results  obtained  in  Brussels  were  not  more  favorable.  Light- 
ing with  oxygen  was  tried  there  last  year  for  a  short  time  in  some  coffee- 
houses and  in  the  Passage  St.  Hubert,  and  given  up  on  account  of 
the  above-mentioned  disadvantages. "*"  In  Vienna,  in  April,  1874,  the 
Westbahnhof  was  still  lighted  up  with  oxygen ;  but  the  system  had 
made  no  further  progress  in  that  city,  and  the  bluish  moon-like  light, 
in  spite  of  its  intensity  and  beauty,  as  represented  above,  was  re- 
garded as  unsatisfactory. t  The  jury  of  the  Vienna  Exhibition  ex- 
amined the  oxygen  illumination  at  the  Westbahnhof  (Western  Railway 
Terminus.)  In  the  Exhibition  itself  the  manufacture  of  oxygen  was 
not  represented. 

Should  further  experience  confirm  these  decisions,  the  manufacture 
of  oxygen  would  be  deprived  of  its  present  foundations.  For  it  has 
been  undertaken  solely  in  the  hope  of  the  application  of  the  oxygen 
to  lighting  purposes. 

Many  of  the  above-mentioned  disadvantages,  and  especially  the 
cost  of  the  mains,  are  evaded  in  the  arrangement  which  PhillipsI  pro- 
poses for  oxygen  illumination.  This  depends  on  lamps  (manufactured 
by  Berghausen,  of  Cologne),  fed  from  an  oil-cistern  with  very  heavy 
tar-oil,  rich  in  naphthalin,  whilst  oxygen  is  introduced  into  the  centre 
of  the  wick.  Whether  great  cities  will  be  induced  to  give  up  the  ad- 
vantages of  gas-lighting  in  favor  of  this  arrangement,  and  whether  it 
is  practicable  on  the  large  scale,  must  be  considered  very  doubtful. 

The  more  we  must  hope  that  the  manufacture  of  oxygen  may  be 
saved  by  the   metallurgical  demand.     In  medicine  it  has  not  found 


*  Letters  fh>m  M.  Melsens,  Professor  of  Chemistry  in  Brussels,  to  Professor  A.  W. 
HoteMin,  April  14th,  1874. 

I        t  Verbal  communications  from  H.  Hlasiwetz,  Professor  of  Chemistry  at  the  Poly- 
teehnicum  in  Vienna. 

J  Phillips,  "  Der  SauerstoiT,"  Berlin,  1871,  p.  46. 
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any  general  application.  According  to  Pereira,*  in  spite  of  certain 
modern  eulogies  of  the  healing  power  of  oxygen,  there  is,  in  the 
opinion  of  competent  judge8,t  little  to  be  said  on  the  subject  We 
quote  the  passage  : — 

"  Soon  after  the  discovery  of  oxygen  gas,  a  strong  feeling  arose  in 
favor  of  its  medicinal  applications.  Various  diseases,  e.  ^.,  scurvy, 
were  ascribed  to  a  deficiency  of  it  in  the  system,  and  it  was  accord- 
ingly employed  in  many  cases,  and,  as  was  at  first  declared,  with 
brilliant  results.  In  England,  it  was  tried  by  Beddoes  and  HilLJ 
The  latter  declares  that  he  found  it  useful  in  asthma,  weakness,  ulcere, 
gangrene,  white  swellings,  and  scrofulous  affections  of  the  bones. 
These  views  have  been  again  abandoned,  both  on  chemical  and  phys- 
iological grounds.  In  asphyxia,  from  want  of  air,  or  from  the  in- 
spiration of  pernicious  gases,  oxygen  gas  may  be  inhaled  with 
advantage.  From  the  same  reason,  it  has  been  recommended  in  spas- 
modic asthma,  attended  with  danger  of  suffocation.  Still  it  is,  at  the 
best,  a  mere  palliative,  and  can  by  no  means  prevent  renewed  attacks. 
If  we  consider,  in  the  application  of  oxygen  gas,  its  physical  action, 
as  already  discussed,  we  shall  readily  conclude  that  the  inspiration  of 
oxygen  is  in  most  cases  useless,  and  that  but  little — and  only  in  few 
cases — can  be  expected  from  its  therapeutical  application. 

Nevertheless,  an  "  Inhalatorium,"  recently  opened  in  Berlin,  sells 
oxygen  at  6  silver  groschen  per  cubic  foot  (20  marks  per  cubic  meter) 
and  oxygenated  water  at  IJ  silver  groschen  per  bottle.§  As  water 
0^  does  not  absorb  4  per  cent,  of  its  volume,  a  half-liter  bottle  does 
not  contain  20  c.c,  or  O'OOIT  grm.,  of  the  gas.  To  expect  any  ef- 
fect from  such  a  dose  appears  irrational. 

Just  as  concentrated  food  is  recommended  for  travelers,  so  oxygen 
has  been  proposed  to  be  inhaled  by  those  who  climb  the  highest  sum- 
mits of  mountains  or  attain  altitudes  in  balloons  where  the  rarefaction 

*Pereirs,  ''Heil  Mittel  Lehre;*'  Buchheim's  German  edition,  vol.  i,  p.  217. 

f  Verbal  communication  from  Professor  Oscar  Liebreich. 

X  ^*  Considerations  on  the  Use  of  Factitious  Air  and  on  the  Manner  of  Obtainiag 
them  in  Large  Quantities,"  by  F.  Beddoes  and  J.  Watt;  Bristol,  1794-96.  It  is  well 
known  that,  in  1798,  a  Pneumatic  Institute  was  founded  at  Bristol,  in  wbieh  the  med- 
icinal properties  of  gases  were  examined,  and  where  Humphry  Davy  discovered  the 
effects  of  nitrous  oxide. 

2  Eight  silver  groschen  =  four-fifths  of  a  shilling  sterling. 


Digitized  by  VjOOQ  IC 


Hofmann — Development  of  the  Chemical  Arts.  277 

of  the  atmosphere  occasions  dangerous  affections.'''  P.  Bertf  has 
exposed  himself  and  others,  in  a  suitable  apparatus,  to  dilutions  of 
air  far  surpassing  that  encountered  at  the  greatest  altitudes  hitherto 
reached.  The  difficulty  of  breathing,  and  the  symptoms  of  suffoca- 
tion which  appeared  when  the  barometer  indicated  300  to  250  m.m. 
were  relieved,  according  to  his  account,  by  a  single  inspiration  of  pure 
oxygen.  Dilution  of  oxygen  with  atmospheric  air  was  found  more 
advantageous  than  the  pure  gas ;  and  on  a  balloon  voyage  which 
Croce-Spinelli  and  Sivel  undertook  from  Paris,  March  22d,  1874,  they 
took  with  them  mixtures  of  45  and  75  per  cent,  of  oxygen  (and 
therefore  55  and  25  of  nitrogen.)  With  the  aid  of  this  mixture  they 
were  abfe  to  conduct  valuable  physical  observations  at  leisure,  and 
without  bodily  inconvenience,  at  the  height  of  more  than  6000  meters ; 
and  although  Glaisher  succeeded,  without  this  auxiliary,  in  attaining 
still  greater  heights,  it  cannot  be  denied  that  oxygen  gas  affords  the 
means  of  exploring  atmospheric  regions  hitherto  unknown. 

The  physiological  applications  of  oxygen  lead  us  naturally  to  that 
modification  which  bears  the  name  of  ozone,  with  which,  in  the  out- 
set, high  therapeutical  hopes  were  connected. 

The  discovery  made  known  by  Schonbein,  according  to  which  the 
peculiar  phosphorous  odor  accompanying  the  electrolysis  of  water  was 
due  to  the  evolution  of  oxygen  in  a  state  possessing  heightened  oxi- 
dising properties,  was  received  with  great  expectations,  both  in  medi- 
cine and  arts.  Schonbein  named  this  oxidizing  principle  ozone  (from 
o(^etu  to  smell),  and  he  perceived  its  evolution,  as  Van  Marum  had 
already  done  in  1785,  at  least,  as  far  as  the  odor  is  concerned,  near 
the  conductor  of  an  electric  machine  when  in  action.  He  discovered 
subsequently  that  it  was  produced  also  during  the  slow  combustion  of 
phosphorus,  and  that  it  was  present  in  the  atmosphere  in  very  per- 
ceptible traces.  Observations  of  its  occurrence  increased  very  rap- 
idly. Schonbein  and  others  found  that  the  peroxides  of  silver, 
barium,  and  hydrogen,  in  contact  with  sulphuric  acid,  evolved  oxygen 
more  or  less  strongly  ozonized,  the  same  property  belonging  also  to  the 
manganate,  permanganate,  and  (according  to  Rammelsberg)  the  perio- 
date  of  potash.  The  agitation  of  air  with  mercury,  or  with  the  precious 
metals  in  a  state  of  fine  division,  or  with  powdered  glass,|  was  also 

»  FonvieUe,  '*  La  Science  en  Ballon ;"  Paris,  1869. 
f  Bert,  Comptu  Rendus,  1874,  p.  911. 
J  Andrews,  Nature ^  1875,  p.  365. 
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found  to  be  a  means  of  ozonization.  The  ethereal  oils,  especially  oil 
of  turpentine,  display  this  property  in  a  high  degree.  Osone  was 
detected  in  the  air  current  from  a  furnace-blast  and  in  the  oxygen 
expired  by  plants. 

The  means  for  its  detection,  in  addition  to  the  fact  that  1  part  of 
ozone  imparts  its  peculiar  odor  to  500,000  parts  of  air,  were  found  in 
the  following  reactions  : — 

Ozone  liberates  iodine  from  the  iodide  of  potassium,  iodic  acid  and 
potassic  peroxide  being  simultaneously  formed,  and  the  solution,  after 
the  removal  of  the  iodine,  has  an  alkaline  reaction.  The  presence  of 
the  free  iodine  is  easily  demonstrated  by  means  of  moist  starch-paper, 
and  the  potash,  or  potassium  peroxide,  by  litmus.  Ozone  bleaches 
indigo  and  colors  freshly-prepared  tincture  of  guaiacum  a  deep  blae, 
turns  paper  brown  which  is  saturated  with  salts  of  manganous  oxide 
or  thallous  salts  by  the  formation  of  higher  oxides,  oxidizes  mercury 
at  ordinary  temperatures,  and  converts  silver  into  black  silver  per- 
oxide. Paper  saturated  with  thallous  oxide  and  exposed  to  osone 
blues  tincture  of  guaiacum,  potassium- iodide,  and  starch  before  it 
turns  brown.  It  was  sometimes  forgotten  that  the  reactions  with  in- 
digo, guaiacum,  and  iodide  of  potassium  and  starch  are  produced  also 
by  chlorine,  nitrous  and  hyponitrous  acid,  and  hence  phenomena  have 
been  ascribed  to  ozone  which  were  really  due  to  one  or  other  of  these 
bodies. 

Concerning  the  nature  of  ozone,  opinion  fluctuated  for  a  long  time. 
More  than  one  eminent  chemist  held  that  it  contained  hydroigen. 
Marignac  and  De  la  Rive  maintained  the  opposite  view,  which  was 
finally  demonstrated  by  Soret  in  1863.  The  reason  of  the  differenoe 
between  ozone  and  ordinary  oxygen  became  gradually  intelligible. 
The  first  step  was  furnished  by  the  observation  of  Andrews  and  Tait 
that  ozonized  oxygen  if  heated  to  270^,  was  converted  into  common 
oxygen,  increasing  at  the  same  time  in  volume,  and  that  ordinary  oxy- 
gen, if  ozonized  by  silent  electric  discharge  decreased  in  volume. 
This  decrease  in  bulk  corresponds  to  the  quantity  of  the  active  oxy- 
gen absorbed  by  potassium  iodide,  so  that  if  the  volume,  on  osoniaa- 

tion,  is  decreased  by  -,  then  _  of  the  ozonized  oxygen  is  absorbed 
n  n 

by  solution  of  potassium  iodide.  Ozone,  therefore,  appears  indubita- 
bly as  condensed  oxygen.  Odling*s  hypothesis  that  this  condensation 
amounts  to  one-third,  and  that  the  molecule  of  ozone  is  larger  by  the 
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half   than   that   of  ordinary   oxygen,   its   molecular    weight  being 

03  =  48,  that  of  common  oxygen  being  03  =  32,  was  approximately 

proved  by  Soret  in  1865,  and  decidedly  demonstrated  by  Brodie  in 

1871.*     Soret  added  the  discovery  that  ethereal  oils,  especially  oils 

of  turpentine  and  of  cinnamon,  absorb  the  whole  amount  of  the  ozone 

1  3 

formed ;    consequently,  not  -,  but  -  . 

n  n 

Ozone  has  never  been  obtained  in  a  state  of  purity. 

All  chemical  methods,  as  well  as  the  electrolysis  of  water,  yield  it 
only  very  sparingly,  since  not  merely  reducing  agents,  but  even  ox- 
idizers— all  super-oxides  for  instances — re-convert  ozone  into  ordi- 
nary oxygen.  The  example  of  barium  8uper*oxide  shows  this  in  the 
following  equation  : — 08+Ba02  =  20j+BaO. 

Connections  of  cork  and  caoutchouc  cannot  be  used  in  an  ozone  ap- 
paratus, on  account  of  their  oxidisability.  The  electric  spark  has 
also  a  destructive  action  upon  ozone.  The  best  procedure  for  its 
preparation  is,  therefore,  silent  discharge  with  the  aid  of  a  Ruhm- 
korfiTs  apparatus  in  induction  tubes,  filled  with  oxygen.  The  greatest 
contraction  which  Andrews  and  Tait  observed  in  oxygen  thus  treated 
was  one-twelfth.  This,  as  has  been  shown  above,  amounts  to  the 
transformation  of  one-fourth  of  the  oxygen  present  into  ozone. 

An  instrument  of  this  kind,  of  a  simple  construction,  was  descri- 
bed by  Warner  Siemensf  in  1857.  Brodie|  has  recently  defended 
the  claims  of  this  eminent  physicist  in  opposition  to  supposed  recent 
inventors,  especially  Houzeau.  Wills||  gave  the  instrument  a  less 
fragile  form,  and  with  this  modification  it  has  been  recently  intro- 
duced into  trade  by  the  English  mechanicians,  Tisley  and  Spiller.§  It 
has  the  advantage  that  it  can  be  cooled  by  the  passage  of  a  current 
of  water.  As  Siemens  recommended  the  application  of  the  thinnest 
possible  glass  it  remains  to  be  decided  whether  the  more  solid  form 
may  not  involve  a  reduction  of  the  yield  of  ozone. 

(To  be  continued.) 

*Brodie,  Proetedmga  of  the  Royal  SoeUty,  vol.  xx,  p.  472,  1872 ;  Odling,  "  HUterj 
of  Oione,"  Proeeedingt  of  the  Royal  Inttittttion,  1872. 
f  SiemeuB,  Pogg.  Ann,f  cii,  120. 
JBrodie,  Haturet  Feb.  18,  1874. 
UWaifl,  Ber.  Ohm.  Gee,,  vi.  769. 
iNature,  riii   (1878,)  148. 
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PNEUMATIC  TELEGRAPHS  FOR  LONG  DISTANCES. 

Pa^^er  read  at  the  Meeting  of  the  Society  of  Ciyil  Engineers  of  Paris,  on  the  4th  of 

June,  1875. 

By  M.  A.  Crbspin. 

The  pneumatic  telegraph,  whose  origin  dates  from  an  already  re- 
mote period,  has  daring  the  last  twenty  years  been  in  numerous  cases 
brought  into  practical  use,  the  first  application  of  the  system  having 
been  made  in  London,  by  Latimer  Clark.  That  city  now  possesses 
the  most  complete  arrangement  of  the  kind.  The  very  important 
traffic  of  the  great  commercial  centre  requires  arrangements  of  a 
special  description,  which  have  been  carried  out  with  the  greatest  suc- 
cess by  the  engineer-in-chief  of  the  post  office,  Mr.  OuUey,  and  by 
Mr.  Sabine. 

After  London ;  Berlin,  Paris  and  Vienna  have  successively  adopted 
the  new  means  of  communication,  and  have  laid  down  similar  systems 
of  tubes  for  the  service  of  internal  messages. 

The  favor  which  this  new  system,  which  cannot  pretend  to  vie  with 
electricity  in  point  of  capacity,  has  found,  is  owing  solely  to  the  pe- 
culiar conditions  which  arise  in  the  majority  of  great  cities,  that  is 
to  say,  that  the  telegraph  service  is,  in  such  cases,  called  upon  to 
transmit  a  large  number  of  messages  over  distances  comparatively 
very  short.  Under  such  circumstances,  electricity  is  surpassed  in 
speed  by  modes  of  transit  whose  action  is  much  less  instantaneous, 
but  whose  capacity  for  transmission  is  very  much  greater. 

In  order  to  render  this  rather  abstract  explanation  more  complete, 
I  will  take  for  example  the  case  of  a  telegraphic  wire  having  to 
transmit  a  certain  number  of  messages  over  a  distance  of  no  more 
than  one  thousand  meters,  and  I  will  compare  with  it  a  pneumatic 
tube  performing  a  similar  service.  The  wire  will  transmit  the  mes- 
sages one  by  one,  and  it  will  not  be  able  to  send  more  than  forty  in 
an  hour ;  a  clerk  must  be  employed  at  each  end.  By  means  of  the 
'  tube  the  distance  will  be  traversed  in  one  minute,  and  a  hundred  mes- 
sages can  easily  be  carried ;  these  messages  can  besides,  be  the  ac- 
tual manuscripts,  can  be  secret,  and  the  apparatus  being  only  affected 
by  the  bulk  and  weight  of  the  messages,  no  matter  how  many  words 
may  be  contained  in  the  message,  the  transmission  is  equally  rapid, 
and  but  two  attendants  are  required.     The  case  cited  above  is  one  in 
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which  the  tube  has  a  most  incontestable  advantage  over  the  electric 
wire.  It  is  easy  to  perceive  that  this  advantage  diminishes  as  the 
number  of  messages  to  be  transmitted  decreases,  and  it  diminishes 
also  as  the  distance  which  separates  the  two  points  increases.  There 
arrives,  therefore,  a  time  when  the  wire  regains  the  advantage ;  that 
is,  when  it  is  able  to  transmit  all  the  messages  which  have  to  be  for- 
warded in  a  shorter  time  than  it  would  take  the  tube  to  convey  them 
over  the  same  distance. 

This  method  of  collecting  and  distributing  messages  in  great  cities 
gives  excellent  results  in  all  cases  where  the  tra£Sc  is  considerable. 
The  arrangements  established  in  the  different  cities  vary  according  to  the 
method  of  working,  but  the  principle  is  always  the  same,  and  may  be 
summed  up  as  follows  :  A  tube,  as  perfectly  round  as  possible,  con- 
nects the  two  points  which  are  to  be  placed  in  communication  ;  one  or 
more  boxes  (carriers)  containing  the  messages  are  introduced  into  the 
tube  by  an  apparatus  the  essential  features  of  which  are  always  the 
same ;  that  is  to  say,  the  tube  is  closed  behind,  and  a  branch  tube 
opening  into  the  main  tube  between  the  end  of  the  latter  and  the 
train  (boxes  or  carriers),  directs  a  current  of  compressed  air  into  the 
tube,  producing  a  pressure  H  greater  than  the  atmospheric  pressure 
7i,  which  acts  at  the  other  end.  It  is  under  the  influence  of  this  dif- 
ference of  pressure,  H  —  7i,  that  the  train  is  driven  forward  along  the 
line,  continually  receding  from  the  point  at  which  the  compressed  air 
is  introduced. 

When  a  message  has  to  be  brought  in  the  reverse  direction,  the 
same  point  is  placed  in  communication  with  a  reservoir,  in  which  the 
pressure  is  less  than  the  atmospheric  pressure  A,  which  acts  at  the 
other  end.  H  —  7^  is  now  negative,  and  the  train  placed  at  the  ex- 
tremity of  the  line  is  drawn  back  to  the  original  point  of  departure, 
where  it  arrives  at  the  end  of  a  certain  time.  The  suction  of  air  is  then 
stopped  by  the  simple  closing  of  a  stop-cock,  and  a  door  similar  to 
that  used  for  the  sending,  allows  the  train  to  be  taken  out  of  the 
tube.  An  electrical  communication  is  provided,  by  means  of  which  the 
attendants  placed  at  the  ends  of  the  table  are  able  to  control  and 
direct  all  their  operations. 

The  method  .employed  for  compressing  the  air  and  producing  the 
vacuum  may  be  any  one  of  the  methods  by  which  this  class  of  work 
can   be  performed.     It  appears,  however,  after  different  trials,  that 
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steam-engines,  with  direct-acting  air-pumps  hare  been  found  to  work 
with  the  greatest  regularity,  and  have  consequently  been  adopted  al- 
most universally  in  cities  possessing  pneumatic  telegraphs. 

As  regards  the  circulation,  this  is  effected  either  by  a  circular  net- 
work, worked  continuously  or  alternately,  according  to  the  importance 
of  the  traffic,  or  by  a  radiating  system  worked  in  the  same  manner. 
In  both  cases  pressure  is  used  for  impelling  the  trains  forward,  and 
vacuum  for  drawing  them  inwards.  The  radiating  system  seems  to 
have  been  established  at  the  commencement,  as  being  the  most  simple, 
and  it  has  been  maintained  where  the  traffic  is  very  important,  on  ac- 
count of  its  affording  a  service  of  the  most  direct  character.  The 
largest  system  of  this  kind  is  that  of  London,  where  special  arrange- 
ments  are  made  by  which  the  tubes  are  traversed  by  continuous  cur- 
rents of  air  into  which  the  boxes  or  carriers  to  be  forwarded  are 
introduced  by  means  of  a  species  of  sluice,  the  boxes  received  being 
taken  out  as  they  arrive,  by  the  same  means.  One  of  the  first  sys- 
tems proposed  for  Paris,  in  1860,  by  M.  Antoine  Kieffer,was  arranged 
in  the  same  way. 

Pamphlet  by  M.  AmSdee  Sebillot — In  1866,  when  the  first  pneu- 
matic lines  were  established  in  Paris,  this  system  was  not  adopted, 
and  the  first  works  of  the  kind,  executed  in  Paris  by  MM.  Mignon 
and  Rouart,  were  carried  out  upon  the  network  principle^  and  worked 
by  intermittent  currents  of  messages  at  regular  intervals,  a  mode  of 
working  which  is  more  economical  than  the  former,  although  rather 
less  rapid. 

After  this  short  descriptive  account,  I  come  to  the  object  of  my 
paper.     In  the  first  place,  I  propose  the  following  question  : 

What  are  the  laws  which  regulate  approximately  the  movement  of 
boxes  in  pneumatic  tubes  ? 

Experiment  shows  that  the  presence  or  absence  of  the  train  in  a  tube 
has  but  little  influence  upon  the  flow  of  the  air ;  that  the  flow  takes 
place  under  conditions  almost  identical  with  those  which  govern  the 
flow  of  other  fluids,  and  that  the  laws  which  are  observed  to  prevail 
in  the  case  of  these  other  fluids  can,  without  risk  of  too  much  error, 
be  applied  to  the  particular  case  now  under  consideration. 

Let  R  be  the  resistance  to  the  movement,  I  the  length,  X  the 
perimeter,  u  the  speed,  a  and  (  coefficients ;  the  approximate  formula 
for  the  flow  of  fluids  is — 

'R  =  lX{au  +  bu^) 
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Disregarding  the   term  where  the  speed  is  in  the  first  degree,  the 
formala  becomes — 


R  =  6ZX 


w 


The  force  which  causes  the  boxes  to  move,  being  equal  to  the  differ- 
ence of  pressure  (H  —  A)  multiplied  by  the  section  S  upon  which  it  is 
applied,  the  formula  of  the  movement  will  be  approximately — 

(H  — A)S  =  6?Xm2 
which  in  the  case  where  the  section  is  a  circle,  becomes — 


D  \         I 

A  formula  which  numerous  experiments  have  shown  to  be  sensibly 
correct  for  the  conditions  under  which  pneumatic  tubes  are  usually 
established  and  worked,  and  which  shows  that  the  speed  varies  as  the 
roots  of  all  the  conditions  of  the  case,  directly  for  pressure  and  di- 
ameter, universally  for  length. 

As  we  are  considering  the  means  to  be  employed  in  order  to  construct 
a  line  of  a  length  /,  as  great  as  possible,  let  us  examine  successively 
the  influence  of  each  of  the  forces  or  dimensions  which  affect  the 
speed  under  these  conditions. 

The  first  thing  to  examine  is  certainly  the  pressure,  or  rather  the 
difference  of  the  moving  pressure  (H — A).  The  general  formula 
shows  that  if  we  were  to  increase  (H  —  A)  and  I  in  the  same  propor- 
tion, a  constant  speed  would  be  obtained. 

Unfortunately,  this  simple  solution  is  an  impossible  one,  for  the 
practical  means  at  our  disposal  do  not  allow  of  air  being  compressed 
at  a  sufiiciently  low  cost ;  beyond  a  certain  limit,  which  is  1  effective 
atmosphere)  or  2  atmospheres  at  most,  the  cost  of  compressing  (owing 
to  the  great  outlay  necessary),  is  so  considerable  that  if  such  a  method 
of  working  were  adopted,  even  supposing  no  obstacles  were  encoun- 
tered from  the  elevation  of  the  temperature  and  the  moisture  of  the 
air,  it  would  be  impossible  to  organize  a  remunerative  service.  A 
limit  would  besides  be  quickly  reached,  for  even  by  very  costly  pro- 
cesses, it  is  with  the  greatest  difficulty  that  a  pressure  of  from  5  to  6 
atmospheres  can  be  exceeded. 

In  the  same  way  with  vacuum.  In  continuous  working,  a  vacuum 
of  much  more  than  0*50  meters  of  mercury  cannot  be  depended  upon. 
In  conclusion,  a  pneumatic  line  arranged   for   economical  working 
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must  not  require  a  pressure  of  more  than  2  atmospheres  at  most,  nor 
a  vacuum  of  more  than  0*55  meters  of  mercury. 

The  second  point  to  be  examined  is  the  diameter  of  the  tube. 
Here  it  seems  evident  that  no  mechanical  difficulty  prevents  a  con- 
siderable increase  ;  the  formula  shows  that  by  increasing  in  the  same 
proportion  as  the  length,  a  constant  speed  will  be  obtained ;  experi- 
ment confirms  this  conclusion  satisfactorily  as  regards  the  speed,  and, 
in  fact,  the  speed  is  generally  found  to  exceed  that  shown  by  the 
formula.  Unfortunately  this  plan  would  be  too  costly ;  it  would  re- 
sult in  the  laying  of  very  large  tubes  between  points  very  far  apart, 
even  when  the  traffic  between  these  points  might  be  very  smalL  Now, 
the  cost  of  laying  a  pneumatic  line  increases  very  quickly  with  the 
diameter ;  much  faster  than  the  diameter,  and  the  cost  of  working 
increases  more  quickly  than  the  square  of  the  diameter.  It  follows, 
from  what  has  been  previously  stated,  that,  in  laying  a  pneumatic 
line,  the  only  point  to  be  taken  into  consideration  in  fixing  the  diam- 
eter of  the  tube,  is  the  amount  of  the  traffic  to  be  conveyed  by  it,  and 
we  shall  see  further  on,  that  to  accommodate  an  important  traffic,  it 
is  not  necessary  to  exceed  a  section  which,  at  first  sight,  appears  ex- 
tremely small. 

In  examining  arrangements  of  this  nature,  one  is  astonished  at  the 
small  diameter  of  the  tubes  generally  adopted;  thus,  in  the  great 
English  system  at  St.  Martin's-le-grand,  the  diameter  of  the  tubes  is 
almost  exclusively  2^  inches.  Two  lines  only,  the  traffic  of  which  is 
exceptional,  and  upon  which  up  and  down  arrangements  have  been 
adopted,  have  been  made  3  inches  in  diameter.  The  expenditure  of 
air  in  these  tubes  is  double  that  in  the  others,  and  consequently  the 
English  engineers  have  restricted  their  use  as  much  as  possible. 

What  is  the  reason  for  a  size  which  at  first  sight  appears  so  small  ? 
The  answer  will  be  found  in  examining  the  conditions  under  which  the 
line  itself  is  established. 

A  telegraph  message  or  a  pneumatic  letter  is  always  very  limited 
in  its  size  and  weight,  the  amount  of  matter  daily  sent  through  pneu- 
matic tubes  by  a  population  of  one  or  two  millions  of  inhabitants  is 
represented  by  a  bulk  and  weight  far  from  great,  and  when  the  com- 
paratively rapid  speed  with  which  this  matter  is  passed  through  the 
tube  is  taken  into  consideration,  it  is  easy  to  see  that  it  is  not  at  all 
necessary,  in  a  successful  system,  for  them  to  be  of  large  dimensions. 

Let  us  make  a  comparison  between  the  tubes  under  consideration 
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and  other  mains  or  tubes  carried  underneath  the  soil  in  large  cities 
for  distributing  gas  and  water,  the  latter  of  which,  in  well  supplied 
towns  is  furnished  to  the  inhabitants  at  the  rate  of  about  100  liters 
per  head  per  day.  To  afford  this,  supply  mains  of  about  a  meter  in 
diameter  are  employed  on  the  chief  routes,  and  of  a  smaller  diameter 
on  the  others ;  the  speed  of  circulation  is  at  most  one  meter  per  sec- 
ond. In  the  case  of  the  matter  conveyed  in  the  pneumatic  tubes  the 
amount  certainly  does  not  exceed  1  gram  for  each  inhabitant,  or 
one  thousand  times  less,  and  the  speed  in  the  pneumatic  tubes  is  at 
least  ten  times  as  great ;  with  a  section  of  one  millionth,  we  shall  then 
have  made  the  conditions  nearly  equal. 

If  we  apply  these  figures  to  Paris  we  find  a  mean  circulation  of 
10,000  messages  per  day  of  5  grams  each,  making  a  total  weight  of 
50  kilograms:  these  messages  distributed  into  boxes,  for  passage 
through  the  tubes,  at  the  rate  of  25  per  box,  would  require  400  boxes 
or  40  boxes  per  hour,  which  could  easily  be  forwarded  in  four  trains 
dispatched  at  intervals  of  a  quarter  of  an  hour.  It  is  clear  that 
trains  might  be  sent  at  much  more  frequent  intervals  provided,  of 
course,  that  sufficient  power  were  employed  to  produce  the  com- 
pressed air  and  vacuum  which  would  be  required. 

The  tubes  employed  in  Paris  have  a  diameter  of  0-065  meters,  and 
would  certainly  suffice  for  a  traffic  of  50,000  messages  per  day,  if  the 
need  for  carrying  so  large  a  number  of  messages  arose. 

(To  be  continued.) 


PRODUCT  OF  SUGAR  IN  LOUISIANA. 

l!he  actual  results  from  cultivation  of  sugar-cane  in  Louisiana 
are  exemplified  by  the  following  statements  : 

On  the  plantation  of  Messrs.  McCall  Bros.,  there  was  raised  from 
569  acres  of  cane  plantation,  16,961,384  lbs.  of  cane,  or  28,051  lbs. 
per  acre.  The  yield  of  cane  juice  averaged  7°  to  8°  Beaum^  density 
and  the  product  in  sugar  was  506,500  lbs.  ;  in  molasses  was  516,000 
lbs. ;  or  1000  bbls.  of  43  gals,  of  12  lbs.  per  gallon.  Total  weight, 
1,022,500  lbs.,  equal  to  61  per  cent,  of  the  cane  worked. 

On  the  plantation  of  Col.  Amed^e  Bringier  there  was  obtained  from 
61  acres  of  selected  cane  plantation,  2,947,500  lbs.  of  cane  or  57,794 
lbs.  per  acre.  The  yield  of  cane  juice  was  8°  Beaum^,  and  the  product 
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in  sugar  was  135,272  lbs.;  in  molasses  74,976  lbs.;  toul  weight, 
210,248  lbs.,  or  7-13  per  cent,  of  the  cane  joice.  The  great  preponder- 
ance of  sugar  over  molasses  in  this  case  is  ascribed,  first,  to  the  good 
condition  of  the  cane,  and  secondly,  to  the  superior  treatment  of  the 
cane  juice  in  the  boiling  processes ;  [but  it  should  be  added  that  the 
usual  ratio  of  sugar  to  molasses  in  first  strikes  for  Cuba  or  Beet- 
root practice  is  as  2  to  1  (of  molasses  of  12  lbs.)] 

On  Evan  Hall  plantation,  of  Harry  McGall,  Esq.,  was  produced  for  the 
season  of  1874-5, ''  7599  loads  of  canes  weighing  22,204,670  lbs.  The 
yield  of  cane  juice  was  1,417,800  gallons  of  a  density  of  7^  to  8^  Beaome, 
(12,505,000  lbs).  Evaporated  to  25  per  cent.  Beaum^  hot,  the  re- 
sult was  274,000  gallons  of  syrup,  (2,740,000  lbs.)  Mr.  McCall 
estimates  the  product  of  this  to  be  (first  strike  only  for  New  Orleans 
molasses  is  so  valuable  as  to  preclude  making  2d  or  3d  sugars)  900,000 
lbs.  of  sugars  and  700,000  pounds  of  molasses."  His  estimates  are 
shown  in  the  following  table : 


AM 
I 

2     I 


Lbs. 

1*43 
4-77 


II 

Hi 


-  S  II  11 

libs.    I    Lbs.    ,  Qalls. 


IB* 
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111" 


§|5 

*  S  c 


"^11 II 
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LbB. 


4*06 
1- 

I     S'A 

1184 


315 
0-78 


,     0-28  .  12-15 

0-085  !     3- 
0-22        10- 

'  70-8 


Qalle. 

1-22 
0-3 
1- 
341-6 


I    Lbs. 

156- 
13-6 
35-3 


1 


Galls. 

0*22 

1-54 

6-18 

1741-8 


Lbs. 

100- 
24-7 
82*8 
8,000. 


Acre. 


[The  estimates  of  this  table  are  scarcely  compatible  with  each 
other,  and  indicate  some  want  of  care  in  taking  the  density  of  the 
raw  juice  or  great  loss  of  density  in  defecation  and  skimming.  55  lbs. 
of  raw  juice  of  7J^  Beaum^  density  ought  to  give  16-1  lbs.  of  syrup 
of  25^  Beaum^,  or  not  less  than    15-9  lbs.  with  a  large  allowance  for 
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skimmings.  12-15  lbs.  of  syrup  of  25^  Beaum^  ought  to  give  4*05 
lbs.  of  sugar,  and  only  2*8  lbs.  of  molasses  of  12  lbs.  per  gallon- 
As  the  result  is  estimatedy  it  is  impossible  to  correct  the  densities 
from  it,  but  it  is  probable  that  the  syrup  was  boiled  to  27°  or  28® 
Beaum^,  and  that  the  raw  juice  was  about  6J°  on  the  average.] 

There  was  consuiped  in  working  off  this  crop  on  the  Evan  Hall  planta- 
tion, 8600  barrels  coal  and  800  cords  of  wood.  (These  quantities  do  not 
reduce  themselves  to  common  units  of  value  in  any  satisfactory  way.) 

Mr.  McCall  states  in  reply  to  the  question,  "  How  much  it  costs  to 
cultivate  an  acre  of  cane  ?''  '^  It  is  very  difficult  to  give  a  satisfac- 
tory answer.  Inasmuch  as  to  raise  cane,  we  are  obliged  to  rotate  with 
corn  and  peas,  and  each  acre  of  cane,  besides  this  year's  cultivation, 
represents  earlier  work.  As  nearly  as  it  can  be  come  to,  it  can  be 
said  that  it  costs  $80  per  acre,  all  cultivation  thrown  in.  As  to  what 
it  costs  to  lay  down  a  ton  of  cane  in  the  shed,  that  is  also  difficult  to 
state.  Perhaps,  however,  in  saying  it  costs  $4  per  ton  we  should  not 
be  much  out  of  the  way.'' 

Of  the  present  condition  of  sugar  raising  it  can  be  said  that,  while 
in  former  times  10  hhds.  (1150  lbs.  each)  were  reckoned  to  a  farm 
hand,  since  the  war,  5  hhds.  to  the  hand  have  rarely  been  exceeded. 
As  a  basis  of  estimate  for  the  profit  of  the  cultivation  of  cane  it  can 
be  assumed  that  a  good  hand  can  easily  cultivate  10  to  12  acres  a 
year  which  should  yield  f  to  1  hhd.  of  sugar. 


ON  A  SIMPLE  METHOD  OF  COMPARING  TWO  SOUNDING  AIR  COLUMNS  BY 
MEANS   OF  VIBRATORY   FLAMES. 


By  Dr.  Brbsina. 

{Translated  from  Poggendorfa  Annalen  by  C.  B,  Dudley ^  Ph.  D.) 

The  comparison  of  the  vibrations  may  be  accomplished,  as  is  well 
known,  by  means  of  the  apparatus  constructed  by  Konig,  in  Paris. 
In  this,  two  organ  pipes  act  on  two  gas  flames,  one  above  the  other, 
by  means  of  manometric  capsules.  The  motions  of  these  flames  are 
then  analyzed  by  a  rotating  mirror. 
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The  comparatively  high  price  of  this  apparatus  aroused  in  me  a  de- 
sire to  accomplish  the  same  thing,  in  a  simpler  way,  by  means  of  the 
chemical  harmonicon. 

Through  the  investigations  of  Schaffgotsch,  (Pogg.  Ann.  vol.  101, 
p.  471),  it  is  known  that  a  flame  singing  in  a  tube  makes  vibrations 
whose  number  agrees  with  the  number  of  vibrations  of  the  column 
of  air.  It  follows  that  the  vibrations  of  two  columns  of  air  may  be 
compared  if  the  gas  flames  which  are  singing  in  the  tubes  can  be 
placed  perpendicularly,  one  under  the  other,  and  sufficiently  near  to 
each  other.  But  the  tubes  themselves  prevent  this.  I  have  sought, 
therefore,  to  transfer  the  vibrations  of  the  flames  burning  in  the 
tubes,  to  flames  burning  in  the  open  air.  I  succeeded  very  well  in 
this,  in  the  following  simple  way  :  On  two  small  stop  cocks  con- 
necting with  the  gas  pipes  on  the  gasometer,  I  placed  small  glass 
tubes,  which  had  been  drawn  out  pointed  at  one  end,  and  to  the  side 
of  which  short  bits  of  similar  tubing  had  been  joined.  These  side 
tubes  were  connected  by  means  of  rubber  tubing  with  two  other  glass 
tubes,  bent  at  right  angles,  which  had  likewise  been  drawn  out 
pointed  at  one  end,  and  had  been  so  fastened  to  a  stand  that  their 
openings  were  in  a  perpendicular  line.  If  now  the  gas  be  lighted  at 
the  openings  of  the  four  tubes,  and  larger  glass  tubes  which  give 
harmonious  tones,  be  placed  over  the  flames  from  the  two  tubes  first 
described,  and  the  flow  of  gas  properly  regulated,  the  flames  in  the 
harmonic  tubes  will  sing,  and  the  two  other  flames  will  vibrate  with 
them.  These  latter  flames  give  in  a  rotating  mirror  the  beautiful 
images  which  so  well  allow  the  number  of  vibrations  to  be  perceived. 

It  succeeds  equally  well  to  allow  the  two  flames  which  sing  in  the 
tubes  to  act  together  in  one  flame  which  burns  in  the  open  air.  It 
is  only  necessary  to  fit  out  a  glass  tube  with  a  lateral  appendage  like 
those  on  the  stop  cocks  to  set  this  up  in  the  open  air,  and  to  connect 
it  with  the  two  rubber  tubes.  A  flame  image  formed  from  a  combin- 
ation of  the  two  simple  ones  is  thus  very  beautifully  obtained  in  the 
mirror. 

Errata  to  article  on  moving  brick  houses,  page  178,  dele, 
the  circle  on  wood  cut — it  has  no  meaning  whatever.  Page  180,  last 
sentence  of  article,  read :  '^  Everything  was  convenient,  adapted  for 
the  requirement,  and  ready  for  use,  and  the  work  was  done  by  a 
gang  of  seven  drilled,  practical  laboring  men." 
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Consulting  Engineer  on  the  following  branches  : 

FIRST,  The  ooDstmotion  and  arrangement  of  heavy  machinery*  Irm 

Worky  Sugar  Aj^MMratus^  Steam  Engines  for  aU  oaes. 
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Dryii^,  Definite  Temperatures,  Wanning  PuUie  or  other 
Bnildings,  Steam  Boilers  in  all  varieties,  Steam  or  Hot  Water 
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MAKUFACTUBSB  OF 


MICROSCOPES 


AND 


MICROSCOPICAL  ACCESSORIES, 

141  Sqvtm  rvntrm  Snunmr, 

Rosengarten  d^  Sons, 

Manufacturing    Chemists, 

PHILADELPHIA. 

•ilTff  Medal  cwardad  bf  Ftanklin  Inatitatw,  NoT«mb«r,  1874,  for  Fmltf  of  ObMnkal  FnymtaHlonm, 


#  » 


Sulphate  of  Quinine,         Sulphate  of  Morphine, 

Sulphate  of  CiDchonine,  Acetate  of  Morphine, 

Sulphate  of  Cinchonidine,  Muriate  of  Morphine, 

Sulphate  of  Quinidioe,  Nitrate  of  Ammonia, 

Muriate  of  Quinine,  Hypophosphites, 

Citrate  of  Iron  and  Quinine,  Subnitrate  of  Bismuth, 

•  Bromide  of  Ammonium,  Spirits  of  Nitre, 

Bromide  of  Potassium,  C.  P.  Acids, 

Nitrate  of  Silver,  Tannin, 

And  a  General  Assortment  of  Fine  Chemioals. 

Extract  from  Report  of  th§  Judgei  at  the  Exhibition  of  thi  Franklin  Institutb, 
Pkiladelphiaf  November,  1874,  in  regard  to  Chemieale  exhibited  by  Roeengarten  j*  Som  : 

«« These  gentlemen  exhibit  qalte  a  list  of  Chemleals,  and  elalm  for  them 
tvperior  pnrltj,  eonsidered  as  eommerclal  artleles.  The  Committee  hare  care- 
flilly  examined  some  of  them  and  find  this  claim  ftiUy  substantiated,  some  of  the 
arUeles  being  almost  absolutely  Chemically  Pore,  and  being  certainly  the  best  of 
Ike  kind  In  the  mariiet.    For  Parity  of  Chemical  Preparations,  a  Sil?er  MedaL^' 

signed.  V.  A.  OEXTH,  Prof.  Obemlfitry  Unlrertlty  of  Peon*. 

O.  A.  KOBNIU,  Prot  Cbembtry  Oolverrtty  of  Penna. 
8.  P.  8ADTLBB,  Prof.  Chemlttry  UniTeraity  of  Peana. 
J.  S.  OAKTJfiB,  Maanlhctnring  Cheniet. 
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Jfomm  C.  TmAOWwtMM,  Chitrmoii  ^•^fnmWf^ 


W.   KUBBLSB. 


Kueblep  &  Seelhore 


IIAVUVACTITKBB8   OV 


MATHEMATICAL  AND  OPTICAL  INSTRUM 

No.  925    Sansom    Street; 
PHILADELPHIA. 
We  call  the  attention  of  Engineers  to  our  Patented  Improvement  on  T 


WM.  J.  YOUNG  &  SO 


SUCCESSORS  TO 


f  1.  J.  Tod;,  f  il  J.  Tod;  t  Co.,  ff  &  J.  Tnq 

ENaiNEERma 

AND 

ASTRONOMI 

Beg  leave  to  remind  the  Engineering  Profession  that  every 
Important  Improvement  in  this  country  has  originated  from 
this  house.  Jniy.Ti.eni. 
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Schntte  &  Goehring,  222  Walnnt  St.,  Fhila. 

—ENGINEERS,— 


Sols  Liobsbxbs  and  Mavufaotubkrs  ov 


nanover-Germany,   »-  ^ORXIWO'B    Manchester— EngVd, 

35  CelUr  8tfM«.  bUaUl    J6tS.  Uncstor  Avenue. 


STEAM  JET  APPARATUS  OF  EVERY  DESCRIPTION, 


r     ^       ^*"^^^'!5  CO                 Apparatus  for  Chemical  Works. 

For  Forge,  Furnace  &  Boiler  Firing.  S  C                  at»  ^a,««.«t««  .«..«.-J- 

*  I  O  I    »  I             A18-C0KPBI8SIKS  IPPABATOB, 

OAS  EXHAVSTERS.  »—  ^                                       

JET  coNDEBfffERS.  I  S  I  '^  I     S^KAl  JgT  APPiRATDS  POR  SUGAR  H0D8K8. 

S  £                      Carboulc-Acld-OM  Blowers. 

SYPHONS  FOR  ACIDS  &  WATER.  —                                      p,LTER  SUCKERft. 


PRICES   AS  LOW 

AS   FOR 

RiveteU  Columns. 

For    Lithographs,    Rates,    etc. 
address 

EejEtcne  Bridge  Co.» 

Pittaburgh,  Pa. 

OR 

J.  &  LiBvi]le,  President 

218  S.  4th  St.,  Phila. 


HALL  OP  THE  PRANKLIN  INSTITUTE, 

Philadelphia,  August  11th,  1875. 

Notice  is  hereby  ffiven  that  the  Board  of  Managers  of  the  Franklin  Institute  of 
the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in  accord- 
ance with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,  awarded 
The  Soott  Legacy  Medal  and  Premimn  to  H.R.  Hbtl,  of  Philadelphia, 
Pa.,  for  bis  Wiie-Fastened  Paper  Boxes ;  and  said  medal  and  premium  will  be 
delivered  to  him  unless  within  three  months  from  this  date,  satisfactory  evidence 
of  the  want  of  originality  of  sai  1  invention  is  lodged  with  the  undersigned. 

D.  SHSPaSBS  HOLICAN. 

^•5-  3t  AOWABT. 

Digitized  by  VjOOQ  IC 


STANDARD 

Railroad f  Hay^   Coal,  Flaiform  and  Counter 


►» 

o 

EH 

o 

^ 

1  - 

gj 

!zi 

^     Z 

t— t 

O         >J 

f 

^ 

a 

^ 

^ 

1— 1 

S 

2 

g 

CO 

h3 

ch 

O 

n 

tz! 

CQ 

tXJ 

a 

-S 

CD 


O 


P   g. 

so 
GD 


715    Chestnut   Street, 


Philadelphia. 


PHAITKLIir  lUSTITUTE, 

TERMS  AND  PRIVILEGES  OF  MEMBERSHIP. 


Each  Member,  and  Adult  Holder  of  Second  Class  Stock,  when  not 
in  arrears  for  Dues,  is  entitled  to  attend  the  Meetings  of  the  Institute,  the 
use  of  the  Library  and  IJeading-Room,  and  to  Tickets  for  himself  and  a 
Lady  to  the  Lectures. 

Contributing  Members  pay  Five  Dollars  each  year.  The  payment  of  Fifty 
Dollars  in  any  one  year  secures  Life-Membership,  without  Annual  Dues. 

Shares  of  Stock,  Ton  Dollars. 

Second  Class  Stock  has  an  annual  tax  of  Three  Dollars  per  Share,  enti- 
tling the  holder  of  One  Share  to  the  privileges  of  Membership. 

The  Holder  of  Ten  or  more  Shares  of  First  Class  Stock,  is  entitled  to 
all  the  privileges  of  Membership,  without  payment  of  Annual  Dues. 

Minor  Children,  Wards  and  Apprentices  of  Members  not  in  arrears, 
by  payment  of  two  Dollars,  have  use  of  Library  and  Reading  Boom,  and 
admission  to  Lectures,  or  Lectures  alone  for  One  Dollar. 

Minors,  holding  a  Share  of  Second  Glass  Stock,  by  paying  One  Dollar  and 
Fifty  Cents  per  year,  have  use  of  Library  and  Heading  Room,  and  admis- 
sion to  Lectures. 

The  Journal  of  the  Franklin  Institute,  Published  Monthly,  sabsciip- 
tion,  Five  Dollars  per  year,  in  advance.  Members  and  Stockholders^  not 
in  arrears,  can  have  one  copy  at  Three  Dollars  per  year,  in  advance. 
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^      Published  Monthly.    Price,  $5  per  annum,  in  advance. 
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ILLUSTRATIONS— Two  Plates  and  Five  Woodcuts. 


EDITORIAL. 

FAQB 

j  The  Perpetuation  of  Error  in  Text  BookP.  289:  The  Water  Commission,  292;  A  New  Form 
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Proceedings  of  the  Stated  Meeting,  held  October  20th,  1875 296 

CIVIL  AND  MECHANICAL  ENGINEERING. 
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THE 

STEVENS  INSTITUTE  OP  TECHNOLOGY 


11 


Founded  by  the  late  Edwin  A.  Stevens,  at 
HOBOKEN,  N.  J. 


INSTRUIENTIAKER^S 

SHOP. 


STEBEOFTICONS 

Vertical  LaDterns, 
MICROSCOPES. 

SPECTROSCOPES, 
Blow- pipe  Apparatus 

and  other  kinds  of 

PhilosophioiIApparatos 

made  to  order. 


Henrt  Morton,  Ph.  D., 

Prcsldenti 
Alfred  M.  Maykb,  Ph.  D., 

Prof.  Physics, 
Robert  H.  TurRSTON,  A.  M.,  G.  E., 

Prof.  Mech.  Engineering, 
De  Vomon  Wood,  C.  E., 

Prof.  Math.  &  Mechanics, 
C.  W.  McCoRD,  A.  M., 

Prof.  Mech.  Drawing, 
Albert  K.  Leeds,  A.  M.. 

Prof.  Chemistry, 
Charlie  F.  Kboeu,  A.  M., 

'  Prof.  Languages, 
Rev.  Edward  Wall,  A.  M., 

Prof.  Belles-lettres. 


HAGHIHE  SHOP. 

MACHINES 

FOR 

Testing  Materials, 

APPARATUS 

POR 

Testing  Lubricants, 
and  a  limited  amount 
of  special  construction 
may  be  done  in  the 
Machine  Shop  on  8pe> 
cial  order. 

Terms  cash  with  order. 


The  course  of  the  Stevens  Institute  is  of  four  years'  duration,  and  covers  all  that 
appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  excellent  machinery.  Physical  Laboratories  whose  appointments  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportunity  for 
the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

REQUIREMENTS  FOR  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course,  should  not  be  less  than 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in  arithme- 
tic,  algebra,  including  quadratic  equations,  geometry  as  given  in  Davies'  Legendre, 
and  the  six  elementary  propositions  of  Plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satisfac- 
tory examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  inveBtigations^ 
may  apply  to  the  President. 

For  further  particulars  address  the  President,  H.  MORTON,  Iloboken,  N.  J. 


A  MECHANICAL  LABORATORY 

has  been  founded  in  connection  with  the  Department  of  En^neering,  in  which  the 
strength  and  other  properties  of  materials  are  determined,  and  in  which,  with  the  aid 
of  the  several  other  departments  of  the  Institute  various  technical  researches  are 
conducted. 

Trials  of  steam  and  other  engines,  of  steam  boilers  and  of  machinery  are  made, 
under  the  direction  of  the  Professor  of  Engineering,  by  students  or  skilled  employees. 

A  small  amount  of  work  in  designing  machinery  and  in  general  engineering  can  be 
done  when  it  may  be  made  a  means  of  instruction  of  advanced  students. 

For  Terms,  address  the  Director  of  the  Mechanical 

Laboratory^ 
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Frol. 


TME 


PULSOMETER, 


The  simpleBt,  most  durable  and  effectire 
steam  pump  now  in  use. 

Will  pump  grittj  or  maddj  water  withoat 
wear  or  iojury  to  its  parts. 

It  cannot  get  out  of  order. 

C.  HENRY  HALL  &  CO., 

20  Corilnndt  Street, 

KJEW  York  Citt. 


BRANCH  DEPOTS. 

1 1  Pemberton  Square,  Boston. 
1327  Market  Street,  Philadelphia.     ' ' 
59  Wells  Street  Chicago. 
Southwestern  Exposition,  New  Orleans. 
811  k  813  N.  Second  Street,  St.  louia. 

SEND  FOB  OiaCULAB. 


ALL  BUSINESS  RELATING  TO  PROCUHINQ  *      ^ 

American  and  European  Patents 

CONDUCTED   BY 

1S4    SOUTH   FOUBTH   STREET,    PHILADELPHIA. 
Residence.  Ko-  1217  Korth  Twelfth  Street. 


nngeiL 


QTT  A   T?T^T\rP     *°^    Gearing,    Pulleys,    Hangers    and    Couplings, 
OX-LljLJJ  X  111  vJ    Speeds    calculated^       Shafting    and    Gearing   ar- 


Q£0.  C.  UOWARD,  17  S.  18th  St.,  Phila.,  Pa. 


MACHINISTSMOOLS,  ?;,.?.'„,  •^^'„  "Si 

Boiler  Makers,  combining  the  latest  improTements:  GIIINDSTONES  Boxes)* 
Truiog;  and  Hacking  Machines,  will  keep  the  stones  true  and  ?barp.  for  quick  and 
pleasant  grinding    No  dust.'  GfiO.  C:  HOWAED,'  17  S.  is'th  St.,  Phila..Pa. 
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JESSUP  &  MOORE, 

Paper  M^nufecturers 


AMD  AQSSTS  OW  TH» 


mnitm  Bmib  %aftt  io„ 


OFFICES  AND  WAREHOUSES* 

llto.  27  NORTH  SIXTH  STREET,  PHILADELPHIA, 

198  William  St-.  New  York. 

^  ■  » 


--»— HftTai  OB  ftaad  and  mftko  to  oider,  wIL  ibort  notic<v 

ITqws  and  Sook  Frintiiig  Paper, 

ALL  QUALITIES  AKD  SIZES. 

QiJlomMfriti]iiRi])i!R.la^ 


Dealers  in  Paper  Makers'  Materiaitey 

OP   KVKRY    DBSCIUPnOH. 

Okah  Kttket  FrioeB  Paid  ftr  all  kinds  of  Fftper  Stock. 
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EaU  of  tlie  FEAITELIir  nTSTITUTE, 

Pim^DELPBIA,  SSFTEHBKB  8th,  1875. 

Notice  iB  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institnte 
of  the  State  of  Pennsylvania  for  tne  promotion  of  the  Mechanic  Arts  have,  in 
aocordanoe  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts^ 
awarded  The  Scott  Legacy  Medal  and  Premium  to  the  Willcox  &  Gibbs 
Bkwiko  Macbisb  Comfaky,  of  Kew  York,  for  their  Antoroatlc  Tension, 
and  other  improvements  in  the  Willcox  &  Qibbs  Sewing  Machine ;  and  saia 
medal  and  premium  will  be  delivered  to  them  unless  within  three  months  from 
this  date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention  is 
'  lodged  with  the  undersigned. 

D.  8HEFHEBD  HOLMAN, 
OeiSt  ACTVJ&r. 


TOR 

PRACTICAL  &  ANALYTICAL  CHEMISTRY- 

Chant  Street,  Tenth  Street,  below  Market, 

Itear  of  8t  Btepben's  Church.) 

PHll-ADELPHIA. 

ESTABLISHED  IN  1836. 


KstraeUon  given  in  CHBMISTRT,  UINERALOOT  and  GfiOLOOT,  by  LBO- 
TURBS  and  PRACTICE,  with  especial  reference  to  ANALYSIS,  MAMUFAO- 
TURKS  and  MEDICINE. 

Analjses  made  of  Ores,  Uinerals,  Qnanos,  Waters  and  articles  of  commerce  aa4 
manofactnre.    Opinions  given  on  chemical  questions. 

BOOTH  A  QARRBTT. 

Jamm  C.  Bootb. 

TbOS.  H.   QARniTT. 

WANTED.— The  following  numbers  of  the  Franklin  iNSTrrun 
Journal,  are  wanted  to  complete  sets :  January,  1827 ;  April,  1867 ; 
January,  April,  August  and  October,  1868 ;  January  and  February, 
1869 ;  and  March,  1874.  Persons  having  any  of  the  above  that 
they  are  willing  to  dispose  of,  will  confer  a  favor  by  addressing  the 
Secret  nrv. 


RICHARDS,  LONDON  &  KELLEY 

(SaoeeMon  to  RICHARDS,  KELLET  k  00.) 

IE2ng^neers   and    !M!aohinists^ 

M  annAwstoren  of 

IHPBOVEO  BAND  SAW  MACHINES, 

And  other  Wood- Working    Machinery  for  Ship  Work 

«nd  Car  Building,  Planing  Mills,  4^. 

Tit—tyooottiftd  StMot  aWr^o  Arck  8t*»et| 

PHILADELPHIA. 
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Camden    Iron    Worbs 

(ESTABUSHED  1824^ 

CAMDEN,  NEW  JERSEY. 


JISSI  W.  Sf  Ml  k  S( 

ENGINEERS,  CONTRACTORS, 

And  MANnFAGTnREBS  of  GAS  APPARATnS 

AND  ALL  THB 

Buildings,  Tanks,  Holders,  ^o.,  required  for  the  Manufacture, 
Purification  and  Storage  of  Q^s,  and 

STREET  MAINS   Requisite  for  its  Distribntioii. 

Pljlks,  Drawiitos  avd  Spigifioatiokb  Pbovptlt  FumxiBHKD. 


IRON     FOniHTDERS. 

OAST-IRON  MAINS  for  Water  and  Oas,  from  0ns  and  a  Half  to  FOBTT-EfOHT 

INCHES  in  Diamster. 

Stop  TalTcs  (all  sises),  Fire  Hjdrant's,  Hsating  Pipes,  Branches,  Bands,  Tees. 
CASTINGS  of  anj  form  or  siis  required. 

PUladelpliia  Offioe,   -         -         .         -   408  Walmt  strsst 
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Office,  2316  Frankford  Aye.,  Fhiladelphia. 
STEAM  |„il5j^ 

i  ^  CYLIJJ'DEfR 

yEfRTICAL  ^"^ 

I  Aim 

AHD 

HorlamtaL  MULTITUBULAR. 

's  Forctd  Blast  Pnssim  Blowtr^ 

SS08.  WaSSAEiUI.  JAXSSWILSBAa&ll.  ;OB»V.WILBBABAll,a. 

^'^P'  (Established  1859.)  ^'S^i*. 

t^^     GEO.  V.  CRESSON,        ^ 

Eighteenth  ft  Hamilton  Sts.,  Fhiladelphia,  Pa. 

Loose  Pulleys  of  all  sizes 

Pulley  Hangers,  Patent 

Vise  Couplings, 
Parting  Hangers, 

I  Pat.  Internal  Clamp 
Improved  and  Easily  Couplings, 

Adjustable 

Mule  Pulleys,  Improved  Pulleys 

Binder  Pulleys,  "»*^«  ^^  ^^^^^ 

flange  Pulleys,  Improved  Pat.  Ball 

and  Socket 
Guide  Pulleys,  &c.  Admstoble  HangQri 

Every  desoriptlon  of  Fixtures  used  in  the  transmission  of  Steam  Power. 

ALL  WORK  THOBOUOHLT  KADI  AND  FUBHISHBO  PBOXPTLT. 

Bilinoed  Pulleyt  of  every  size  on  hand  and  made  to  order. 
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The  Best  Nautical  Newspaper  in  the  Worid. 

Published  Every  Saturduw% 
AT    83    SOUTH   ST., 


—CIRCULATES— 

In  over  200  ship  yards,  50  machine  shops,  55  vessels  of  war,  80 
enne  cutters,  in  all  the  navy  yards  and  stations,  on  board  near^ 
200  yachts,  150  steamboat  offices,  and  reaches  over  2000 
ocean  steamer  agents  in  the  United  States  and  Canada. 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,   Ship  -  Bnildiiig, 

MARINE  ENGINEERING,  TAOHTING, 
The  Navy  Bevenue  and  Mercantile  Marine, 

And  treatt  of  Nautical  Matten  general^. 


Babscription,  ^.00  a  year,  in  advance.    Advertising  rates  sent  om 
application. 

Band  for  Baapto  Copy. 

B.  s.  osBonr^ 

EDITOR  AND  PROPRIEOS. 
P.  O.  Box,  477S. 
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TEORME,  DeHAVEN  &  CO. 

2IstStze( 

PBHt 

SRUUNQ 

PORTABLE, 

RADIAL, 

MULTIPLE, 

VERTICAL, 

HORIZONTAL, 

SPECIAL, 

Porf able  Drills,  driyen  by  power  In  any  position,  self.feeding  and  conyenient  in  ad* 
Bfltnionts 

Badlal  Drills,  self.feeding,  witli  largo  adJoBUble  box  table,  separate  base  plate.  Aod 
9WUJ  conTenienoe* 

▼ertlcal  Drills,  self-faedlng,  of  new  and  Improred  designs. 

Multiple  Drills,  for  boiler  work,  etc,  with  ftom  a  to  20  spindles,  fed  and  returned 
together  or  separately,  by  power  or  hand. 

Horizontsil  BortniT  Maebines,  for  largo  pieces,  with  boring  head  a^nstable  Terti- 
sail  J  and  horisontally. 

Onn  Blank  Drills,  Ctoal  Drills,  and  Drills  for  special  purposes  bnllt  to  order.  JaaH 

td.OHGA.N'B  PATENT        " 

DOUBLE  EOTATING  DROP  PIPE, 


able 
eaper 

1 

-S    j!^ 

Oil 

"1   2 

s 

§>  ^ 

t3 

M   1 

0 

V. 

■•5 

a 

^ 

Cm        g 

o 

1    ^ 

< 

For  Railroad  uae.    It  it  wafer-tiglit,  and  will  acoommodate  Ittelf  to  tho  varylflf 
kelgtita  of  iooomoiive  tendert. 

O.  O.  MiOR.OA.'N,  Sole  3f annfUotnireir, 

Room  No.  IG,  Major  Block, 

fl.  B.  Oorner  &a  ftallo  and  Hffadtiiftn  BtreetSt  COilcafOb 
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Burnham,  Farry,  Williams  &  Go. 
stTXfX  ZZAnall-torL  c 

FHILADZLFEIA,  FENN'A. 

l^a  nuiactux-o 


ESPECIALLY  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Woody  Ookej  Bituminous  and  Anthracite  Coal  an  Fuel.     ATI  Work 

accurately  fitted  to  Gauges^  and  thoroughly  interchangeable, 

PlaUy  Materials^    Workmanship^  Finish  and 

Efficiency  fully  guaranteed. 

Geo.  Bornham.  Chas.  T.  Parry.  Edw.  H.  Williams. 

Wm.  P.  Uenssej.  Edw.  Longsireth.  John  H.  GonrenA. 


JACOB  NAYLOR, 

Snccessor  to  HUNSWORTH  k  NAYLOR, 

GIRARD  AVE.  AND    FRONT  STREET" 
PHILADELPHIA. 


STEAM  ENGINES,  BOILERS  AND  TANKS, 

Bitafting  and  Gtoazing,  Coaplings,  PnUeys  and  Hangers. 

STEAM  AND  HAND  CRANES. 

Fkissenger  and  Freight  Hoisting  Manhinery  for  Stores  &  Factorial 

Marble  Sawing  and  Polishing  Machinery  of  all   Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTORERS, 
Retorts,  Meters,  Stills,  &c.,for  Chemists. 

Sugar  Boilers,  Tanki  and  Machineiy.    Castings  in  green  sand  or  Loam,  and 
Ifachinery  in  general. 

.  W«  W.  TUPFBB  ft  GO'S  PATSNT  QBATBS  AND  OBATB  BAB8. 

BIBS^'S  PATENT  AUTOM ATIO  CUT-OFF  ENGINE,  either  Tertieal  or  Horttolii. 
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BUSH  HILL  leON  WOBKS, 

Corner  16th  and  Buttonwood  Streets, 

PHILADaPHIA. 

JAIVIESS   MOORE, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Uachinist,  Founder,  and  Boilermaker, 

OJkSXINGS  oi*  e^ex7  desoription. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

BaUs  Snmed  for  llailt>  Beamt,  Anklet,  and  all  thapM  fbr  Xron. 
Steel  or  Oompotition  BKetals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 
BOTTiTlUa— Floe,    Tnbnlar,    and  OyUnder.  and   all   kinda   af 

TANK  AND  PLATB  IRON  WORK. 

Schutte  &  Ooehringr,  222  Walnut  St.,  Fhila. 

—ENGINEERS,— 


SOLB    lilOENSKES    AKD    MAVUFAOTUBBBS    Of 


Hanover— Germany,  •=-'«^"**  **■"*»  ■»    Manchester— EngVd, 

35  C«lUr  8tra««.  StCStlH    ^  6tS.  Lancaster  Avenue. 


STEAM  JET  APPARATUS  OF  EVERY  DESCRIPTION. 
BLOWERS  .       _        Apparatus  for  Chemical  Works, 

For  Forge,  Fornace  fc  Boiler  Firing.    ,g,    g    ,  AIB-COmZflfilUa  APPASATOa 

OAS  EXHAUSTERS 


JET  con  DEirsEBS.    ISill    8TIA1  JIT  iPPABATDS  FOR  SUGAR  H0U8D. 

SYPHONS  FOR  ACIDS  ae  water'.  — '  FILTER  SUCKERS. 
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W»®10AH  IB^^^^ 


eiTEHr  mrw/a/^oMms-vKtouET 


BUILDERS  OF  STEAM  DREDGING  MACHINES, 

GUIVPOWDER  PILE-DRIVERS,  Ac 


CONTRACTOKS  FOR 


IMPROVING  RIVERS  AND  HARBORS, 

RECLAIMING  AND    FILLING   LOW   LANDS, 
PnJNG  FOB  F0UKDATI0N8,  PIEB8,  Etc 

Offices,  Ifo.  10  South  Delaware  Ave.,  PhUcid^a. 

fiUNFOVDER  PUB -DRIVER  CO. 

Oy  THE  XJWITEI>  STA.TKS. 


OWNERS  OP 

SHAW'S  PATENT 

Gonpowder  File-Driver 

For  Ihe  Economical  and  Rapid 

Driving  of  Filee  for  Piers,  Foondadons,  &a, 

8ECURINQ  THE  GREATEST  PENETRATION 
Without  Injury  to  the  piles. 


MACHINES  FURNISHED, 

With  or  without  ExcIusiTo  Rights. 


No.  10  South  Delaware  Ave.,  Philadelphia. 
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AMERICAN  AND  EUROPEAN, 

or 

INJIUNN   &   CO., 

No.  37  PAMK  MOW,  New  York. 


Fos  a  period  of  neariy  iwentj-liTo  years,  Munh  k  Go.  hayo  occopled  the  position 
of  leading  Solicitors  of  American  and  Enropean  Patents,  and,  during  this  extended 
expcrienco  of  nearly  a  quarter  of  a  centarj,  thej  have  examined  not  lees  than  fiflj 
thoQsand  alleged  new  inventions,  and  have  prosecuted  upwards  of  thirty  thonsaod 
applications  for  patents ;  and,  in  addition  to  this,  thej  have  made  at  the  Patent  Office 
OTer  twenty  thousand  preliminary  examinations  into  the  novelty  of  inyentions,  with 
a  careful  report  on  the  same. 

MuHN  &  Co.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  mad3  fo?  v^tents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  wh.'ch  :<.  assisted  by  a  Branch  Office  at  Washington,  which  waj^chea 
and  Buperrises  all  t'lcVc  ccses  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
6e  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
cases,  they  may  expect  from  us  an  Koneti  opinion.  For  such  consultations,  opinion 
and  advice,  we  make  no  charge.  A  pen«und-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

PBELixnrABT  ExAMiN'ATiosr  Is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  fod  a  Patsnt,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  j-  C7j.,  37  Park  Row^  New  York,  by  express, 
charges  paid;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Caveats  Filed;  Interferences  Managed;  Extensions  and  Re-Issues  Obtained. 
Assignments  Prepared ;  Designs,  Trade- Marks  and  Compositions  Patented. 

Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Belling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  d^ 
see  our  Instruction  Book.    Sent  free,  by  mail,  on  application. 

Address  ail  communications  to 

MTJinr  &  CO., 

No.  37  Park  Mow,  New  York  City. 

Office  in  Washington,  comer  of  F  and  StTonth  Streets. 
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Professor  HENRY  WURTZ, 

Scientific  and  Practical  CEElQSt  &  QEOLOQIST 

Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL. 
(private  Office  J7o:  12  Hudson   Terrace,  Hoboken,  JJ.  J, 

Immediately  Fronting  the  Ferry  Houaea. 

Consultations  in  New  York  may  be  arranged  by  appointment  at  Gas- 
Light  Journal  Office,  No.  42  Pine  Street,  Room  18  or  elsewhere. 


Geological  Explorations  and  Reports  u|>on  Coal  Lands  and 
Other  Mineral  rropertiea 

Chemical  Analyses,  Advices  and  Investigation  in  all  the 
Chemical  ArtSi  Chemical  ^ventions  and  Improve- 
ments made. 

Professor  W.  makes  a  specialty  of  Gas-Chemistry,  and  the  Analysie  <rf 
Qas,  Gas  Coals  and  Water.     Has  special  laboratories  and  unequal- 
led facilities  for  these  purposes. 

Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office,  and  ^cnliarly 
competent  as  an  Expert  in  Patent  cases. 


f 


FOR  PROCURING 


ragii  I  Mmts, 


FORREST  BUILDINGS, 


AND 


STie>TSET, 


[Opposite  U.  S.  Patent  OffloeJ 

WASHINGTON,  1>.  d 


H.  HOWSON. 

Solicitor  of  Patents. 


C.  HOWSON. 

Attorney  at  Law. 


QommunioatioTia  should  he  addresaed  to  the  (P^IJTCKPfiL  OFFICJES^ 
(PHIL^(S>ELG>HLfi.  "^^ 
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WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

eOlLER  MAKERr  TiiLS. 

SHAFTING, 

With   Ball  and  Socket-beariDgs  and  Double  Cone   Vise-couplings,   admitUiig    of 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLET  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  EQUIPMENTS, 

Turning  and  Transfer  Tables  and  Pivot  Bridges. 


SOLB  UANDFAGTITBERS  AND  LICENSEES  Of. 

GUFF^RD'S        IDSTJECTOR 

FOB  FEEDING  BOILEBB. 
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POPULAR  BOOKS, 

FUBUSHED  BT  THE  INDUSTRIAL  PUBLICATION  CONPANi; 
176  Broadway,  New  York. 

What  to  Do  and  How  to  Do  It,  in  case  of  Accident.  One  of  the 
moit  nsefol  booki  ever  pabiisbed.  Tells  exactly  wbat  to  do  io  case  ofeali^ 
braiaes,  baroa,  poiaoniDg,  drowning,  Ac.  Ac.    12mo  ,  clotb,  75  centa. 

Plain  Directions  for  acquiring  the  Art  of  Shooting  on  the 

Wing.     Hy  An  Old  Gamkkbepbr.    12mo,  cloth.    lUnatrated.    75  eta. 
By  long  odda  the  beat  book  pnbliahed  on  ahooting. 

The  Chemical  History  of  the  Six  Days  of  the  Creation.— 

By  John  Pbin,  0.  E.    12mo.,  cloth.    Price  75  centa. 
A  readable  and  thorough  book  on  Geneaia  and  Geology. 

Liffhtning  Bods,  and  How  to  Construct  Them.— By  Johh 

rniN,  C.  K,    Second  edition.    Enlarged  and  fully  illnatrated.     12aio.,  cloCh. 
Price  50  centa.    Not  written  in  the  iutereat  of  any  particular  rod. 
i9*  Any  of  the  above  aent  free  by  mail,  ftrat  peat,  on  receipt  of  price.     Send 
for  onr  Catalogue. 

Tk§  mott  praeUeal,  finely  ilkutrated,  and  ekeaput  ImduMtrial  Jourmal  m  the  eowUiry. 

THE    TECHNOLOGIST, 

OR 

Industrial  Monthly. 

A  Practical  Journal  for  Manufacturera,  Mechanica,  Buildera,  loTeatora,  S»- 
gineera,  Arcbitecta,  ftc.  $1.50  a  year.  Single  nuoabera  15  ceota.  Smd  /br 
Sp^men  Copy, 

Barker's  Patent  Combined  Heating  and  Ventilating 
Flue  Apparatus  and  Double  He^er, 

For  Pablic  and  Private  Buildinga.  Uaed  in  ocHiiiection  with  Heattng  by 
Bteam  or  with  the  oommon  Warm  Air  Furnace. 

Thia  ayatem  of  Ventilation  haa  already  elicited  favorable  notice  fram  eminent 
aanitary  autboritiea  in  thia  city,  New  York  and  Waahington.  It  haa  been  intnK 
dnoed  with  great  auccesa  in  many  recently  erected  public  and  private  buildinipi^ 
and  ia  rapidly  gaining  favor  among  architeota  and  practical  buildera. 

For  full  particulans  apply  to 

101  Prlee  HU9  Gerai«Btowm«  Pkflflw 

A.  PURVES  &  SON, 

COR,  SOUTH  &  PENN  STS.,  PHILA., 

DKALSBS  in 

Scrap  Iron  and  Metals,  Maclunery, 

Tools,  Shafting  and  Pulleys,  Steam  Engines,  Pumps  and 

Boilers,  Copper,  Brass,  Tin,  Babbit  Metals,  Fooncbj 

Facings.     Besl  Quality  Ingot  Brass. 

CAS/f   PAID    FOR    ALL    KINDS    OF  METALS  AND    TOOL& 
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THE  BOYDEN  PREMIUM. 


imiAH  A.  BOYDEN,  ESQ.,  of  BoetOD,  Mms.,  has  deposited  with  the  FrmnkUo 
Iietiiate  the  •am  of  odo  thousaod  dollars,  to  be  awarded  as  a  premiam  to 


*^iBf  ridde&t  of  IITortli  Amsrioa  who  tiaSl  detmnise  \iy  ezperiaMnt 

whether  all  nqrs  of  Ught,  aal  other  physleal  rays,  are  er  are 

not  traasmitted  with  the  same  Telodty." 

The  following  conditions  have  been  established  for  the  award  of  this 
premiam : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  bo  a 
competitor  for  the  premiam ;  the  soathem  boandary  of  Mexico  being  eonaid- 
ered  as  the  soathem  limit  of  North  America. 

2.  Each  competitor  mast  transmit  to  tho  Secretary  of  the  Franklin  InsUtote 
m  memoir,  describing  in  detail  tho  apparatas,  the  mode  of  experimenting,  and 
the  resalts ;  and  all  memoirs  received  by  him  before  the  first  day  of  Janaary 
one  thoasand  eight  handred  and  seventy-six,  will,  as  soon  as  possible  after 
this  date,  be  transmitted  to  the  Committee  of  Jadges. 

3.  The  Board  of  Managers  of  the  Franklin  Institate  shall,  before  the  first 
dSay  of  Janaary,  one  thoasand  eight  handred  and  seventy-seven  select  three 
citisens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Jadges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institate  whether,  in  their  opinion,  and,  if  so,  which  of 
their  memoirs  is  worthy  of  the  premiam.  And,  on  their  report,  the  Franklin 
Institate  shall  decide  whether  the  premiam  shall  be  awarded  as  recomnieLded 
by  the  Jadges. 

4.  Every  memoir  shall  be  anonymoos,  bat  shall  eontain  some  motto  or  sigm 
liy  .which  it  can  be  recognised  and  desij^nated,  and  shall  be  accompanied  by  a 
•ealed  envelope,  endorsed  on  the  ootside  with  same  motto  or  sign,  and  eon- 
talning  the  name  and  address  of  the  aathor  of  the  memoir.  It  shall  be  the 
dnty  of  the  Secretary  of  the  Franklin  Institate  to  keep  these  envelopes  secarely 
•nd  anopened  antil  the  Jadges  shall  have  finished  their  examination }  when, 
ahoald  the  Jadges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premiam,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
•Dthor  comma nicated  to  the  Institate. 

6.  Shoald  the  Jadges  think  proper, they  may  reqaire  the  experimeiitadeecdbe4 
in  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  preaented  for  the  premiam  shall  beeooM  the  property  of  tht 
ITraitliliD  Institate,  and  shatt  be  pabUahed  ae  it  OMf  direet 
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T-^ 


pHCE.J^IXVII-LE     JrIDQE     *V/oF{Kg. 


CLARKE,  REEVES  &  CO. 


Office,  410  Walnut  St.,  Philadelphia. 


ENGINEERS  AND  CONSTRUCTORS  OF 


IBOH  BBIDOES,  BOOFS  AND  VIADUCTS 


OP  EVERY  DESCRIPTION. 


N.  B. — ^An  illustrated  Album,  showing  different  styles 
of  construction,  will  be  mailed  on  receipt  of  75  cents. 
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JOURNAL 


OF  THB 


FRANKLIN    INSTITUTE 

OF  THE  STATE  OF  PENNSYLVANIA. 


FOR  THB 


PROMOTION  OF  THE  MECHANIC  ARTS, 


Vol.  LXX.  KOVEMBER,  1875.  JJo.  5. 

EDITORIAL. 


The  Perpetuation  of  Error  in  Text  Books.— The  leap[  of  the 
steam  valve. 

Question  204. — "  Why  U  it  denrable  to  open  the  steam-port  and 
admit  steam  at  the  end  of  the  cylinder  towards  which  the  piston  is 
moving^  before  the  hiter  has  completed  its  stroke  t 

^^  Because  it  is  essential,  in  order  to  insure  a  good  action  of  the  steam, 
that  the  maximum  cylinder  pressure  should  be  attained  at  the  very 
commencement  of  the  stroke.  If  the  steam-port  was  not  opened 
until  after  the  piston  had  commenced  its  stroke,  some  appreciable 
time  would  be  consumed  in  filling  the  clearance  space  and  the  steam- 
way  with  steam.*  It  is  also  found,  especially  if  an  engine  is  working 
at  a  high  speed,  that  a  slide-valve  worked  by  the  ordinary  link-motion 
will  not  open  the  steam-port  rapidly  enough  to  enable  steam  of  the 
maximum  boiler  pressure  to  fill  the  apace  after  the  receding  piston, 
unless  the  valve  begins  to  open  the  port  before  the  piston  reaches  the 
end  of  its  stroke. 

^^  Another  advantage  resulting  from  the  pre-admission  of  steam  con- 
sists in  the  smooth  working  of  the  engine  at  high  speeds,  a  circum- 
stance which  reduces  greatly  the  wear  and  tear  of  the  working  gear. 
As  the  piston  approaches  the  end  of  its  stroke,  the  pre-admitted  steam 
forms  a  kind  of  elastic  cushion,  which  is  well  calculated  to  absorb 
the  momentum  of  the  reciprocating  parts  at  that  instant.  The  pres- 
sure due  to  the  momentum  of  these  parts  will  of  course,  depend 

*  The  9teaTMDayt  are  the  passages  which  lead  from  the  steam  chest  to  the  cylinder, 
and  are  sometimes  called  steam-ports,  bat  the  term  steam-wajs  is  used  to  distinguish 
the  passages  from  their  openings  in  the  YaWe-seat,  which  latter  are  more  properly 
caUed  steam-ports. 

ToL.  LXX.— TsiBD  Sbiubs.— No.  5.— Novkkbbb,  1875.  81 
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upon  their  weight  and  the  speed  of  working,  increasing  directly  as 
the  square  of  the  speed.  It  follows  from  this  that  the  lead  should 
increase  with  the  speed,  and  that  it  should  be  greatest  at  high  speeds. 
iA.s  has  been  shown  before,  this  condition  is  fully  accomplished  by  the 
lordinary  shifting-link  motion." 

The  extreme  difficulty  of  elin^inating  erroneous  statements  from 
previous  publications,  or  from  translated  originals,  especially  after 
'many  reiterations  of  error,  is  exemplified  in  the  preceding  quotation 
from  a  recent  text-book."*" 

The  original  statement,  made  by  good  English  authority  about  the 
years  1880  to  1835,  has  held  its  place  in  all  text-books  of  succeeding 
date,  has  gone  to  misinform  German  students  on  its  travels,  and  has 
come  to  America,  translated,  to  impart  error  here.  As  a  general  as- 
sertion it  may  be  correct  that  ^^  it  is  essential  in  order  to  ensure  good 
action  of  the  steam  that  a  maximum  cylinder  pressure  shall  be  at- 
taihed  at  the  very  commencement  of  the  stroke,"  but  as  applied  to 
a  running  engine  it  is  altogether  erroneous. 

^  For  easy  motion  of  an  engine^  the  prevention  of  shocks,  and  relief 
bf  bearings  from  excessive  pressure,  (and  consequent  friction  and  loss 
of  power),  it  is  desirable  that  as  the  piston  approaches  the  end  of  its 
stroke,  the  exhaust  shall  have  been  closed  so  as  to  form  a  cushion 
that  will  absorb  the  momentum  of  the  reciprocating  parts  and  relieve 
^the  pressure  on  the  slide-valve  at  its  time  of  opening ;  and  the  back 
pressure  will  then  be  just  that  needed  to  give  to  the  moving  parts 
their  proper  velocity  in  the  other  direction.  And  then,  after  the  een- 
tre  is  well  passed^  the  pressure  of  steam  should  be  slowly  admitted, 
reaching  a  maximum  not  earlier  (perhaps  for  high  pressure  non-con* 
densing  engines)  than  1-15  or  1-12  of  the  motion  of  the  crank;  while 
the  cut-off  should  be  effected,  both  for  good  action  of  the  steam  and 
for  the  good  action  of  the  engine,  instantaneously.  It  may  be  possi- 
ble with  small  sizes  of  ports,  and  inadequate  cross  areas,  or  great 
length  of  passages  that  steam  cannot  follow  a  piston  at  high  speeds, 
btrt  such  possibility  exists  only  with  improper  proportions  for  high 
speed,  and  should  not  be  remedied  by  lead. 

I  The  original  statement  of  forty  to  forty-five  years  since,  was  not 
incorrect  for  the  time ;  and  if  the  conditions  are  all  given,  is  not  in- 
correct to-day. 


^  *  Catechism  of  the  LocomotiYe.    M.  N.  Forney,  M.E.,  New  Tork»  1876. 
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About  thirty-five  years  since,  the  slide-valve  was  made  without  lap  ; 
it  just  covered  the  ports  at  both  ends.  The  skill  of  the  workman 
was  taxed  to  see  how  exactly  the  one  steam-port  should  open  and  the 
other  be  closed.  The  motion  then  given  to  the  valve  was  almost  co- 
incident to  that  of  the  crank,  and  the  rate  of  opening  was  exceedingly 
slow,  as  both  crank  and  eccentric  had  just  passed  their  centres.  The 
valve  motion  was  then  usually  transmitted  from  the  eccentric  to  the 
valve  through  light  rocker  arms  and  rods,  and  there  was  more  or  less 
lost  motion  in  the  transmission*  Under  such  circumstances,  there 
was  a  reason  for  lead  of  the  eccentric,  as  well  as  valve,  and  both  rule 
and  reason  had  a  warrant  in  facts. 

When  the  lap  valves  were  introduced,  much  difficulty  followed,  sa 
firmly  had  the  theory  of  lead  been  established,  but  the  workmen  have* 
long  t^ince  learned,  if  the  books  have  not,  how  to  get  the  thump  out 
of  a  slide  valve  engine.  After  many  years  of  practical  experience^, 
the  writer  does  not  hesitate  to  aver  that  nothing  he  ever  learned  cost 
him  80  much  money  and  annoyance  to  unlearn  as  this  rule  and  reasoa 
for  the  lead  of  a  valve. 

The  effect  of  throttling  the  exhaust  is  no  way  a  loss  of  power,  but 
is  simply  a  loss  of  capacity  of  the  steam  cylinder.  For  a  giveii 
boiler  a  little  larger  cylinder  is  needed  to  perform  the  same  work*. 
There  is,  however,  an  absolute  loss  of  steam  and  power  on  the  back 
lead  of  the  steam,  and  its  recompense  must  be  found  in  the  ease  of 
working  and  duration  of  the  engine. 

These  remarks  do  not  apply  alone  to  slide-valve  non-condensing 
engines.  For  engines  of  higher  grade,  in  economy  for  use  of  steam, 
the  cutting  off  of  the  exhaust  is  a  great  practical  gain.  With  24  to 
26  inches  of  vacuum,  if  the  exhaust  is  closed  (cut  off)  at  1  or  ^,  a 
back  pressure  of  vapor  will  pile  up  in  the  cylinder  to  over  one-hal£ 
an  atmosphere,  and  thus  relieve,  or  partially  relieve,  the  engine  of 
the  momentum  of  the  piston  and  parts,  (it  being  premised  that  the 
piston  should  be  as  heavy  as  possible),  and  besides  this,  the  condenser 
will  have  been  relieved  from  any  leakage  of  the  piston  itself,  whicK 
leakage  again,  will  have  been  saved  for  effective  working  of  the  en- 
gine. Leakage  of  piston  packing,  within  the  limit  of  troublesome- 
back  pressure  thus  becomes  tolerable. 
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THE  WATER  COMMISSION. 

The  Commission  of  Engineers  on  the  Water  Supply  of  Philadelphia, 
have  completed  their  labors,  and  their  report  is  now  before  the  City 
Coancils  and  the  public. 

It  is  mainly  local  in  its  interest,  and  will  undoubtedly  meet  witli 
discussion  from  the  city  press  that  will  prore  instructive  to  the  resi- 
dents. Still  the  question  was  the  water  supply  of  a  locality,  and  in 
this  ease  the  locality  was  one  of  the  very  large  cities;  so 
large  as  to  occupy  a  place  in  the  list  of  a  hundred  of  the  largest 
cities  of  the  civih'zcd  world,  and  a  report  from  six  selected  engineers, 
who  should  adequately  treat  the  subject,  should  of  necessity  hare 
possessed  an  interest  beyond  our  city,  land  or  country.  It  will, 
therefore,  prove  a  disappointment  to  readers,  both  citizens  and  pro- 
fessional men,  that  in  this  report  there  is  so  evident  an  avoidance  of 
the  issues;  and  such  a  want  of  comprehensive  view  of  requirement  in 
future,  and  even  of  necessity  to-day,  and  so  complete  an  absence  of 
novelty  or  individuality  in  conclusions  or  propositions. 

In  the  origin  of  the  Commission,  it  was  admitted  as  unquestionable 
that  there  is  now  a  deficiency  of  water  supply  in  the  present  courses, 
pools,  reservoirs  or  apparatus.  It  was  also  admitted,  that  water  in 
the  pools  of  supply  is  polluted  by  sewage  of  premises  and  manufac- 
tories. And  further  (incidentally  perhaps),  that  the  nuisance  of 
sewage  is  becoming  apparent  in  our  rivers  near  the  city,  and  extend* 
ing  already  in  evident  effect  forty  or  fifty  miles  below,  into  the  broad 
bay.  The  discussion  of  these  leading  topics,  the  investigation  of  the 
circumstances  now  subsisting,  the  consideration  of  means  for  ameli- 
orating the  difiiculties,  the  decision  on  the  two  points  as  to  what 
ought  to  be  done  eventually,  and  what  ought  to  be  done  now ;  formed 
subjects  of  ample  importance  for  a  Commission  to  act  upon. 

To  take  the  briefest  view  of  the  question.  The  inadequacy  of 
water  supply  has  become  painfully  apparent  to  many  citizens.  The 
summer  minimum  supply  is  under  fifty  millions  of  gallons  per  day. 
(We  think  the  supply  of  1869  much  under  this).  Supposing  that 
this  supply  is  inadequate  (and  here  it  is  that  the  commission  should 
have  asserted  itself  positively),  the  call  for  new  steam  apparatus  fol- 
lows at  once.  The  summer  minimum  quantity  in  the  river  is  240 
millions  of  gallons  per  day.  From  this  it  would  appear,  that  one- 
fifth  of  the  whole  water  in  the  Schuylkill  may  be  demanded  to  afford 
even  the  limited  quantity  named.     With  the  unlimited  demand  on  the 
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city  service,  which  we  now  permit  to  be  made  by  water  users,  and 
with  the  growth  of  the  city  in  its  present  ratio,  but  few  years  (10  or 
15)  must  elapse  before  a  half  of  all  the  water  the  Schuylkill  can 
famish  in  the  month  of  July  will  be  needed  for  consumption  alone. 
In  such  case,  the  quantity  of  water  left  in  the  river  available  for 
pumping,  will  not  suffice  to  lift  over  10  or  15  millions  of  gallons.  It 
follows,  that  we  mtut  eventually  (and  quickly)  have  steam  power 
equal  to  nine-tenths  of  our  consumption.  And  this  reasoning  is  little 
affected  by  the  proposition  to  purchase  the  Flat  Rock  mill  privileges, 
for  they  would  only  in  the  emergency  allow  the  one-tenth  to  become 
three-tenths.  The  whole  scheme  of  water  pumping  is  what  is  called 
on  the  Mississippi  river  high  water  pilotage. 

It  may  be  demonstrated,  that  it  will  pay  to  use  the  water  power  we 
now  own  during  the  six  or  eight  months  that  we  have  it,  but  it  would 
need  a  careful  array  of  figures  to  exhibit  the  fact,  and  this  report  does 
not  contain  either  question  in  this  form,  or  answer.  But  even  with  the 
six  feet  extra  depth  of  water  in  the  Fairmount  pool  (however  desira- 
ble the  head  may  be  for  turbines),  the  continuance  of  the  turbine 
system  of  pumping  is  open  to  question.  From  a  mechanic's  point  of 
view,  one  cannot  discern  the  propriety  of  getting  up  a  rotary  motion 
through  the  complicated  machinery  of  a  turbine  at  high  velocity,  and 
gearing  down  to  a  reciprocating  motion  of  a  piston  pump,  when  it  is 
perfectly  feasible  (and  good  practical  examples  exist  to  demonstrate 
the  facts)  to  pump  directly  by  water  pressure  only.  We  do  not  be^- 
lieve  that  the  turbines  and  pumps  are  averaging  over  45  per  cent,  of 
duty,  or  ever  have  done  so. 

Passing  from  the  supply  and  apparatus,  which  suggest  another 
report  rather  than  these  few  remarks,  the  purity  of  the  water  is 
even  more  important  than  the  quantity.  Here  we  have  an  admirable 
appendix  by  Col.  Adams,  who  seems  to  have  thought  vigorously  and 
Boundly  on  the  subject.  A  counteracting  document  is,  however,  found 
in  the  appendix  of  Booth  and  Garrett,  who  have  cleverly  ignored  all 
the  conclusions ;  but  we  think  the  sense  of  the  community  will  side 
with  the  engineer  rather  than  with  the  chemists.  Authorities  agree 
in  saying  that  the  presence  of  definite  quantities  of  organic  matter  do 
not  render  water  unhealthy. 

The  averment  that  it  is  not  the  quantity  but  the  nature  of  the  organic 
matter  which  determines  the  pollution,  is  happily  illustrated  by  the 
remark  that  ten  grains  of  sewage  substance  to  a  gallon  might  prove 
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deleterious,  while  one  hundred  grains  of  tea  or  coffee  would  be 
healthful  and  refreshing.  This  averment  is  permitted  to  lose 
all  its  force,  by  the  subsequent  assumption,  when  instituting-  com- 
parisons of  Schuylkill  with  other  waters,  that  the  organic  matters 
present  in  each  are  the  true  measure  of  vitiation.  Another  assertion 
of  the  chemists  needs  qualification.  They  say,  '^  River  water  has 
been  used  (as  a  beverage)  from  the  earliest  times  without  the  slightest 
injurious  effect."  Take  the  Illinois  river  for  an  example  (even  before 
the  Chicago  sewage  emptied  into  it).  We  think  the  residents  on  its 
^'bottoms"  would,  as  a  steady  drink,  advise  whisky! 

Recurring  to  the  nature  of  organic  substances  in  water,  we  can 
say  positively  that  water  which  has  generated  typhus  fever  of  the 
worst  character,  has  been  found  to  have  but  very  little  organic  mat- 
ter, but  the  balance  of  all  medical  (not  chemical)  authority  is,  that  in 
time  sooner  or  later,  water  contaminated  with  sewage  will  become  the 
vehicle  of  disease  of  fearful  character  if  not  extent. 

With  this  fact  before  us,  it  is  to  be  regretted  that  the  recommenda- 
tion for  immediate  construction  of  an  intercepting  drain  to  take  off 
the  sewage  of  Manayunk,  the  Ghelten  Hills  and  Germantown  did 
not  meet  the  unanamous  approval  of  the  Commission.  Should  this 
sewer  be  built  at  any  future  time,  it  will  be  found  necessary  to  con- 
vey it  across  the  river  (under  the  dam,  possibly),  and  extend  it  down 
to  the  Delaware ;  for  it  would  never  answer  to  discharge  so  much 
sewage  as  will  come  from  the  combination  of  these  sources,  together 
with  the  Mantua  sewage,  into  the  slow  tidal  stream  of  the  Schuylkill 
below  Fairmount  dam. 

It  would  have  been  very  well  if  the  Commission  had  discussed  and 
expressed  an  opinion  as  to  the  condition  of  the  Fairmount  pool,  and 
advised  some  steps  for  its  purification. 

The  expectation  that  purity  of  water  would  be  ensured  in  the 
winter  by  the  remaval  of  a  few  patches  of  ice,  is  too  absurd  to 
need  argument  to  refute  it.  The  probability  is  that  a  considerable  part 
of  the  decomposition  of  Manayunk  sewage  at  that  season  takes  place 
inside  the  city  water  pipes  themselves,  as  there  only  is  the  water  warm 
enough  to  decompose  organic  matter.  At  all  events  denuding  one 
thousandth  part  of  the  surface  of  the  river  in  ice  getting,  is  by  no 
means  the  exposure  which  will  constitute  perfect  '^aerating"  (if  that 
is  the  right  word). 
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Bat  even  if  this  proceeding  effected  all  that  could  be  wished  in  win- 
ter, the  low  water  summer  condition  of  the  pool  is  truly  deplorable, 
and  embankment  and  excavation  is  immediately  requisite.  Not  only 
should  the  iSats  which  are  alternately  flooded  and  laid  bare  by  the 
fluctuations  of  the  stream  be  removed,  and  stone  walls  or  gravel 
banks  be  established  on  the  margin,  but  the  vegetable  matter  of  the 
bottom  should  be  dredged  to  such  depth,  as  will  prevent  active  de-^ 
composition  of  any  substances  which  may  be  deposited. 

The  condition  of  the  Delaware  point  of  supply,  can  only  be  allu*. 
ded  to  say  that  it  is  even  worse  than  that  of  the  Schuylkill. 

There  are  other  matters  disposed  of  in  the  report — the  slack  water^ 
system  with  reservoirs  for  supply,  the  Delaware  river  scheme,  and  the 
Perkiomen  scheme.  But  to  these  the  adverse  opinion  of  the  Commission^ 
will  meet  general  approval. 

We  should  have  liked  to  discuss  the  nature  of  the  territory  whicK 
forms  the  watershed  of  our  rivers,  from  which  we  must  look  for  sup* 
ply ;  its  general  aridity,  absence  of  standing  water,  lakes  or  ponds^ 
and  infrequency  of  perennial  springs  (making  a  deficiency  of  natural^ 
storage),  and  especially  the  immediate  effect  of  low  dew  point  upon: 
ri^infall,  etc.,  etc.;  but  the  length  of  this  notice  compels  abrupt 
termination,  as  it  has  compelled  assertion  rather  than  explanation' 
or  argument. 

Announceilieilt  of  Lectures  to  be  given  before  the  Franklin'' 

Institute  at  their  Hall,  commencing  Thursday,  November  4th,  1875 :. 

Six  Lectures  by  Prof.  Edwin  J.  Houston,  on  Acoustics^' 

November  4th,  11th,  18th,.  25th,  December  2d,  9ih.  { 

Two  Lectures  by  William  H.   Wahl,  Ph.D.,        on.  Gas  Lighting, 

December  7th,  16th.  ■>, 

.  Four  Lectures  by  Mr.  D.  D.  Willard,  on  Mathematics, 

NoTember  9th,  16th,  28d,  80th.  i 

Two  Lectures  by  Theo.  D.  Band,  Esq.,  on  Mineralogy^ 

December  14th,  2lBt. 
The  order  of  Lectares  after  the  holidays  wiU  be  giTen  in  good  season :  > 

One  Lecture  by  C.  B.  Dudley,  Ph.D.,  on  Artificial  IceJ 

Three  Lectures  by  Prof.  P.  E.  Chase,  on  Natural  Physics; 

Three  Lectures  by  Mr.  BobertBriggs,  on  Steam  Boilers* 

Two  Lectures  by  Prof.  D.  Cope,  on  Paleontology^ 

One  Lecture  by  Mr.  Jos.  Zentmayer,  on  The  Lens^ 

:   Two  Lectures  by  Prof.  B.  E.  Bogers,  on  Chemical  Force. 

Besides  these,  there  wUl  be  a  number  of  Lectures,  the  Subject  not  yet  fully  deoid4<i 

upon,  but  which  will  be  announced  in  due  time. 
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Hall  of  thr  Institute,  Oct.  20tb,  1876. 

The  stated  meeting  of  the  Institute  was  called  to  order  at  8  o'clock 
P.  M.y  Vice-President  Chas.  S.  Close  in  the  chair. 

There  were  present  two  hundred  and  thirty-three  members  aad 
thirty-seven  visitors. 

The  minutes  of  the  stated  meeting  for  September  were  read  and 
approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  their  meeting  held  on  the  13th  inst.,  there  were 
six  persons  elected  members  of  the  Institute  and  the  following 
donations  made  to  the  library : 

Explorations  of  the  Colorado  River  of  the  West  and  its  Tribu- 
taries. Explored  in  1869, 1870, 1871  and  1872,  under  the  direction 
of  the  Secretary  of  the  Smithsonian  Institution.  Washington,  1875. 
From  the  Secretary  of  the  Interior. 

The  Uranian  and  Neptunian  Systems,  investigated  with  the  26- 
inch  Equatorial  of  the  United  States  Naval  Observatory,  by  Simon 
Newcomb,  LL.D.    Washington,  1875.     From  the  Author. 

Jahrbuch  der  E.  E.  Geologischen  Reichanstalt.  Vol.  25,  Janu- 
ary to  March.     Vienna,  1875. 

Yerhandlungen  d.  E.  E.  Geologische  Reichsanatalt.  Nos.  1  to  5 
inclusive,     1875. 

Die  Culm  Flora  des  Mahriech — Schlesischen  Dachschiefers  von 
D.  Sturr.    Vienna,  1875.     From  the  E.  E.  Geological  Society. 

Forty-second  Annual  Report  of  the  Royal  Cornwall  Polytechnic 
Society,  1874.     From  the  Society. 

Third  Annual  Message  of  William  S.  Stokley,  Mayor  of  the  City 
of  Philadelphia,  with  the  Accompanying  Documents,  June  24, 1875. 
From  the  City  Government. 

Transactions  of  the  Royal  Irish  Academy.  Vol.  25,  XI.  Report 
on  the  Strength  of  Single-riveted  Lap  Joints,  by  Bindon  B.  Stony, 
M.A.,  with  Tables  and  Plate  XXV.  Dublin,  1875.  From  the 
Society. 

Quarterly  Weather  Report  of  the  Meteorological  Office.  Part  I, 
January  to  March,  1874.  Report  of  the  Meteorological  Committee 
of  the  Royal  Society  for  the  year  ending  December  31, 1864.  From 
the  Meteorological  Committee  of  the  Royal  Society,  London. 

Amphiorama  ou  la  Vue  da  Monde.  2me  Notice  la  Mar^e  dans 
le  Bassin  du  Spitzberg  et  le  flat  qui  contourne  la  tdte  dn  Oroen- 
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land ;  aussi  Tarriv^e  do  la  lamiere  au  p61e  pour  la  premiere  fois  ob- 
serve et  decrit,  par  F.  W.  G.  Trafford.  Zurich,  1875.  From  the 
Author. 

Tables,  Meteorological  and  Physical,  prepared  for  the  Smith- 
sonian Institution  bj  Arnold  Guyot,  P.  D.,  etc.  Washington,  D.  0. 
From  the  Smithsonian  Institution. 

Bulletin  of  the  National  Association  of  Wool  Manufacturers,  July 
to  September,  1875.     Boston,  Mass.     From  the  Association. 

Annual  Report  of  the  Board  of  Regents  of  the  Smithsonian  Institu*^ 
tion  for  the  year  1874.  Washington,  D.  C.  From  the  Smithsonian 
Institution. 

The  Actuary  also  reported  that  in  accordance  with  the  recommen- 
dation of  the  Committee  on  Science  and  the  Arts,  the  Board  of 
Managers  have  awarded  the  Scott  Legacy  Premium  and  Medal  to 
B.  B.  Goodyear  for  his  improvements  in  box  motions  for  looms. 

The  Secretary  read  from  the  minutes  of  the  Board  of  Managers 
the  report  of  the  Committee  on  Publication  in  relation  to  reprinting 
the  reports  on  '^ Steam  Boiler  Explosions"  and  '*  Strength  of  Mate- 
rials/' and  the  action  of  the  Board  adverse  to  the  reprinting,  and  also 
to  the  expenditure  of  $1000  for  making  tests  of  iron  and  steel,  and 
on  motion,  this  action  was  approved. 

Thb  Committeb  on  the  letter  of  the  British  Minister  to  the  United 
States,  in  relation  to  the  Albert  medal  of  the  Society  of  Arts,  prcr 
sented  the  following  report,  which  was  adopted,  with  the  appended 
resolution : 

The  committee  to  whom  was  referred  the  consideration  of  what 
should  be  done  in  relation  to  the  request  of  Sir  Edward  Thornton^ 
*^that  the  Institute  should  present  to  the  Society  of  Arts,  London, 
the  names  and  testimonials  of  persons  eminent  in  the  arts  who  could 
be  recommended  as  worthy  of  the  •  Albert  medal,'  "  ask  to  report: 

That  the  nomination  of  such  gentlemen  is  in  the  opinion  of  your 
committee  a  subject  of  great  delicacy,  and  that  however  honorable 
the  endorsement  and  advocacy  of  the  Institute  might  be«  the  public 
announcement  of  the  fact,  unless  followed  by  the  desired  result, 
would  be  a  source  of  annoyance  to  those  whom  it  sought  to  advance. 

Any  person  who  should  become  the  recipient  of  such  an  acknowl- 
edgment of  ability  and  merit,  would  be  more  gratified  by  ignorance 
of  the  steps  which  promoted  it,  and  would  feel  aggrieved  to  be  in- 
formed of  cavils  or  personalities  that  may  have  ensued. 

When  we  examine  the  record  of  the  lives  and  thoughts  of  our  em- 
inent men  of  former  days,  it  is  noticeable  how  detraction  and 
calumny,  bickerings  and  discontent  have  followed  them  in  some  pro- 
portion to  their  very  superiority,  and  it  is  desirable  that  such  may 
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not  find  public  expression  in  prelade  to  the  declaration  of  opiDioa 
from  oyr  Institute  to  the  Society  of  Arts, 

The  Institute  at  a  yearly  election  chooses  a  Board  of  Managers, 
to  whom  it  confides  its  interests  in  various  ways,  and  it  seems  to  your 
committee  that  the  choice  of  persons  worthy  of  honor  had  best  be 
referred  to  them,  and  that  in  this  particular  the  expression  of  opinion 
by  the  Institute  can  be  safely  placed  in  their  hands. 

As  a  parallel  case  we  instance  the  nomination  for  honorary  mem- 
bership, which  is  effected  by  the  Board  of  Managers,  who  send  the 
names  to  the  Institute  for  subsequent  election  and  ratification  by 
vote.  Similarly,  the  nomination  of  gentlemen  who  would  honor  the 
medal  proffered  by  the  Society  of  Arts,  could  with  propriety  be  made 
to  the  elective  body — ^in  this  case,  the  Society  of  Arts — and  if  the 
result  is  the  donation  of  the  prize,  the  instrumentality  of  the  Insti- 
tute would  then  become  public. 

With  these  views  the  committee  submit  the  attached  resolution,  and 
ask  to  be  discharged. 

Robert  Briggs, 

B.  C.  TlLGQMAN, 

S.  W.  Roberts. 
Hall  of  the  Franklin  Institute,  Phila.,  Oct.  20,  1875. 

RESOLUTION. 

Besolvedy  That  the  Board  of  Managers  are  hereby  requested  to 
consider  and  act  upon  the  communication  of  Sir  Edward  Thornton 
relating  to  the  '^  Albert  medal/'  and  in  behalf  of  the  Institute  recom- 
mend such  persons  as  in  their  judgment  are  worthy  to  be  associated 
publicly  with  those  eminent  men  who  have  already  received  this  evi- 
dence of  estimation. 

The  Committee  on  establishing  a  Museum  of  Industrial  Art  in 
Philadelphia,  presented  the  following  report,  which  was  adopted : 

The  project  of  establishing  a  museum,  having  for  its  object  the 
advancement  of  the  industrial  arts,  is  one  in  which  the  Franklin  In- 
stitute, above  all  other  educational  institutions,  should  take  an  active 
part,  as  no  better  means  could  be  devised  for  carrying  out  the  ob- 
jects for  which  it  was  organized,  than  by  bringing  together  specimens 
of  products  of  the  various  industrial  arts  from  the  earliest  period 
down  to  the  present  time,  and  showing  by  comparison  the  wonderful 
progress  made  during  the  various  periods  of  the  world's  history. 
This  can  only  be  done  by  founding  such  a  museum,  as  it  is  now  pro- 
posed to  do,  and  it  is  fortunate  for  us  that  so  many  of  the  means 
necessary  to  make  it  successful,  are  all  ready  at  our  hands.  The  act 
of  the  State  Legislature,  authorizing  the  loan  of  a  million  of  dollars, 
and  creating  the  State  Board  of  Supervisors,  was  to  erect  a  memorial 
building  to  be  used  as  a  museum  for  all  time,  and  this  building  has 
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been  planned  with  a  view  to  its  adaptation  for  the  purposes  of  an  art 
museum,  and  competent  persons  have  declared  it  to  be  most  admirably 
adapted  to  the  purpose. 

A  committee  of  citizens  was  organized  for  the  purpose  of  applying 
to  the  proper  authorities  for  the  use  of  memorial  building  for  this 
purpose,  and  through  the  kindness  of  its  Chairman,  Dr.  Wm.  Pepper, 
your  committee  were  invited  to  be  present  at  a  meeting  held  on  the 
7th  inst.,  at  which  the  matter  was  fully  discussed,  and  a  plan  of  or- 
ganization was  adopted,  and  on  the  12th  inst.,  it  was  laid  before  the 
bodies  having  charge  of  the  building,  consisting  of  the  State  Board 
of  Supervisors,  the  Park  Commission,  and  the  city  ofiScials,  and  was 
referred  by  them  to  a  committee  consisting  of  the  Hon.  Alex.  Henry, 
of  the  State  Board,  Theo.  Cuyler,  Esq.,  of  the  Park  Commission, 
and  John  L.  Shoemaker,  Esq.,  of  the  City  Councils,  and  the  Hon. 
M.  McMichael,  the  Chairman  of  the  meeting.  These  gentlemen  have 
the  matter  in  their  charge,  and  will  report  to  the  committee  of  citi- 
zens at  some  future  time,  and  which  your  committee  most  sincerely* 
hope  may  be  in  favor  of  the  plan  of  organization  proposed,  and  ask- 
ing to  be  continued,  we  remain 

J.  E.  Mitchell,  CKn, 
John  Sartain, 
Coleman  Sellers, 
J.  B,  Knight. 

Mr.  Solomon  W.  Roberts  announced  the  death  of  Mr.  Wm.  E. 
Morris,  civil  engineer,  a  life  member  of  the  institute,  and  gave  some 
account  of  his  life  and  service,  and  moved  the  adoption  of  the  fol- 
lowing : 

Whereat^  William  E.  Morris,  civil  engineer,  an  old  and  highly  re- 
spected member  of  the  Franklin  Institute,  died  suddenly  of  disease 
of  the  heart,  on  Friday,  October  15th,  1875,  in  the  64th  year  of  his 
age. 

Resolvedy  That  the  Franklin  Institute  deeply  regrets  the  death  of 
Mr.  Morris,  by  which  it  has  lost  a  valued  member,  and  the  city  of 
Philadelphia  a  highly  respected  and  eminently  useful  citizen. 

Besolvedy  That  in  his  professional  career  as  a  civil  engineer,  for  a 
long  period  of  years^  Mr.  Morris  has  shown  great  industry,  strict 
integrity,  and  marked  ability,  and  has  left  a  reputation  for  upright- 
ness and  trustworthiness  which  is  well  worthy  of  record  and  of  imi- 
tation. 

Eesolvedy  That  a  copy  of  these  resolutions  be  signed  by  the  officers, 
of  this  meeting,  and  transmitted  to  the  family  of  Mr.  Morris. 
«Mr.  Coleman  Sellers  seconded  the  motion,  and  expressed  the  wish 
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that  Mr.  Roberts  would  prepare  his  remarks  for  publication :  where- 
upon the  preamble  and  resolutions  were  adopted. 

The  Secretary  presented  his  report  on  novelties  in  science  and  the 
mechanic  arts,  embracing  Brayton's  Ready  Motor,  or  High  Pressure 
Gas  Engine,  and  by  the  aid  of  the  lantern,  gave  a  description  of  it, 
and  with  the  assistance  of  the  inventor,  illustrated  its  principle,  and 
the  mode  of  operating  it. 

Also,  The  National  Timber  Preserving  Company's  apparatus  for 
impregnating  timber  with  antiseptics,  by  forcing  a  solution  through 
the  pores  of  the  wood. 

The  Secretary  stated  that  the  commission  on  the  water  supply  of 
the  city  had  completed  its  labors,  and  that  he  had  been  presented 
with  a  copy  of  their  report,  which  he  presumed  would  soon  be  ready 
for  distribution. 

Mr.  Edward  Brown  oflFered  the  following,  which  was  adopted  : 

Besolvedj  That  the  Secretary  be  requested  to  send  notice  of  the 
Centennial  Exhibition  to  kindred  foreign  societies,  and  extending  the 
privileges  of  our  reading  room  to  their  accredited  members,  at  the 
discretion  of  the  President. 

On  motion,  the  meeting  adjourned. 


J.  B.  Knight,  Secretary. 


A  New  Form  of  Magic  Lan- 
torn. — As  some  of  our  readers  are 
no  doubt  interested  in  the  subject  of 
magic  lanterns,  as  they  have  of  late 
years  been  developed  into  philo- 
sophical instruments  for  the  demon- 
stration of  the  principal  phenomena 
of  optics,  we  publish  in  this  place  a 
late  report  of  the  Committee  of  Sci- 
ence and  the  Arts,  on  one  of  these, 
which  seems  to  have  achieved  the 
widest  reputation,  together  with  a 
wood-cut  of  the  same,  which  has 
been  furnished  to  us  by  the  manu- 
facturers, Messrs.  Geo.  Wale  &  Co., 
of  Hoboken,  N.  J. 
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Hall  of  the  Franklin  Institute, 

Philadelphia,  May  80,  1875. 

The  Sub- Committee  of  the  Committee  on  Science  and  the  Arts, 
constituted  by  the  Franklin  Institute  of  the  State  of  Pennsylvania, 
to  whom  was  referred  for  examination  the  College  Lantern,  and 
attachments,  of  George  Wale  &  Co.,  report  that  they  have  examined 
the  articles  specified,  and  find  them  worthy  of  high  commendation. 
The  lantern  itself  is  convenient  in  size,  tasteful  in  design,  and  of 
ingenious  construction.  .  The  frame  is  of  heavy  brass,  the  sides 
being  of  sheet  metal,  and  screwed  upon  it.  The  general  workman- 
ship is  good,  and  the  finish  sufiScient  for  apparatus  of  this  kind. 

The  point  of  special  merit,  however,  is  the  very  simple  and  satis- 
factory device  adopted  for  converting  the  horizontal  lantern  into  a 
vertical  one.  This  is  effected  by  hinging  horizontally  the  plate 
which  carries  the  anterior  lens  of  the  condenser.  By  throwing  this 
up  into  a  horizontal  position,  and  placing  the  inclined  mirror  in  the 
space  thus  formed,  a  most  excellent  vertical  lantern  field  is  obtained. 
The  attachment  of  the  arm  which  carries  the  objective  to  this  mov- 
able plate,  is  also  an  ingenious  and  effective  arrangement.  The  polar- 
izing attachment  appears  also  to  be  worthy  of  special  mention.  Its 
position  and  the  facility  with  which  it  may  be  put  in  place,  and  op- 
erated, are  points  of  real  practical  value.  The  microscopic  and 
Bpectroscopic  attachments  are  well  arranged,  and  do  their  work  in 
the  most  satisfactory  way.  In  use  the  lantern  performs  admirably, 
giving  a  bright  and  uniformly  illuminated  field,  with  all  the  above 
mentioned  attachments. 

It  may  be  used  equally  well  for  the  oxyhydrogen  or  the  electric 
light,  the  body  being  mounted  on  four  upright  pillars. 

The  committee  believe,  therefore,  that  the  College  Lantern,  manu- 
factured by  George  Wale  &  Co.,  is  the  best  lantern  of  high  grade 
which  is  for  sale  in  the  country.  It  is  an  excellent  piece  of  appar- 
atus, exceedingly  well  arranged,  and  convenient.  It  has  a  great 
variety  of  attachments,  which  can  be  readily  and  rapidly  fitted  to  it, 
thus  making  it  really  a  universal  lantern.  To  this  opinion,  the 
committee  would  add  that  of  several  distinguished  scientific  gentle- 
men, entirely  competent  to  judge  of  its  merits,  having  had  it  for 
some  time  in  use.  Their  testimony  is  universally  and  strongly 
favorable. 

In  consequence  of  the  above-mentioned  advantages  of  the  College 
Lantern  and  its  attachments,  the  committee  recommend  the  award  to 
Messrs.  George  Wale  &  Co.,  of  the  Scott  Legacy  Medal  and 
Premium. 

(Signed.)  George  F.  Barker,  Chairman. 

Chas.  H.  Mills, 
Chas.  Bullooe. 

By  order  of  the  Committee  on  Science  and  the  Arts. 

J.  B.  Knight,  Secretary. 
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Goodyear's  Lnproyemeiit  in  Shuttle  Box  Mechaniflm. 

Hall  op  thb  Peanklin  Institutk. 

Philadelphia  Augtut,  27M,  1875. 

The  Committee  on  Science  and  the  Arts,  constituted  by  the  Frank- 
lin Institute  of  the  State  of  Pennsylvania,  to  whom  was  referred  for 
examination,  the  application  of  Robert  Bams  Goodyear,  for  Impro- 
ved box  motion. 

Report:  After  visiting  several  factories  where  these  improvements 
are  in  daily  service  on  power  looms  and  investigating  the  state  of  the 
arts,  find  this  improvement  in  drop  box  looms,4s  the  subject  of  Letters 
Patent  of  the  United  States,  No.  144,089,  dated  October  28th, 
1873  and  denominated,  ^'  improvement  in  shuttle  box  opera- 
ting mechanism,"  and  its  object  is  to  efiect  the  various  ad- 
justments of  the  drop-box  of  looms,  for  weaving  the  description  of 
goods  known  by  the  name  of  checks,  or  ginghams ;  and  of  all  the 
materials  in  common  use  for  cloth,  as  cotton,  woolen,  linen,  and  silk, 
or  a  mixture  of  them.  The  check  is  formed  by  having  the  warps 
striped  in  a  certain  order,  by  warping  yarn  of  difierent  qualities  either 
as  to  number  or  color,  and  crossing  these  stripes  in  weaving,  at  the 
proper  intervals  to  form  squares,  with  the  corresponding  kinds  of 
weft ;  checks  therefore  are  woven  with  a  variety  of  shuttles,  corres- 
ponding to  the  number  of  colors,  or  kinds  of  yam  used  as  weft,  to 
form  the  pattern  with  the  warp.  The  shuttles  therefore  must  be 
changed,  for  the  purpose  of  weaving  with  them,  and  this  is  done,  by 
rendering  the  box  which  contains  them  movable,  at  least  at  one  end 
of  the  lathe,  and  forming  the  box  with  a  separate  berth  for  each  of 
the  shuttles,  the  movement  of  the  whole  box  is  therefore  made  in  a 
certain  measured  manner,  corresponding  to  the  breadth  of  each  of 
the  separate  berths,  so  that  any  of  the  shuttles,  may  be  brought  as 
required,  to  the  plane  of  the  race  and  the  reed,  and  used  till  another 
change  becomes  necessary,  these  changes  are  regulated  by  an  index 
or  pattern  wheel. 

d^here  are  three  methods  in  common  use  in  which  the  box  is  made 
for  effecting  the  required  change  of  the  shuttles.  By  one  method,  it 
is  made  to  slide  vertically,  with  the  berths  or  shuttle  box  shelving 
above  each  other,  parallel  with  the  race,  this  is  called  the  drop-box 
and  was  invented  by  Robert  Key  in  1760.  Another  method  is  the 
swing  box,  which  is  made  to  vibrate  horizontally  in  the  plane  of  the 
race,  by  being  attached  to  a  pendulous  framing,  supported  on  pivots 
from  the  lathe,  and  Dr.  Cartwright  has  the  merit  of  this  invention 
patented  in  1792. 

Another  method,  is  the  revolving  box,  patented  by  W.  Boyd  of 
Connecticut  in  1828.  It  was  not  however  until  the  year  1830  to 
1835,  that  light  fancy  fabrics  with  smidl  patterns  began  to  be  exten- 
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Biyelj  introdaced  in  manafactories.  Checks  and  ginghams  are  generally 
heavy  made  fabrios,  about  the  set  of  calicoes;  and  therefore  no 
special  adaptation  of  the  looms  is  necessary  for  them,  excepting  that 
dependent  on  the  motion  for  changing  the  shuttles.  The  first  method, 
or  drop-box,  from  its  stability  of  action,  is  the  one  adopted  by  Mr. 
Goodyear,  and  the  mechanism  for  moving  this  kind  of  a  shuttle  box 
is  the  object  of  his  patent.  The  number  of  plans  that  have  been 
tried  for  moving  shuttle  boxes,  is  very  numerous,  and  by  far  the  lar- 
gest number  of  them  have  not  succeeded.  The  essential  features  in 
a  complete  power  loom  for  making  the  various  kinds  of  checks  and 
ginghams  are  an  index  for  the  pattern,  which  must  have  an  extensive 
ranse  such  as  can  only  be  attained  by  using  an  endless  chain ;  the 
mechanism  for  shifting  the  shuttle  box,  must  be  so  made,  that  any 
shuttle  can  be  brought  into  play,  so  as  to  make  any  pattern  that  can 
be  imagined.  If  the  box  is  not  brought  to  its  proper  position  when 
shifted,  there  must  be  a  protection,  to  stop  the  loom  to  prevent  dam- 
age being  done  to  the  shuttle  box,  or  the  mechanism  must  be  so  con- 
trived within  itself  as  to  become  a  protector.  The  shuttle  box  must 
be  free  from  all  injurious  influences  of  a  dangling,  or  uncertain  ac- 
tion. 

By  the  peculiar  construction,  as  will  be  readily  seen  by  reference 
to  his  patent.  Mr.  Qoodyear  has  essentially  filled  these  conditions^ 
and  in  practice  we  find,  the  shuttle-box  operating  mechanism  to  move 
the  boxes  with  ease  and  precision,  so  that  the  shuttles  can  be  used  in  the 
sequence  desired ;  without  danger  of  damage  to  the  mechanism,  to  the 
shuttle-boxes,  or  to  the  picker  motion,  and  that  the  pattern  is  con- 
trolled by  endless  chain,  giving  any  practical  range  desired. 

Mr.  Goodyear  has  devoted  nearly  80  years  of  his  life  in  perfecting 
looms  for  weaving,  with  movable  shuttle-boxes,  during  which  time  he 
has  made  numerous  inventions,  among  which  the  most  notable  was 
an  invention  in  1848  called  the  ^^  pins  of  difierent  lengths"  and  which 
placed  the  box  loom  far  in  advance  of  all  previous  ones,  and  almost 
on  a  par  with  the  one  shuttle  loom  of  that  day  as  to  simplicity  of  action 
and  speed.     The  pin  in  the  index  or  pattern  wheel  prior  to  the  Good- 

J  ear  invention  merely  designated  a  movement  of  the  box  from  one 
erth  or  shuttle  to  another,  resulting  in  frequent  mistakes  by  putting 
in  the  wrong  color;  thus  spoiling  the  pattern  and  requiring  ceaseless 
attention  and  great  skill  on  the  part  of  the  weaver,  and  causing 
power  loom  weaving  to  linger  for  a  long  time  behind  the  hand  loonw 
In  the  Goodyear  invention  the  Index  pins  were  made  of  different 
lengths,  each  length  designating  a  color,  thus  bringing  check  weaving 
by  power  to  a  definite  principle,  and  enabling  plain  cloth  weavers 
to  tend  these  looms,  besides  increasing  the  speed  of  the  looms  from 
eighty  shots  a  minute  to  one  hundred  and  thirty,  a  speed  which  is  not 
excelled  by  any  other  looms  having  movable  shuttle  boxes. 
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And  Committee  recommends  that  the  Scott  Legacy  premiam  and 
medal  be  awarded  to  Robert  Bams  Goodyear,  for  his  improvement 
in  shuttle  box  mechanism,  as  Patented  October  28th,  1873. 

Signed,  H.  F,  West. 

Coleman  Sellers,  Oct.  6th  1875.  L.  L.  Cheney. 

Barton  H.  Jbnks. 

By  order  of  the  Committee  on  Science  and  Art. 

J.  B.  Knight,  Secretary. 

Flanged  FulleyB. — There  are  some  places  where  the  use  of  flanged 
sides  to  retain  the  belt  upon  the  faces  of  pulleys,  is  desirable  if  not  essen- 
tial. Thus  for  driving  a  ball  governor,  which  requires  no  power  whatever 
when  in  motion  at  uniform  speed,  but  demands  an  application  of  force 
sufficient  to  lift  the  balls  from  their  position  of  rest  into  their  place 
of  rotation  in  the  very  short  interval  of  time  of  starting  an  engine, 
(which  starting  is  generally  without  work  upon  the  engine),  flange 
pulleys  are  almost  essential  to  keep  the  belt  from  sliding  off  the  edge 
of  one  or  the  other  of  the  pair  of  pulleys.  For  tightners  on  some 
classes  of  machines  and  for  mule  pulleys  the  same  necessity  exists. 
In  such  cases  most  machinists  have,  however,  encountered  the  difficulty 
especially  with  long  belts,  arising  from  the  belt  riding  upon  the  flange 
or  its  side,  and  if  not  running  off  altogether,  of  stretching  the  edge  in 
places  and  thus  destroying  the  belt  rapidly. 

By  giving  the  flange  the  correct  shape  indicated 
in  the  figure,  it  will  be  found  possible  to  avoid  any 
of  these  accidents,  and  that  flanged  pulleys  will 
become  as  serviceable  as  any  others.  The  shape 
to  be  given  is  simply  that  obtained  by  cutting 
away  the  base  of  flange  (as  at  A  A)  and  allowing 
the  edge  of  the  belt  to  come  in  contact  with  the  outer  periphery  only. 
Pulleys  thus  formed,  present  to  the  unaccustomed  eye  of  a  machinist, 
a  somewhat  strange  look,  and  except  the  reason  were  explained,  he 
would  think  some  bad  workmanship  had  cut  away  the  fillet  at  the  base 
of  the  flange  improperly.  But  the  fact  is  positive,  and  the  eye  soon 
appreciates  any  such  essential  feature.  It  may  be  added  that  long 
belts,  whether  on  flanged  or  plain  faced  pulleys,  had  best  be  crossed 
for  regularity  of  velocity  and  quantity  of  power  to  be  imparted  by 
them,  as  well  as  for  durability. 
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^fvH  and  j^tclmnfi|al  llnginefring. 

THE  LOWELL  AND  LYNN  COMPOUND  PUMPING  ENGINES. 
Mr.  Jambs  H.  Harlow. 

WWi.  mU  hy  the  EdUor  of  the  Jovkmal. 

From  the  Transactiops  of  the  American  Society  of  Civil  Engin- 
eers. Extracted  from  discussion  on  papers  before  the  Society  at 
their  seventh  annual  meeting  in  June,  1875.  In  the  course  of  pro-  * 
oeedings  when  the  subject  of  pumping  engines  was  under  considera- 
tion,  Mr.  James  H.  Harlow,  M.  A.  S.  C.  E.,  made  the  following 
statement: 

The  Lynn  and  Lowell  engines  are  considered  the  best  pumping 
engines  in  the  country,  because  they  gave  the  highest  duty  of  any 
on  special  trial,  viz. :  108,923,215  and  98,002,272  feet  pounds  res- 
pectively. A  high  duty  in  a  special  test  is  of  no  practical  value  to 
those  using  the  engine,  except  to  show  whether  the  engine  is  a  goo^. 
or  poor  one.  An  engine  that  will  not  give  a  high  duty  on  special 
trial  will  not  be  likely  to  give  so  good  a  duty  on  a  yearly  run. 

The  duty  of  an  engine  for  practical  purposes  should  be  calculated 
on  the  total  amount  of  coal  used,  without  deduction  of  any  kind  what- 
ever.    The  coal  must  be  paid  for,  whether  combustible  or  ashes.     On* 
a  special  test,  I  do  not  know  why  combustible  is  not  as  well  as  any-' 
thing  to  calculate  duty  on ;    for  in  comparing  two  engines  the  amount, 
of  combustible  should  be  taken  into  account.     The  point  where  these 
engines  are  to  be  beaten,  if  at  all,  is  in  their  cost.     If  the  interest  on  the 
extra  cost  of  one  engine  over  another,  exceeds  the  cost  of  the  saving . 
in  fuel,  it  will  be  cheaper  to  use  the  inferior  engine.     (This  does  not. 
cover  the  whole  question  but  is  the  main  item.)     The  cost  of  the  en^ 
gine  is  understood  to  mean  the  cost  of  everything  dependent  on  the 
style  of  engine. 

In  order  to  show  what  the  Lynn  and  Lowell  engines  do,  as  they 
are  usually  run,  I  have  prepared  the  accompanying  table  of  work 
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done  in  May,  1875.  The  notes  from  which  the  table  is  compiled 
were  taken  by  myself  from  the  books  of  record  kept  by  the  respective 
engineers  and  are  expressed  in  columns  -/4,  -B,  -P,  ff,  IT  and  J;  suf- 
ficient explanations  are  at  heads  of  these  columns.  Column  C  gives 
the  quotient  resulting  from  dividing  the  number  of  revolutions  by  the 
minutes  run.  The  rated  capacity  of  each  engine  is  5,000,000  gallons 
per  24  hours,  although  each  will  do  a  little  more.  In  order  to  pump 
5,000,000  gallons  in  24  hours  the  Lynn  engine  must  make  18  6  and 
the  Lowell  engine  11*18  revolutions  per  minute.  The  average  speed 
of  the  Lynn  engine  exceeds  the  above  by  0*48  per  cent.;  the  Lowell 
engine  never  came  up  to  the  speed  above,  the  average  being  but  76*2 
per  cent,  of  11*18  revolutions  per  minute.  The  reason  for  the  low 
speed  is,  that  the  engine  draws  from  a  filter  gallery  that  does  not  fur- 
nish a  full  supply  for  the  engine.  Column  2),  is  the  quotient  of  col- 
umn t7,  divided  by  6,000,000,  the  rated  capacity  of  each  engine. 
Column  E  shows  the  state  of  the  pump-well.  The  pump-well  of  the 
Lynn  engine  is  supplied  with  water  through  pipes,  connecting  with 
the  ponds  under  a  head  of  20  to  25  feet,  thus  enabling  the  engineer 
to  keep  practically  the  same  depth  of  water  by  opening  or  closing  a 
gate  at  the  engine  house.  The  pump-well  at  Lowell  receives  its  sup- 
ply through  a  pipe  connecting  with  the  filter  gallery,  which  in  turn 
receives  its  supply  by  the  infiltration  of  water  through  the  gravel ; 
thus  it  is  out  of  the  power  of  the  engineer  to  prevent  the  variation  in 
the  well,  which  sometimes  amounts  to  12  feet.  Column  J  is  the  total 
coal  minus  the  ashes,  divided  by  the  total  coal.  Column  J  is  the 
number  of  revolutions  multiplied  by  the  actual  capacity  of  the  pumps 
as  determined  by  experts,  viz.  186*7  and  310*4  gallons;  the  loss  of 
action  of  Lynn  pumps  was  8*9564  per  cent.,  and  of  Lowell  pumps, 
8*6197  per  cent.  Column  j^is  duty  by  formula  given  at  head  of  col- 
umn, in  which  Q-  =  gallons,  as  given  in  column  J;  H  =  dy- 
namic head,  as  given  in  column  F^  and  W  =  weight  of  coal 
in  pounds,  as  given  in  column  (7.  Column  X  is  a  duty 
calculated  on  the  assumption  that  the  Lowell  engine  runs  the 
game  length  of  time  as  the  Lynn  and  making  a  corresponding  increase 
in  amount  of  water  pumped  and  coal  used  while  running.  The  duty 
would  then  be  calculated  on  the  coal  given  for  the  Lowell  engine, 
minus  960  pounds  used  for  other  purposes  and  increased  by  the  same 
ratio  as  the  times,  between  the  Lowell  and  Lynn  engines,  plus  960 
pounds. 
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At  Lynn  are  two  boilers  (a  more  particular  description  of  which 
may  be  seen  in  the  report  of  experts*  upon  the  trial  of  the  engine,) 
both  of  which  are  generally  in  use.  There  is  also  a  small  boiler  used 
for  heating  the  building,  but  which  was  not  in  use  in  May.  The 
boiler  feed-pump  is  situated  in  the  boiler-room,  it  is  not  connected 
with  the  engine,  and  takes  steam  from  the  main  boiler.  The  expertsf 
find  that  this  feed-pump  uses  as  much  steam  in  8  hours  as  would  have 
been  used  in  52  hours,  if  connected  as  at  Lowell.  The  jackets  of  the 
steam  cylinder  are  supplied  with  steam  from  the  main  boiler. 

It  is  the  custom  at  Lynn  to  start  with  cold  engine,  boilers  and 
water,  to  run  several  days  at  about  62  per  cent,  of  the  engine  capac- 
ity and  then  to  allow  the  fires  to  burn  out,  lie  still  a  few  days  and 
start  again.  Before  starting  everything  is  cleaned  up.  The  amount 
of  coal  allowed  by  the  engineer  was,  in  May  3900  pounds,  or  355 
pounds  each  time  the  fires  were  banked.  There  are  also  allowed 
12,000  pounds  for  starting.  This  would  give  an  average  of  545  pounds 
each  time  the  steam  was  raised  after  banking,  and  1200  pounds  each 
time  steam  was  raised  from  cold  water.  This  method  of  running 
would  seem  to  be  the  most  economical  unless  the  deleterious  effect  of 
expansion  and  contraction  (by  reason  of  heating  and  cooling  of  the 
cylinder,  which  would  add  to  the  cost  of  repairs)  would  balance  the 
saving  in  coal  used.  The  force  main  is  20  inches  in  diameter  and 
1904  feet  long. 

At  Lowell  are  three  boilers  of  similar  construction^  to  those  at  Lynn  ; 
one  boiler  was  in  use  except  when  burning  cinders,  when  two  were 
used.  A  small  boiler  is  used  (in  which  steam  is  constantly  maintained) 
for  the  steam-jackets ;  when  the  engine  or  main  boilers  are  not  in  use 
360  pounds  of  coal  per  day  are  required.  During  the  time  the  engine 
is  running,  steam  is  supplied  to  the  jacket  from  the  main  boiler, 
being  shut  ofi"  from  the  small  boiler.  The  feed-pump  is  attached  to 
the  engine,  takes  water  from  the  hot  well  and  forces  it  through  a  heater 
24*5  feet  long  and  2*5  feet  in  diameter,  placed  in  the  flue  leading  from 
the  boiler  to  the  chimney  to  the  boiler.  The  engineer  claims  by  this 
means,  ho  utilizes  50^  of  heat  that  would  otherwise  be  lost.     There  is 

*JLynn  Water  Works.  Report  on  the  Trial  of  Duty  and  Capacity  of  the  Pumping 
Engine.     December,  1878. 

f  Report,  page  20. 

X  Mr.  Harlow  is  mistaken  as  to  the  construction  of  these  boilers.  Those  in  use  at 
Lowell  are  shown  at  the  end  of  this  article. 
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no  banking  of  fires  under  the  main  boiler,  the  fire  being  started  new 
each  morning  from  water  at  about  212®  (as  the  engineer  informs  mo.) 
The  engine  is  run  until  it  will  run  no  more,  reducing  the  steam  to  about 
17  pounds  pressure.  The  fires  are  allowed  to  remain  until  morning, 
when  they  are  dumped  and  new  started.  The  engineer  allows  600 
pounds  of  coal  for  raising  steam,  being,  with  360  given  above,  960 
pounds  used  for  other  purposes  than  making  steam  when  running- 
This  engine  is  compelled  to  run  each  day,  as  its  supply  is  drawn  from  the 
filter  gallery,  which  will  not  furnish  enough  to  run  at  maximum  speed 
for  a  few  days  and  then  allow  fires  to  burn  out  and  rest  awhile.  The 
force-main  is  24  inches  in  diameter  and  2,666  feet  long.  If  at  Lowell 
there  was  used  as  good  coal  as  at  Lynn,  the  engine  would  give  4*5  per 
cent,  better  duty.*     The  following  is  deduced  from  the  Table  : — 


GoLDMir  K. 

COLCMV  L. 

Lynn. 

LoweH 
1  020 

Lynn. 

Lowell. 

LoweU. 

Duty  on  avorsg^e  combastlblo 

4244 

99  299  S50 

Afi  7fU  finft 

107  739  900 

**      **  oofti  ufiod  whll6  runniDflT  ........ 

lOT  '.^30  861    1U2  9t)0  604 
122  130  844    y*^  3A2  OTA 

'^      "  combastlble  used  while  running. 

At  the  conclusion  of  Mr.  Harlow's  remarks,  Mr.  £.  D.  Leavitt 
said  (referring  to  the  report  of  the  Committee  on  Pumping  Engines, 
which  was  under  discussion  when  Mr.  Harlow  presented  his  state* 
ment) : 

The  superiority  of  beam-engines  in  respect  to  low  cost  for  repairs 
is  very  clearly  shown  by  the  returns  from  Chicago,  Louisville  and 
Cleveland — this  item,  in  many  cases,  ranks  second  to  fuel  only — and 
it  is  worthy  of  remark  that  at  Chicago,  with  a  duty  of  only  44,760,000 
feet  pounds;  and  coal  at  08.56  per  ton,  water  was  delivered  for  9*671 
cents — while  at  Salem,  with  a  duty  of  59,000,000  feet  pounds,  and 
coal  at  07.14  per  ton,  it  cost  12156  cents — per  million  gallons  raised 
one  foot  high. 


^References  made  in  the  table  : 
(a.) — Depth  of  water  in  well  below  guage — Lynn  20  feet,  with  but  little  yarialion. 
(6.) — Water  guage,  each  day  run, — Lynn  62,  and  Lowell  60*6  pounds.     Dynamic 

head  pumped  against — Lynn  163*25  feet. 
(e.) — Total  or  average  for  this  ran. 
(rf.) — At  Lynn  two  boilers  were  used  when  running,  and  at  Lowell  from  May  11th  to 

18th  and  from  May  25th  to  Slst;  the  remainder  of  the  time  at  Lowell  but  one 

was  used. 
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Comments  by  the  Editor  of  the  Franklin  Institute  Journal  : 

This  verj  full  and  at  the  same  time  succinct  statement  and  com- 
parison of  these  rival  engines  is  a  highly  acceptable  addition  to  our 
American  Engineering  reports,  and  forms  a  supplement  to  the  pre- 
vious reports  to  the  society,  which  have  been  published  in  its  pro- 
ceedings from  time  to  time. 

A  preliminary  remark  which  was  made  at  the  same  meeting  by  Mr. 
David  M.  Qreen,  M.  A.  S.  C.  E.,  coincides  so  entirely  with  the 
opinion  of  the  writer  that  he  thinks  it  well  to  corroborate  it  by  an 
example.  Mr.  Green  said :  "  The  necessary  elements  relating  to 
any  pumping  engine  and  its  appurtenances  being  giveuj  it  is  quite 
practicable  to  determine  in  advance  what  will  be  the  character  of  the 
performance  of  that  engine.'* 

The  Lowell  engine  with  boilers  and  appurtenances  was  built  to 
specifications  prepared  by  the  writer  of  these  comments,  who  controlled 
by  stipulations  as  to  performance  and  capacity,  and  constrained  by 
some  details  of  construction  given  in  the  advertisement  for  proposals, 
determined  the  proportionate  dimensions,  as  also  the  specific  mechan- 
ical construction  of  the  several  parts.  The  whole  was  built  and 
completed  under  bis  direction,  the  work  having  been  performed  at 
the  Southwark  Foundry  in  this  city,  of  which  establishment  he  was 
superintendent. 

The  engine  is  a  compound  one  of  the  rotative  (Simpson)  type,  and 
was  intended  to  follow  established  practice  as  to  dimension,  and  in 
every  particular  detail,  with  the  least  of  novelty  or  deviation,  only 
allowing  some  adaptation  of  arrangements  which  had  the  warrant  of 
years  of  use  in  England. 

In  weight  of  parts,  and  of  the  whole,  and  in  general  construction, 
it  is  thought  to  approach  more  nearly  to  a  ^'Simpson  **  engine  than 
any  other  in  America. 

There  were  some  demands  in  the  advertisement  for  proposals  which 
were  likely  to  be  injurious  to  engine  or  boilers,  and  which  were  finally 
insisted  upon  by  the  Water  Commissioners,  such  as  a  very  dubious 
patent  piston  packing,  no  doubt  very  satisfactory  to  the  patentee,  but 
not  so  certain  to  a  builder  under  penalty,  or  to  a  user  for  years  of 
continuous  service — a  patent  grate  without  dubiety,  as  the  writer  is 
confident  that  it  occasions  3  to  7  per  cent,  of  loss — a  requirement  for 
clustered  metal  water  valves,  of  area  referred  to  the  area  of  the  pump 
regardless  of  its  capacity  and  stroke.     This  arrangement  is  wasteful 
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in  wear,  and  invariably  noisy,  and  the  excess  of  dimension  for  the 
short  stroke  pnmp  aggravated  the  difficulty,  the  whole  being  greatly 
inferior  to  the  single  three  or  four  beat  valve,  of  proper  size  for  the 
work. 

The  engine  was  planned  not  for  5,000,000  gals.  (24  hours)  capacity 
as  a  maximum,  but  as  a  mean.  It  was  intended  to  run  from  8  to  14 
revolutions  per  minute,  and  to  pump  the  5,000,000  gals,  with  11| 
revolutions,  allowing  5  per  cent,  to  be  wasted  in  the  pump  and  its 
valves. 

The  weight  of  fly-wheel  had  been  specified,  but  was  decidedly  too 
low  for  ease  of  motion  at  the  centres,  and  almost  for  passing  them,  if 
the  speed  was  less  than  10  revolutions  per  minute,  when  the  steam 
should  be  cut  off  at  such  a  point  as  would  give  one  hundred  milUcns 
duty. 

The  principal  modifications  of  engine  in  the  way  of  novelty,  were 
a  peculiar  arrangement  of  joints  in  the  parallel  motion,  whereby  the 
radius  bars  and  parallel  bars  were  all  single  rods,  a  special  cross- 
over casting  for  transferring  the  steam  from  small  to  large  cylinders, 
and  the  attempt  to  regulate  the  engine  automatically  against  variation 
of  steam  pressure  in  the  boilers,  by  the  German  cut-off  lifting  cam  act- 
uated by  a  governor.  The  entire  engine,  with  its  independent  bed- 
plate, horned  beam,  short  stroke  main  pump,  side  pipe  disposition, 
and  general  architectural  effect  was  peculiar,  but  from  an  engineer's 
(not  patentee's)  stand  point,  not  novel. 

The  boilers  were  of  a  style  designed  by  the  late  Jos.  Nason  and 
the  writer,  for  use  at  the  Capitol  in  Washington,  in  1856,  and  had 
had  the  sanction  of  14  years'  service,  with  average  of  nearly  12 
pounds  of  water  evaporated  per  lb.  of  anthracite  coal  consumed.'*' 

*  A  report  of  two  boilers  at  the  U.  S.  Capitol,  south  wing,  week  ending  Dec.  Slat, 
1859,  showed  six  days,  92  hours'  firing  (the  remainder  of  the  time  banked),  all  ooal, 
used  53,165  lbs.  ashes  and  clinkers  weighed  out  7800  lbs.  Water  eyaporated  by 
(tested)  Worthington  meter,  8448  cubic  ft.  (est.  at  62^  lbs.)  =  528,000  lbs.  62  sqaar« 
feet  of  grate  were  in  use.  The  feed-water  was  heated  by  return  steam  Arom  coils  to 
160^.  There  was  burned,  per  square  foot  of  grate  por  hour  9*3  lbs.  coal  or  8  lbs.  of 
combustible  (this  quantity  was  probably  OTcrstated  10  per  cent,  as  the  banking  coal 
was  estimated  as  consumed  in  the  hours  of  active  firing). 
The  evaporation  was  9-93  of  water  from  160°  to  steam  (of  80  lbs.  or)  259'^  to  1  of  coal. 

11-29"      "       "     160«»*     "       "      "       **   2590tolofcomb'8able 
Equivalent  to  10-60  of  water  "     212°  "     "       @  212°  to  1  of  coal. 

1204  "      "       "    212°  '*     "       "  212°  *«  1  of  combustible. 

The  weekly  reports  throughout  the  season  1859-60,  averaged  to  correspond  with 
this  one. 
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Pboportions  of  Boilrbs  for  Lowell  Pumpiso  Engine  : 


Fire  box  surface,    . 
Down  take  surface, 
Gap  surface,      .... 
Shell  surface,  (not  est.) 

62  upper  tubes,  3J  in.  dia. 
51  lower      '*       8J  in.  dia. 
surface, 


•     14*^^*^'..^*    !  Gratesurface,  6ft.X6n.  =  2a-00tq. 

.    18  1      "        I  Area  of  tubes  (or  flue  sec- 

'  tion)=  8-47 

118-2  sq.  ft.  i^tio  of  heating  surface  to  grate 
'  =  35'1  to  1. 


759-3 


877-5  sq.  ft. 


Ratio  of  flue  section  to  grate 

=  0-139  to  1  ::  1  :  7  (nearly). 
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With  this  somewhat  long  premise,  the  remark  of  Mr.  Green  can  be 
recurred  to:  it  is  quite  practicable,  to  determine  in  advance  what 
"will  be  the  performance  of  an  engine.  The  Lowell  engine  was  based 
on  the  following  figures  : 

English  experience  has  obtained  100  millions  of  duty  (English 
millions,  which  exceed  ours  in  the  ratio  of  112  to  100),  with  60  to 
80  lbs.  of  steam  pressure,  when  the  capacities  of  the  high  and 
low  pressure  cylinders  bear  the  ratio  of  one  to  four,  and  by  cutting 
off  in  the  high  pressure  cylinder  at  one-third  to  one-fourth  the  stroke. 

The  exactness  of  these  figures  as  data  need  not  be  questioned. 
It  is  evidently  sufficient  to  admit  or  assume  they  have  been  reached 
under  conditions  of  good  construction,  in  most,  if  not  all  regards. 

The  requirement  at  Lowell  is  to  pump  5,000,000  gals.  (U.  S.  gal- 
lons of  8^  lbs.  each),  under  a  head  of  157  feet  from  level  of  sluice 
way  to  that  of  reservoir,  through  a  24-inch  main  of  about  twenty- 
five  hundred  feet  length.  The  resistance  of  this  main,  calculated  by 
Weisbach's  formulae,  is  very  nearly  3  feet  additional  head.  Giving 
a  total  head  of  160  feet.  [160J  to  163J,  table  F,  the  limited  sup- 
ply from  the  filter  galleries  keeps  down  the  level  in  the  sluice  way.] 

.    5,000,000        oAQ  QQQ         208,333  o.^o       i 

.'.  —1 1. =  208,333  : 1 =  3472  gals,  per  mm- 

24  (hours.;  60  (minutes.) 

ute  X  8-34  lbs.  =  28,956  lbs ?^?^^ =464  cubic 

62*4  (lbs.  per  cubic  ft.) 

feet,  add  5  per  cent,  (for  leakagef  of  pump  piston,  and  at  valves)  = 
487*2  cubic  feet  per  minute. 
Suppose  the  pump  to  be  three  feet  in  diameter  and  six  feet  stroke, 

its  cubic  capacity  will  be  42-41  feet.  .*. =  11 J  strokes  (double) 

per  minute,  llj  strokes  X  (2  X  6^=)  12  feet  of  stroke  gives 
140  (nearly)  feet  per  minute  as  the  speed  of  pump  piston,  evidently 
not  too  high  a  rate. 

28,956  lbs.  per  minute  is  the  net  quantity  pumped  -^  23  single 
strokes  =  1257  lbs.  to  be  pumped ;  each  single  stroke  X  160  feet  = 
205,910  ft.  lbs.  -T-  1,000,000  (American  millions  are  here  taken  as 
sufficiently  accurate  for  this  purpose)  gives  0*206  lbs.  of  coal  burned 

f  This  allowance  of  6  per  cent,  is  shown  to  be  correct  by  the  Berlin  example  and 
thers,  of  which  there  are  numerous  reports. 
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for  each  single  stroke,  when  the  datj  is  attained.  This  coal  mujA 
generate  the  steam  to  sapply  the  cylinders. 

Suppose  the  hoilers  to  be  capable  of  evaporating  from  and  at  212^, 
eleven  lbs.  of  water  to  a  pound  of  coal  burned.  [A  high,  bat  not 
excessive  rate  of  evaporation  for  boilers,  used  with  pumping  engines. 
The  assumption  of  100  millions  dutj  demands  excellence  on  all 
points.]  .-.  0-206  lbs.  coal  X  966-1  units  of  heat  per  lb.  X  11  = 
2189  units  of  heat  per  stroke. 

Two  values  of  pressure  of  steam  were  assumed,  60  and  80  lbs. 
(above  the  atmosphere)  per  square  inch,  The  feed-water  in  either 
case  can  be  taken  at  60°.  The  temperature  of  steam  at  60  lbs.  = 
307°,  and  that  at  80  lbs.  =  324°.  Rankine's  formula  h  =  1114°  -f 
0-305  Tj  —  T,  for  total  heat  of  evaporation  from  water  at  T,  to 
steam  at  T^,  gives 

For  60  lbs.  =  1146  units  .-.  ——  =  1-91  lbs.  steam  X  5-8  cubic 

1146 

ft.  (per  Rankine's  tables)  =  11-078  cubic  ft.  steam. 

For  80  lbs.  =  1153  units  .-.  ?!??  =  1-90  lbs.  steam  X  4-55  cubic 

1163 

ft.  (per  Rankine's  tables)  =  8*645  cubic  ft.  steam. 

The  relative  assumptions  for  points  of  cut-off,  were 

For  60  lbs.  =  one-third  the  stroke  .-.  8  X  11-078  =  33-234  cubic 
ft.  capacity  of  cylinder. 

For  80  lbs.  =  one-fourth  the  stroke  .-.  4  X  8-645=  33-580  cubic 
ft.  capacity  of  cylinder. 

The  high  pressure  steam  cylinder  for  Lowell  was  assumed  at  three 
feet  diameter  =  7*068  feet  area;  it  was  also  taken  at  five  feet  1| 
inches  stroke,  whence  its  cubic  capacity  was  36*297  feet,  abous 
8  per  cent,  in  excess  of  the  actual  dimensions  given  by  the  estimate. 
This  excess  was  purposely  allowed  to  ensure  the  result.  There  was 
a  question  whether  upon  the  5  per  cent,  of  leakage  there  was  not  as 
much  work  {i,  e.,  coal)  expended  (or  at  least  a  portion  of  the  work) 
as  upon  the  water  actually  lifted,  and  the  passage  loss  of  steam  is  1  to 
3  per  cent. 

The  high  pressure  cylinder  being  taken  at  36*3  cubic  ft.,  the  low 
pressure  one  under  the  basic  assumption  becomes  36*3  X  4  =  145*2 
cubic  ft.,  and  if  the  stroke  comes  conveniently  at  8  ft.,  the  diameter 
becomes  4*8  feet.  In  the  Lowell  example,  the  low  pressure  cylinder 
was  made  4  ft.  9  in.  diameter  by  8  ft.  stroke. 
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The  coal  his  been  found  to  be  0*206  lbs.  per  single  stroke  X  23  = 
4-738  lbs.  per  minute  X  60  =  284-28  lbs.  per  hour.  [The  boilers 
ought  to  be  run  on  anthracite  coal,  at  not  less  than  8  lbs.  of  coal 
per  square  foot  of  grate  per  hour ;  if  pushed  faster,  proportioned  as 
the  heating  surface  in  the  Lowell  boiler  is,  the  gases  of  combustion  will 
be  overheated.  The  loss  from  this  source,  however,  is  not  over  10 
per  cent,  when  the  boilers  are  pushed  over  12  lbs.  of  coal  per  square 
foot  of  grate  per  hour.  Below  8  lbs.  combustion,  the  coal  begins  to 
distill  carbonic  oxide  gas,  which  is  so  intermixed  with  air  and  cooled 
down,  as  not  to  burn  over  the  fire.]  This  requirement  gave  35 
square  ft.  of  grate  as  the  proper  quantity  to  provide.  The  demands 
of  the  proposals  were  three  boilers,  of  twenty-five  square  feet  of  grate 
each,  which  were  furnished. 

Two  plates  of  elevations  and  sections  of  the  boilers  used  at  Lowell 
are  given  at  the  end  of  this  article. 

The  actual  quantity  of  coal  fired  (not  consumed),  as  per  table, 
columns  A  and  6,  was  5  lbs.  per  minute,  with  a  duty  of  71  millions, 
running  an  average  of  7  hours,  40  minutes  out  of  24,  and  dropping 
the  steam  to  17  lbs.  each  day  before  stopping.  At  this  last  pressure, 
it  can  be  shown  that  the  engine  cannot  be  performing  at  the  rate  of 
over  40  millions. 

It  can  be  safely  asserted,  that  the  Lowell  engine  will  average  for 
any  length  of  time,  100  millions  duty  when  it  is  run  23  hours  out  of  24, 
when  the  speed  exceeds  11  revolutions  per  minute,  and  when  the  steam 
is  kept  at  not  less  than  60  lbs.,  and  is  not  throttled,  but  cut  off*  in  the 
high  pressure  cylinder,  and  until  these  conditions  are  complied  with, 
it  cannot  be  expected  to  come  up  to  the  estimated  performance. 

The  engine  was  guaranteed  for  75  (American)  millions  test  duty. 

The  figures  above  given,  are  not  made  to  suit  the  Lowell  example, 
but  the  Lowell  engine  was  proportioned  from  them.  They  are  now 
transcribed  from  the  original  memoranda  of  estimate,  unaltered,  and 
are  confidently  offered  to  sustain  Mr.  Green's  assertion,  that  ''  the 
performance  of  any  engine  may  be  stated  in  advance." 

This  system  of  computation  can  be  extended  to  any  order  of  en- 
gine, and  the  writer  has  used  it  with  much  satisfaction  for  computing 
dimensions  of  the  intermediate-steam-chamber  compound  engine, 
with  and  without  equality  of  work  from  the  two  cylinders,  as  well  in 
the  Woolf  combination,  which  Simpson  has  adopted  (and  which  the 
Lowell  follows). 
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It  is  possible,  of  course,  to  calculate  the  performance  of  an  engine 
more  accurately  and  with  fewer  assumptions,  but  the  method  here 
exhibited  is  recommended  for  its  facility  of  application,  and  is 
practically  sufficient.  It  is  based  on  actual  results,  and  is  divested 
of  embarrassing  conditions  of  pressures,  expansions,  condensation, 
balance  of  resistances,  and  all  other  theoretical  considerations. 

The  proportions  of  the  parts  of  the  engine,  fly  wheel,  air  pump,  force 
pump,  pipe  passages,  valves,  etc.,  the  strength,  thickness  and  weight  of 
the  several  pieces,  all  demand  computation  by  the  mechanic,  and  ought 
to  be  as  accurately  determined  as  those  for  the  capability  of  cylinders 
and  other  data  pertaining  to  performance  and  result,  should  be  by  the 
engineer.  It  is  difficult  to  say  where  the  line  of  demarkation  of 
the  provinces  of  two  kindred  professions  is  to  be  made,  but  the  figures 
given  in  this  commentary  are  the  primary  ones,  and  will  be  found 
useful  to  both. 

Having  inspected  the  Lowell  engine,  at  the  completion  of  its  erec- 
tion ;  the  writer  was  compelled,  by  the  urgency  of  other  business,  to 
allow  the  testing  trial  to  be  carried  on  without  his  presence,  and  from 
that  time  until  now,  other  avocations  have  prevented  any,  or  but 
little  consideration  of  its  performance;  and  he  wishes  here  to  express 
his  personal  obligation  to  Mr.  Harlow,  for  the  excellent  compilation 
and  reduction  of  the  records  to  readable  form,  as  he  has  laid  them 
before  the  Society  of  Civil  Engineers. 


The  Mt.  St.  Oothard  Tunnel  is  advancing  with  greater  rapidity 
than  has  been  made  on  any  railway  tunnel  heretofore  constructed. 
During  the  month  of  July  the  progress  was  as  follows: — Length 
driven  from  north  side,  113-40  meters ;  length  from  south  side, 
127-20  meters;  total 'length  driven  during  July,  240-60  meters. 
The  position  of  these  works  on  the  Slst  July  was  as  follows : — North 
side  (Goeschenen,)  2,330-90  meters ;  south  side  (Airolo,)  2,103*70 
meters  ;  total  length  driven,  4,434*60  meters ;  length  remaining  to  be 
driven,  10,485-40  meters.  Total  length  of  tunnel,  14,92000  meters. 
At  this  rate  of  progress,  the  entire  work  will  have  been  completed  by 
September  1st,  1878.  It  can  scarcely  be  supposed  that  so  great  an 
undertaking  will  be  carried  to  completion  without  accident,  but  with 
the  usual  allowances  for  engineering  contingencies,  it  may  be  now 
assumed  with  safety,  that  the  work  will  have  been  accomplished  by 
the  year  1880, 
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UNDER  LONDON  DOCKS.* 

The  difficulties  that  the  East  London  Railway  Company  have  had 
to  encounter,  and  which  the;  have  now  happily  sunuounted  all  but 
completely,  have  been  of  a  more  than  ordinarily  embarrassing  and  im- 
posing character,  and  of  more  than  one  class,  embracing,  if  we  mis- 
take not,  obstructions  legal  and  diplomatic,  physical  and  financial. 
They  are  now  getting  to  the  light  at  the  end  of  the  vista ;  the  heaviest 
of  the  works  on  the  north  bank  of  the  Thames,  including  a  passage 
under  one  of  the  basins  of  the  London  Docks,  being  now  practically 
completed. 

One  of  the  heaviest  works  on  the  line — Brunei's  famous  Thames 
Tunnel^  of  1300  ft.  long, — was  really  opened,  although  not  for  rail- 
way purposes,  on  the  25th  of  March,  1843.  In  1863  a  select  com- 
mittee of  the  House  of  Lords  on  Metropolitan  Railway  communication 
reported  in  favor  of  the  construction  of  the  East  London  line,  as  part 
of  an  outer  circle  of  railway  communication  within  the  Metropolitan 
District.  In  the  year  1865  the  company  obtained  their  Act  of 
Corporation  for  the  construction  of  a  line  of  about  eight  miles  in  all, 
to  form  a  junction  with  the  Great  Eastern  Railway  at  or  near  Shore- 
ditch  to  pass  thence,  principally  in  tunnel,  under  the  docks  at  Wap- 
ping,  and  through  the  Thames  Tunnel  to  Rotherhithe,  thence  to  junc- 
tions with  the  London  and  Brighton  and  the  South-Eastern  railways 
at  their  respective  stations  at  Newcross.  In  December,  1869,  the 
line  was  opened  from  the  north  end  of  the  Thames  Tunnel  at  Wap- 
ping  to  a  junction  with  the  Brighton  line  at  Newcross.  Other  junc- 
tions with  the  lines  on  the  south  side  are  almost  complete,  and,  as 
already  stated,  the  heavy  works  between  the  Wapping  shaft  and  the 
junction  with  the  Great  Eastern  are  in  a  very  advanced  state. 

The  curves  and  gradients  are  favorable,  the  quickest  of  the  one 
being  on  a  radius  of  fifteen  chains,  and  the  sharpest  of  the  other  a 
short  length  of  one  in  sixty.  The  road  is  level  under  the  docks,  and 
then  rises  for  a  short  length  to  Shadwell  Station.  The  rails  are  to  be 
double-headed,  and  of  steel,  weighing  75  lbs.  to  the  yard. 

As  may  be  readily  supposed,  the  heavy  works  on  the  north  side 
commenced  from  the  Wapping  shaft.  These  are  completed,  including 
the  covered  way  under  the  dock  basin,  excepting  only  a  short  connec- 
tion that  remains  to  be  excavated  to  connect  the  portions  of  finished 

*  From  T^e  Builder^  London,  September  18th,  1875. 
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W2LJ ;  which  are  of  pretty  much  the  same  character  as  the  works  of 
the  Thames  Tannel,  separate  *'  up"  and  "  down"  lines,  with  a  4  ft 
6  in.  wall  between.  The  arches  are  of  the  ordinary  horseshoe  shape 
built  with  seven  rings  of  brick,  and  are  surrounded  with  3  ft.  of  pud- 
dled clay.  They  have  also  inverts  of  brick  or  concrete.  The  height 
of  the  arches  from  the  rail  level  to  the  crown  of  the  arch  is  20  ft.  and 
the  greatest  width  25  ft.  In  the  deep  excavations  at  Wapping  20  fL 
of  made  ground  had  to  be  taken  up,  then  18  feet  of  gravel,  before  the 
London  clay  was  reached.  This  contained  numerous  quicksand  and 
pot  holes  that  caused  the  engineer  much  trouble. 

The  property  required  for  the  railway  between  the  river  and  the 
dock  basin  was  of  an  inferior  character,  and  a  good  deal  of  it  was 
swept  away  to  the  improvement  of  the  locality.  The  most  important 
work  here  was  the  underpinning  of  the  workhouse  of  St.  George*s-in- 
the-East.  The  other  important  works  in  underpinning  are  of  one  of 
the  London  Dock  warehouses,  and  of  the  piers  under  it,  of  the  groined 
arches  forming  the  rum  vaults,  which  were  carried  down  to  the  level 
of  the  railway  foundations.  Further  on  the  foundations  of  the  Black- 
wall  Railway  viaduct  were  carried  down  to  the  London  clay,  to  50  ft. 
below  the  original  depth.  The  preliminary  underpinning  operations 
delayed  the  execution  of  the  other  works ;  but  all  that  remains  unfin- 
ished now  is  in  active  progress.  Proceeding  northwards  from  Shad- 
well  station,  of  which  two-thirds  of  the  station  works  are  done,  the 
covered  way  is  neurly  all  completed  to  about  50  ft.  north  of  Commercial- 
road.  Between  this  point  and  Whitechapel-road  the  contractors  are 
working  at  six  different  points  in  a  short  distance  of  700  yards. 

The  retaining  walls  for  the  Whitechapel  station  are  nearly  comple- 
ted, and  scarcely  anything  remains  to  be  done  but  the  station. 
There  will  be  a  goods  station  here  on  the  north  side  of  the  main 
thoroughfare,  where  the  rail  level  is  as  near  the  surface  as  it  can  be 
without  altering  the  levels  of  important  thoroughfares.  There  will  be 
a  goods  station  at  Shadwell  also.  Between  Whitechapel  station  and 
the  j  auction  with  the  Great  Eastern  Railway  at  Brick-lane,  the  nav- 
vies are  nt  work  at  five  different  points.  The  works  here  are  com- 
paratively light,  and  there  will  be  no  difficulty  in  completing  them 
within  the  same  time  as  the  works  between  Wapping  and  Whitechapel 
will  occupy. 

The  most  interesting  engineering  exploit  on  the  section  is  the  cov- 
ered way  under  the  London  Dock  eastern  basin.  Operations  were 
carried  on,  in  the  first  instance,  from  the  surface^  and  consisted  in 
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dredging  trenches  in  the  bottom  of  the  dock  until  the  London  clay 
was  reached.  The  next  process  Tras  the  driving  of  the  piles,  clean- 
squared,  and  driven  as  closely  jointed  as  possible.  These  are  of  about 
14  in.  on  the  side,  and  about  a  minimum  of  40  ft.  long.  Fourteen 
steam  pile-drivers  irere  employed  in  sending  them  home.  There  are 
two  rows  of  coupled  piles  outwards  towards  the  dock,  and  one  row  on 
the  inside  towards  the  railway  works.  These  placed  at  4  ft.  6  in. 
apart  inside,  and  the  clay-puddle  hard-rammed  between  the  two  wooden 
walls,  are  the  coffer-dams  for  the  protection  of  the  workmen  in  con- 
structing the  covered  way  under  the  dock  basin. 

In  addition  to  the  pine  forest  laid  under  contribution  to  provide 
the  piles,  another  and  larger  must  have  been  felled  and  cleared  to 
provide  the  enormous  quantity  of  timber  used  in  the  internal  timber- 
ing and  staging  fixed  longitudinally,  laterally,  and  with  upright  sup- 
ports at  the  intersections,  the  spaces  between  at  very  short  distances. 
Some  idea  of  the  resistant  powers  that  had  to  be  provided  in  the  con- 
struction of  the  works,  as  well  as  for  their  enduring  power,  may  be 
formed  from  the  statement  that  the  ordinary  depth  of  water  in  the  dock 
IB  21  ft. ;  under  this  is  a  bed  of  3  ft.  of  clay-puddle,  followed  by  4  ft. 
6  in.  of  brick-work,  being  the  crown  of  the  arch,  jinder  which  is  the 
covered  way,  of  about  15  ft.  clear  headway  under  the  dock.  In  one 
part  of  the  basin  the  water  communication  between  one  side  and  the 
other,  and  over  the  railway,  has  been  restored,  and  one  day  recently 
the  curious  sight  presented  itself  of  several  large  merchant  ships, — 
the  Rahtf  Castle  and  the  Victoria^  of  London,  among  others, — lying 
berthed  immediately  over  the  railway,  and  the  large  first-class  clipper 
Lady  Macdonald,  outward  bound,  crossing  over  it  at  right  angles. 

In  the  construction  of  these  exceptionally  heavy  works  at  such  low 
levels,  of  50  ft.  to  60  ft.  below  Trinity  datum  line,  powerful  mechani- 
cal appliances  have  been  necessary,  that  have  included  twelve  pump- 
ing-engines,  working  night  and  day ;  three  of  theee,  of  56-horse  power 
nominal,  employed  at  the  London  Docks,  are  equal  to  lifting  50  ft., 
8,000  gallons  per  minute.  The  whole  of  the  water  pumped  is  from 
the  Thames,  or  from  springs,  not  a  drop  percolating  from  the  docks 
through  the  finished  works.  A  large  number  of  powerful  steam  cranes 
have  also  been  employed  for  lifting  the  excavated  earth  from  the  work- 
ings. Recently  a  million  of  bricks  have  been  used,  and  600  tons  of 
Portland  cement  per  week,  besides  a  large  quantity  of  blue  lias  lime. 
The  large  quantity  of  puddled-clay  required  for  the  works  has  been 
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brought  to  the  ground  in  barges,  much  of  it  from  the  neighborhood 
of  Roohester.     The  London  clay  is  totally  unsuited  for  puddling. 

The  engineering  works  of  the  East  London  line  have  been  designed 
by  Sir  John  Hawkshaw,  as  engineer-in-chief,  Mr.  W.  Hunt  superin- 
tending the  execution  of  the  works  as  resident  engineer.  The  most 
serious  mishap  that  has  occurred  since  the  works  were  commenced 
was  in  connection  with  the  first  dock  coffer-dam.  Delay  in  finishing 
the  line,  and  the  loss  of  human  life  and  of  money,  would  have  been 
prevented,  it  is  believed,  if  the  plans  for  these  works  of  Sir  Joha 
Hawkshaw  had  not  been  unwisely  interfered  with.  Mr.  Thonia3  is 
the  contractor. 

The  completion  of  the  East  London  Railway  will  supply  the  mis- 
sing link  in  the  connection  between  railways  separated  by  the 
Thames,  and  must  greatly  facilitate  intercourse  between  Middlesex 
and  Essex,  and  Kent,  Surrey,  and  Sussex ;  it  will  give  a  stimulus 
to  building  operations  ;  it  will  afford  the  shortest  and  the  only  unbro- 
ken route  for  minerals  and  merchandise  between  the  northern  and 
southern  counties  and  the  southern  shipping  ports,  saving  in  addition 
to  the  advantage  of  continuity,  five  miles  in  distance.  It  will  have 
no  opposition  to  encounter  either  from  rival  lines,  steamboats,  tram- 
ways, or  omnibuse/,  to  which  other  metropolitan  lines  have  to  submit. 
It  will  also  command  a  larger  proportion  of  through  goods  and  pas- 
senger  traffic  than  the  lines  referred  to.  It  seems  likely  to  secure  a 
considerable  traffic  from  the  Foreign  Cattle  Market  at  Deptford,  and 
of  timber  trade  from  the  Commercial  Docks,  by  a  short  branch  run- 
ning into  these  docks.  It  will  also  have  a  siding  and  station  at  the 
London  Docks,  from  which  merchandise  may  be  carried  to  and  from 
all  parts  of  the  United  Kingdom  without  transhipment.  It  will 
furnish  the  shortest  route  to  the  densely-populous  districts  in  the  east 
of  London  for  the  Crystal  Palace,  Hastings,  Eastbourne,  Brighton, 
and  good  routes  to  Ramsgate.  Margate,  and  Dover. 

Costly  although  the  East  London  line  has  been, — 500,0002.  per 
mile, — its  cost  is  much  lower  than  that  of  any  other  metropolitan 
lines,  some  of  which  have  cost  from  850,000Z.  to  more  than  1,000,0002. 
per  mile.  The  average  distance  traveled  by  the  passengers  on  these 
lines,  such  as  the  Metropolitan,  the  Metropolitan  District,  and  the 
Charing-cross,  is  not  more,  probably,  than  a  mile  and  a  half,  whereas 
on  the  East  London  line  the  average  distance  traveled  is  unlikely  to 
be  less  than  four  miles.  The  East  London  will  be  worked  by  the 
Brighton  Company  under  agreement. 


Digitized  by  VjOOQ  IC 


The  Present  State  of  the  Comtth  Engine.  321 

THE  PRESENT  STATE  OF  THE  CORNISH  ENGINE* 
It  is  well  known  to  engineers  that  the  Cornish  Engine  in  Cornwall 
itself  has  much  retrograded  in  economy  the  past  30  years,  and,  the  fol- 
lowing remarks  of  the  editor  and  correspondents  of  the  Mining  Jour- 
nal^ coming   from  witnesses  thoroughly   cognizant  with  the  present 
condition  of  the  engine,    seem  worthy  of  reproduction  in  America. 
The  editor  of  the  Journal  says  (in  the  paper  of  the  18th) : 
A  thoroughly  practical  method  of  arousing  Cornish  miners  from 
that  distressing  lethargy  which  has  done  so  much  to  add  to  the  hard- 
ships resulting  from  the  long  period  of  depression,  happily  now  nearly 
past,  has  been  adopted  by  Mr.  Basset,  of  Tehidy,  who  proposes  a 
series  of  handsome  prizes,  to  be  awarded  upon  results  actually  pro- 
duced,   and   who  has  himself  contributed  a  large  amount    to   the 
prize  fund. 

In  conducting  mechanical  processes  it  is  an  admitted  fact  that  re- 
sults once  obtained  can  be  obtained  again,  whence  it  follows  that  in- 
asmuch as  with  the  engine  at  the  United  Mines  a  duty  of  128,000,000 
has  been  reached,  that  is  to  say  every  pound  of  coal  consumed  has 
been  made  to  raise  more  than  1,140,000  lbs.  weight  1  foot  high,  the 
average  duty  of  Cornish  engines  during  the  first  half  of  the  present 
year  was  but  47,000,000,  so  that  each  pound  of  coal  consumed  has 
raised  only  420,000  lbs.  weight  1  foot  high.  To  put  the  case  in  still 
more  simple  form,  the  Cornish  engines  during  the  first  six  months  of 
1875  did  with  the  same  consumption  of  coal  less  than  one-third  the 
work  which  was  actually  done  with  the  United  Mines  engine  half  a 
century  ago.  But  this  is  not  all,  the  Cornish  engines  were  doing  10 
per  cent,  more  work  in  1870  than  in  1875,  and  they  were  doing  45 
per  cent,  more  work  in  1842  than  in  1875.  The  retrogression  has 
thus  been  as  constant  as  it  is  alarming,  and  reflects  the  utmost  possi- 
ble discredit  upon  both  Cornish  mine  managers  and  Cornish  engine- 
men.  It  would  appear  that  a  class  of  writing  managers  have  taken 
the  place  of  the  practical  managers  of  former  years,  and  that  these 
writing  managers  have  not  followed  the  excellent  example  of  the  Ger.> 
man  and  American  by  acquiring  technical  knowledge  likely  to  be 
useful  to  them  in  their  business.  Yet  that  Cornishmen  are  not  with- 
out the  constitution  and  character  which  make  good  miners  is  shown 
by  the  high  positions  they  attain  in  foreign  countries,  but  the  general 
aversion  to  progress  which  prevades  the  county  seems  to  deprive 

*Extracted  flrom  the  Mining  Journal^  London,  September  18th  and  25th,  1875. 
Vol.  LXX.— Third  Seribb.— No.  5.— Novkmbbr,  1875.  23 
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Cornwall  of  her  best  miners,  and  leave  none  but  the  incompetent  and 
uneducated  to  manage  Cornish  mines.  The  prizes  suggested  by  Mr. 
Basset  will,  it  may  be  hoped,  create  a  spirit  of  emulation  which  will 
be  alike  beneficial  to  the  miners  themselves  and  to  the  adventurers 
whose  money  is  sunk  in  mines  of  the  country. 

These  remarks  have  called  forth  the  following  reply  (in  the  paper 
of  the  28th)  from  an  "  engineer  "  at  Redruth.  Referring  to  the  quota- 
tion by  the  editor,  of  the  high  duty  reached  by  Taylor's  engine. 
United  Mines,  in  1842,  to  show  the  apparent  retrogression  in  the 
Cornish  engine  since  that  period,  the  writer  proceeds  : 

This  comparison  is  now  become  of  frequent  occurrence,  but  no 
notice  whatever  seems  to  be  taken  of  the  different  conditions  under 
which  Cornish  engines,  as  a  rule,  are  now  worked,  and  at  that  period 
were  worked,  or  of  the  age  of  the  engines  from  which  the  present 
average  is  taken. 

A  glance  at  the  duty  paper  of  the  former  period  will  show  that  the 
engine-shafts  were  then  nearly  all  perpendicular  (at  the  present  day 
we  have  one,  against  seventeen  in  1842,)  and  where  more  than  an 
average  duty  was  reached,  the  engines  were  moderately  loaded  so  that 
the  friction  was  reduced  to  a  minimum,  and  enabled  a  high  rate  of 
expansion  to  be  carried  out.  The  very  opposite  is  the  case  in  the 
present  day,  owing  to  the  system  of  mining  pursued  of  late  years — 
sinking  the  shafts  on  the  irregular  course  of  the  lodes,  for  sufficient 
and  probably  satisfactory  reasons — but  at  an  increased  consumption 
of  coal,  friction  of  necessity  being  considerably  increased,  and  a^ 
high  rate  of  expansion  becoming  impossible.  Compare,  for  example, 
Taylor's  in  1842,  and  Felly's,  Crenver  and  Abraham,  in  1875.  Tay- 
lor's  had  a  perpendicular  shaft  200  fms.  deep,  with  a  load  of  12  lbs. 
per  square  inch,  working  five  strokes  per  minute  ;  and  a  new  machine 
(Felly's)  has  only  164  fms.  perpendicular,  125  fms.  diagonal  on  the 
corse  of  the  lode,  loaded  25  lbs.  per  square  inch,  and  is  worked  up- 
wards of  20  strokes.  The  conditions  are  so  dissimilar  that  no  com- 
parison can  be  drawn ;  the  friction  of  the  latter  is  considerably  in- 
creased, and  a  low  rate  of  expansion  can  only  be  reached ;  that  there 
should  be  more  than  50  per  cent,  difference  in  the  duty  under  these 
circumstances  cannot,  therefore,  be  wondered  at.  But  it  must  not 
be  supposed  that  everything  went  smooth  with  Taylor's  engine ;  this 
high  rate  of  expansion  resulted  in  a  serious  breakage,  and  from  that 
day  to  this  such  a  rate  of  expansion  has  not  been  attempted, 
neither  do  I  think  it  would  now  be  recommended  by  any  engineer. 
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This  is  not  the  only  reason  that  brings  down  the  average.  The 
average  of  the  present  day  is  in  three  instances  made  up  of  engines 
at  work  in  1842 — Botallack,  Cam  Brea,  and  East  Pool :  their  aver- 
age duty  in  1842  was  58  mills,  now  39,  but  their  average  lode  has 
increased  from  12  to  17  lbs.  per  square  inch ;  they  have  140  fms.  ad- 
ditional flat-rods,  and  this  after  33  years'  additional  wear  and  tear. 
Taylor's  engine  was  a  new  one,  working  under  exceptionally  favor- 
able circumstances,  but  the  average  of  the  present  day  include,  the 
above-named  engines  (one  of  them  has  been  at  work  53  years,)  and 
others  working  under  the  conditions  named. 

Let  those  who  condemn  the  Cornish  engine  recollect  that  the  pre- 
sent average  duty  of  Cornish  engines  includes  amongst  them  one 
which  has  been  at  work  continuously  on  one  shaft  upwards  of  fifty 
years. 

We  extract  from  another  part  of  the  same  issue  of  the  Mining 
Journal^  the  following  weekly  statement,  which  is  that  referred  to  by 
the  *^  engineer.'' 

The  number  of  pumping-engines  reported  for  August  is  16.  They 
have  consumed  1819  tons  of  coal,  and  lifted  9,100,000  tons  of  water 
10  fms.  high.  The  average  duty  of  the  whole  is,  therefore,  46,600, 
000  lbs.,  lifted  1  ft.  high,  by  the  consumption  of  112  lbs.  of  coal. 
The  following  engines  have  exceeded  the  average  duty : — 

Crenver  and  Wheal  Abraham — Sturt's  90  in.     .     Millions  60'1 
Ditto  ditto      .  —Felly's  80  in.     .         .  52-7 

Ditto  ditto        — Willyams'  70  in.         .  55-6 

Dolcoath — 85  in 55*5 

West  Basset— Thomas'  60  in 48-8 

West  Wheal  Frances— 58  in 52-2 

It  must  be  admitted  from  the  engineering-commercial  point  of 
view  that  the  attainment  of  so  high  accomplishment,  as  was  indicated 
between  1830  and  1845  in  Cornwall,  may  have  been  effected  at  greater 
cost  in  other  ways  than  what  was  saved  in  coal.  Selected  coal,  no  breize, 
extra  attention,  extra  risks  of  breakage  in  short  cutting  off,  slow  run- 
ning, which  meant  large  engines  at  greater  primary  outlay  and  interest, 
all  these  are  items  of  constant  expense. 

The  profitable  limit  of  performance  was  undoubtedly  surpassed  in 
the  emulation.  If  however  it  can  be  shown  by  a  new  competition 
that  the  loss  has  even  partly  been  the  result  of  negligence,  rather  than 
by  overestimation,  a  desirable  result  will  have  been  reached. 

With  the  best  of  engines  and  with  128  millions  of  duty  (English 
standard,)  there  is  yet  left  over  nine-tenths  of  heat  of  the  fuel  to  ac- 
count for,  but  it  is  only  by  keeping  all  that  has  been  gained,  -that  im- 
provement can  be  expected. 
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GAS  WORKS  ENGINEERING. 
By  Robert  Briggs,  Civil  Engineer. 

Holder  and  Tank  for  the  CUizem'  Gat  Light  Can^ny,  Buffalo,  N.  T, 
[ContiBued  f^om  Vol.  Ixx,  page  252.] 

The  time  in  which  the  tank  was  to  have  been  completed  and  poa- 
session  given  to  the  iron  workmen  having  expired,  the  writer  visited 
Buffalo  early  in  the  month  of  October,  and  then  made  the  first 
and  only  inspection  of  the  tank  work.  The  lines  of  the  ground  and 
those  for  laying  out  the  tank  and  its  column  piers  had  been  given  by 
a  local  engineer,  Mr.  Da  vies,  who  was  indeed  amply  competent  to  have 
had  charge  of  the  construction  under  the  specification,  but  no  further 
duty  than  the  setting  out  was  devolved  upon  him  by  the  company, 
the  contractor  having  been  permitted  to  work  in  his  own  way  with 
little  occasional  supervision  from  some  of  the  directors. 

The  ground  proved  to  be  a  fill  of  ashes  and  rubbish  of  10  to  12  feet 
depth,  which  had  been  made  on  a  loose  alluvial  deposit  of  5  to  6  feet, 
and  then  came  2  to  5  feet  in  places  of  compact  alluvial,  somewhat 
clayey,  to  natural  surface  of  rock.  The  surface  of  this  rock  had  at 
one  time  been  the  bed  of  the  Lake  (or  rather  of  the  entrance  of  Ni- 
agara River)  and  rapids  must  have  existed  here ;  the  location  of  the 
works  being  about  800  or  900  feet  from  present  shore  of  the  lake.  The 
rock  bed  was  very  irregular  and  eroded  by  former  action  of  water 
and  ice,  and  at  some  places  three  or  four  feet  of  rock  were  removed 
to  give  the  proper  depth  at  the  side  of  the  tank«  Elsewhere,  in  the 
immediate  vicinity  where  the  rock  had  been  uncovered,  fissures  had 
been  found,,  and  blasting  the  surface  had  discovered  channels,  which 
were  supplied  with  water  from  the  lake  (the  surface  of  which  was  5 
or  6  feet  above  the  level  of  the  bottom  of  the  tank)  but  in  this  place, 
by  great  good  fortune,  no  such  supply  of  water  was  disclosed. 

There  were,  however,  several  springs  of  no  great  moment  which 
broke  out  through  the  foot  of  the  cone  of  alluvium  left  in  the  centre 
of  the  tank. 

The  provisions  specifying  for  under  drainage  of  the  bottom  had  been 
neglected,  and  about  70  to  100  square  feet  of  the  paved  bottom  had 
been  lifted  by  the  force  of  the  springs. 
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It  was  said  that  the  walls  of  the  tank  all  around,  had  their  founda- 
tions on  the  rock  itself,  having  been  carried  about  2  to  5  feet  at  one 
side  below  the  specified  depth  for  the  purpose. 

The  bank  of  earth  had  been  improperly  shored  for  the  loose  ma- 
terial, and  extensive  caves  had  ensued,  involving  the  loss  of  the  old 
retaining  wall  and  the  shed,  which  the  additional  specification  re- 
quired to  be  supported.  This  loss,  however,  was  inconsiderable  in 
amount. 

Much  delay  had  followed  the  caving,  and  also  from  the  non-per- 
formance of  some  sub-contract  for  excavation,  and  the  brick  work  was 
three  weeks  behind.  Three  weeks  after  November  80th  at  Buffalo, 
is  a  serious  matter  in  outside  iron  work. 

Considering  the  fact  that  the  loose  material  was  only  about  15  feet 
deep,  on  the  average  (both  fill  and  soil)  it  would  have  been  as  well  to 
have  dug  to  a  slope  of  one  to  one  at  once,  and  straightened  up  the 
sides  of  the  cut,  back  of  the  wall,  and  filled  solid  in  a  back  trench 
thus  made  after  completion  of  the  wall. 

There  had  been  a  loss  of  lines  incident  to  the  cave,  the  pier  stakes 
having  been  unprotected,  and  a  second  setting  out  by  the  surveyor 
had  been  made  to  correct  the  shifted  piers.  The  back  filling  properly 
had  been  entirely  neglected,  and  after  the  rubbish  had  been  deposited 
10  or  12  feet  high,  it  was  puddled  by  running  in  a  stream  of  water 
by  a  hose.  No  iron  ties  were  used,  the  contractor  not  deeming  them 
necessary.  Perhaps  the  most  radical  departure  from  good  tank  con- 
struction laid  in  leaving  a  cart-way  gap  at  one  place,  which  was  not 
filled  up  until  after  the  wall  was  to  its  height  generally.  Nothing 
but  the  rock  foundation  of  the  wall  and  the  looseness  of  the  back 
fill  saved  the  tank  in  good  shape  against  such  defects  in  erection. 

The  bricks  were  very  good,  sound,  straight,  and  hard  burnt,  but 
the  mortar  was  made  from  a  species  of  hydraulic  lime,  which  had 
little  or  no  quality  of  setting^  and  only  hardened  under  water  in  time. 
It  was  said  to  become  solid  in  two  or  three  years,  at  the  end  of  which 
time  it  had  the  character  of  our  American  natural  cement  of  no  very 
high  grade. 

This  condition  of  the  work  becoming  known  to  the  writer,  he  at 
once  called  the  attention  of  the  oflScers  of  the  company  to  it,  and  im- 
mediate steps  were  taken  by  them,  to  at  least  ameliorate,  some  of  the 
errors.  Many  of  the  defects  were  beyond  correction,  but  much  was 
done  to  bring  the  work  more  nearly  to  conform  to  the  requirements 
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of  the  specification.  In  one  regard,  attention  is  called  to  what  was 
done :  the  bottom  of  the  tank  was  cut  through  in  channels  from  boil- 
ing spring  to  boiling  spring  (about  6  or  7  places  existed  when  the  water 
boiled  an  inch  or  two  high  amongst  the  bricks)  and  under  drains 
formed  to  lead  to  a  well  at  the  edge  of  the  bottom.  This  well,  as 
specified,  had  a  closure  or  diaphragm  plate,  one  foot  from  the  top, 
with  a  valve  opening  upwards  in  the  middle.  The  drains  diacharged 
under  the  phte^  and  when  the  head  of  the  water  was  strong  enough, 
it  lifted  the  valve.     This  it  did  without  bursting  up  the  bottom. 

It  follows  from  this  system  of  drainage  that  all  the  springs  can, 
with  much  freedom,  enter  the  tank  as  long  as  the  head  of  the  water 
within  the  tank  does  not  close  the  valve,  but  when  the  head  of  water 
within  the  tank  is  great  enough  to  close  the  valve,  no  water  can  run 
out  of  it.  To  make  this  proposition  more  clearly  comprehended,  let 
it  be  supposed  that  the  springs  in  the  bottom  of  a  twenty  feet  deep 
tank  would  find  their  level  and  fill  it  three  feet  in  depth  with  water ; 
now  these  springs  must  evidently  have  an  overflow  somewhere  (in  this 
case  they  had  the  lake  800  feet  distant)  and  any  attempt  to  fill  in 
water  above  the  level  would  result  in  its  discharging  at  the  the  over- 
flow of  the  springs.  The  water  of  the  tank  would  thus  empty  to  a 
certain  level,  through  the  same  passages  that  previously  had  supplied  it. 

This  description  has  been  made  so  particuhtr  in  order  to  convey  the 
idea  of  what  should  be  avoided  in  building  a  tank.  With  25  years' 
experience  in  construction  of  gas  works,  the  writer  does  not  think 
that  one  tank  out  of  three  which  he  has  had  to  do  with  has  proved 
satisfactory.  It  is  with  great  difficulty  that  a  local  house  bricklayer 
can  be  induced  to  do  hydraulic  work.  The  few  men  who  know  how, 
and  have  done,  government  or  dock  work  are  so  under-bid  by  those 
who  contract  to  build,  that  their  opportunities  for  employment  by  a 
gas  company  are  very  small.  There  are  three  things  needed  for  a 
tight  tank  for  a  gas  bolder  :  a  good  specification,  a  competent  engi- 
neer, and  a  number  of  skilled  bricklayers.  The  willingness  to  pay  for 
good  work  on  the  part  of  the  gas  company,  and  the  honesty  of  the 
contractor,  are  conditions  precedent  to  the  construction. 

At  about  four  o'clock  on  Sunday  afternoon,  December  4th,  a  tele- 
gram was  handed  to  me  informing  me  that  the  holder  had  collapsed, 
and  asking  an  immediate  personal  visit  to  Buffalo.  At  seven  P.  M. 
I  was  on  the  train  for  Bufi'alo,  reaching  that  place  at  two  P.  M.  on 
Monday. 
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An  immediate  examination  of  the  wreck  disclosed  the  holder  with 
both  sections  down  upon  the  anchor  blocks,  and  the  crown  of  the  in- 
ner section  introverted  on  three-quarters  of  the  circle  with  the  centre 
down  some  two  and  a  half  feet.  The  sheets  appeared  unhurt,  but 
wrinkled,  folded  and  buckled,  the  whole  resembling  the  top  view  of  a 
demolished  umbrella.  The  man-hole  plate  was  removed,  and  the  water 
level  was  about  four  feet  below  the  curb.  A  stream  of  water  was 
leaking  out  of  one  of  the  bank  walls  and  a  small  steam  pump  was 
also  removing  the  water  from  the  tank.  And  the  thermometer  was 
about  20^  above  zero,  with  a  west  wind  that  cut  like  a  knife.  A  gang 
of  men  were  removing  the  retaining  wall  at  the  piers  on  Georgia 
street. 

An  enquiry  into  the  accident  revealed  that  the  tank  had  been  filled 
with  water  some  days,  and  the  holder  had  been  tested  on  Friday.  It 
had  proved  excellently,  had  been  blown  out  twice  or  more  to  work 
out  the  air,  and  the  inner  section  had  been  elevated  nearly  or  quite 
to  full  height.  (It  is  not  recollected  if  the  outer  section  had  cupped.) 
As  the  holder  capacity  was  much  needed  it  had  been  put  into  regular 
work  by  the  gas  company.  Meanwhile,  on  Saturday,  a  leakage  was 
observed,  which  was  found  to  proceed  from  a  crack  in  the  tank  at  a 
column  foundation  near  Georgia  Street.  After  its  discovery,  the  crack 
rapidly  opened,  and  it  was  decided  to  pump  down  the  water  five  feet 
or  so,  (to  the  level  of  the  streets  outside)  and  a  small  pump  was  put 
on  to  remove  the  water.  At  this  junction  it  was  also  decided  to  dis- 
charge the  gas  once  more  (as  gas  was  making  very  fast  at  the  benches) 
to  eliminate  the  last  trace  of  air  from  the  holder.  The  inner  section 
was  blown  ofi"  by  loosening  the  man-hole  plate,  until  it  rested  on  the 
blocks,  when  the  man-hole  plate  was  replaced  tightly.  All  this  was 
done  without  consultation  with  the  foreman  of  the  iron  work,  who 
had  left  the  holder  8  feet  or  more  out  and  going  up  at  four  P.  M.  on 
Saturday.  Having  thus  arranged  the  holder,  the  gas  inlet  and  out- 
let had  been  allowed  to  remain  cut  off,  with  the  leakage  of  the  tank 
and  the  action  of  the  pump  (which  continued  running  during  the 
night)  until  at  three  to  four  A.  M.  on  Sunday,  when  the  crown  col- 
lapsed with  almost  explosive  violence.  Residents  of  dwellings  600 
to  800  feet  distant  felt  the  vibration  and  shock  of  the  catastrophe. 

From  the  rate  of  discharge  of  water  from  the  tank,  it  is  probable 
that  12''  to  18"  of  water  pressure  was  accumulated  before  the  crown 
yielded  and  180  to  270  tons  pressure  were  distributed  upon  this  crown. 
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The  gas  was  thoroughly  displaced  when  I  reached  the  holder,  the 
cold  air  outside  had  descended  to  the  level  of  the  water,  and  expelled 
the  last  trace  bj  diffusion,  and  an  internal  inspection  with  lights  was 
possible.  An  examination  from  a  float  exhibited  13  of  the  16  maia 
rafters  broken  in  the  middle  of  their  length,  at  the  scarfed  joints 
where  the  queen  posts  attach,  the  breakage  being  merely  the  shearing, 
off  of  the  scarf  piece  bolts,  (4  f  bolts) ;  the  parting  of  all  the  main 
tie  rods,  either  at  the  king  post  in  the  thread  portion,  or  by  shearing 
off  the  bolt  at  the  gusset  next  the  legs  (two  of  the  gussets  were  torn 
away  from  all  their  bolts) ;  the  upsetting,  but  not  shearing  off,  of  all 
the  centre  plate  rafter  bolts  and  the  crippling  and  springing  of  many^ 
in  fact  most  of  the  flat  purlins. 

The  most  striking  evidence  of  the  force  expended  was  shown  at  the 
centre  pier.  It  was  a  pyramidal  pier  8'  6^'  square  at  the  top,  and 
spreading  1^  inches  in  12  inches  on  all  sides ;  not  very  soundly 
built,  and  with  mortar  scarcely  stiffened  in  its  set ;  but  it  was  massive^ 
and  it  was  capped  by  a  sound  block  of  Medina  stone  3'  6"  square  by 
about  8  inches  thick.  The  stone  would  be  called  good  building  ma- 
terial anywhere.  The  stone  was  cracked  to  small  pieces,  and  the 
brick  pier  below  it  demolished  and  also  crushed,  many  of  the  bricks 
being  broken  in  fragments  as  well  as  displaced.  The  fracture  of  the  pier 
was  diagonal,  as  the  three  tie  rods  (and  rafters)  which  were  uninjured, 
had  dragged  over  the  foot  of  the  king  post  about  12  inches  to  one 
side. 

It  did  not  seem  that  any  serious  injury  had  been  done  to  the  inter- 
nal iron  work  structure. 

Finding  so  good  appearance  within,  a  new  and  close  examination  of 
the  sheets  of  the  crown  on  the  outside  were  made.  Original  good 
iron,  the  accurate  punching  of  a  multiple  punch  (which  punched  sixty 
holes  at  once,  together  with  accurate  laying  out  of  sheets),  and  the 
avoidance  of  any  reaming  or  stretching  of  holes  when  riveting,  had 
produced  so  good  work  that  no  breakage  or  injury  was  apparent. 
Not  a  seam  showed  signs  of  a  crack  or  opening,  and  although  the 
buckles  were  (some  of  them)  two  feet  or  more  in  depth,  and  very 
short,  (five  to  eight  feet  between  crests  of  the  waves)  no  bent  plate 
could  be  found.  With  all  this,  it  is  proper  to  assert  that  the  appear- 
ance of  the  top  of  the  crown  to  an  engineer  or  practical  mechanic^ 
without  close  examination,  was  truly  hopeless  for  restoration ;  and 
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some  opinions  of  very  positive  character  had  been  given  the  Gas 
Company  previous  to  my  arrival  in  the  city. 

The  result  of  the  examination  in  my  own  mind,  was  to  advise  the 
pumping  out  of  the  tank  as  quickly  as  possible,  before  a  snowfall, 
then  to  be  expected  daily,  should  load  the  crown,  and  cause  further 
injury.  And  after  the  emptying  of  the  tank  to  the  level  of  about  one 
foot  above  the  anchor-blocks,  to  enter  the  holder  with  a  gang  of  men^ 
have  it  closed,  and  blown  up  with  air ;  and  when  the  crown  should  be 
reverted  to  its  original  place  by  the  pressure  to  straighten  and  shore  up 
the  rafters  one  by  one ;  to  block  up  the  king  post  from  the  centre,  and 
haying  thus  replaced  the  crown,  relieve  it  of  the  air  pressure,  and 
letting  out  the  gang  of  men,  then  proceed  at  leisure  to  repair  the 
sheared  and  broken  bolts. 

The  proposition  was  at  once  accepted,  but  simple  as  the  measure, 
and  perfectly  safe  the  method,  it  was  found  merely  impossible  to  im- 
press either  upon  the  workmen.  Divers  who  were  practiced  in  hours 
of  vrork  in  the  water  at  the  bottom  of  Lake  Erie,  objected  to  the 
risk  in  this  immense  reservoir  of  130,000  cubic  feet  of  air.  Carpen- 
ters feared  the  pressure,  although  they  were  assured  they  might  be 
exposed  to  greater  difference  any  summer's  day.  Gas  workmen  could 
think  of  nothing  but  explosion.  And  after  reasoning  with  several, 
the  writer  found  the  only  alternative  was  to  remain  in  Buffalo  and 
lead  himself. 

An  examination  of  the  tank  showed  three  cracks  from  the  top  of 
the  wall  downwards,  caused  by  insufficient  backing.  Two  of  these 
cracks  followed  the  line  of  junction  of  column  piers,  and  the  third 
was  intermediate  (about  half-way)  between  the  two  piers.  In  ac- 
cordance with  the  advice  of  the  writer,  the  backing  at  this  place  was 
excavated,  and  the  earth  removed  to  the  very  bottom  of  the  tank 
wall,  and  a  revetment  pier  of  8  feet  projection  and  3  feet  width,  be- 
hind the  wall  at  the  base,  with  a  batter  of  1|^  to  12  towards  the  tank 
as  it  came  up,  was  built.  From  this  revetment  pier,  two  wings  of 
brickwork  were  built  to  abut  the  column  piers  at  their  groin  with  the 
tank  wall.  From  much  experience,  it  can  be  said  that  the  attempt 
to  make  a  tank  wall  tight  by  pointing  or  grouting  a  crack,  is  nearly 
always  a  failure,  and  that  all  efforts  short  of  revetment  piers  are  so 
nearly  direct  waste  of  money,  that  no  engineer  is  justified  in  advising 
them.  A  further  allusion  to  the  tank  will  be  found  in  the  report  on 
the  subject  to  the  company,  hereinafter  appended. 
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Of  course,  this  work  of  reparation  of  the  tank  had  to  be  done  under 
temporary  cover,  and  also,  of  course,  strict  regulation  was  had  as  to 
walking  on  the  crown  in  its  precarious  state. 

The  means  for  supply  of  air  for  the  proposed  operation,  at  the 
works  of  Buffalo  Gaslight  Company,  were  singularly  favorable.  The 
company  had  been  making  a  partial  hydro-carbon  gas  from  anthracite 
coal  and  super-heated  steam  by  means  of  a  generator  of  the  type 
introduced  into  this  country  forty  years  since  by  Faber  du  faur, 
(which  gas  was  afterwards  carburetted  by  benzine  vapor  fixed  in  it  by 
passage  through  low  heated  retorts.)  The  generator  was  supplied  by 
air  by  a  Blake  air  pump  having  a  capacity  of  500  to  600  cubic  feet 
of  air  per  minute^  and  it  was  convenient  to  take  the  air  by  a  line  of 
3-inch  wrought  iron  pipes  to  the  holder ;  there  was  an  opening  on  the 
delivery  of  the  air  pump  available  for  this  purpose. 

If,  however,  it  had  happened,  that  no  such  supply  of  air  were  at 
hand,  it  would  have  been  feasible  by  means  of  four  to  six  ordinary 
smith's  bellows  and  a  line  of  soldered  tin  pipe  to  have  air  under  suit- 
able pressure  at  the  rate  of  60  to  90  cubic  feet  per  minute  with,  of 
course,  some  disadvantage  in  time.  For  the  engine  pump  woald  lift 
the  holder  one  foot  in  ten  minutes,  while  the  suggested  bellows  would 
have  taken  an  hour  and  a  half  for  the  same  result. 

The  preliminaries  of  pipe  line,  and  all  other  steps  essential  to  the 
success  of  the  scheme  were  effected  in  readiness. 

It  was  late  on  Thursday  afternoon  before  the  water  in  the  tank  was 
low  enough  to  expose  sufficient  part  of  the  conical  bottom  to  work 
upon.     At  this  time,  the  water  was  3^  to  4  feet  deep  at  the  sides. 

There  had  been  taken  into  the  holder  and  deposited  about  the  centre 
of  the  cone,  during  the  day,  thirty  lengths  of  hemlock  scantling,  3" 
X  &'  X  22',  with  other  joists  and  boards  for  scaffolding,  together  with 
a  pile  of  blocking  timber,  tools,  etc.,  and  at  about  eight  o'clock,  after 
several  callings  of  the  roll,  ten  out  of  twelve  men  were  found. 

Some  experiments  demonstrated  that  conversation  could  not  be 
carried  on,  and  a  set  of  signals  had  been  arranged.  The  order  of 
repetition  of  raps  on  the  inside  of  crown,  was  made  into  a  tele- 
graphic communication  between  the  ins  and  the  oiUs.  Of  course,  it 
had  to  be  very  simple,  as  the  occasion  did  not  demand  an  extensive 
code.  The  inside  of  the  holder  was  illuminated  by  forty  or  fifty 
4-inch  candles,  secured  to  the  rods  of  the  crown  by  bits  of  copper 
wire.     After  calling  roll,  everything  being  ready,  the  foreman  of  the 
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gas  works  volunteering  to  act  as  outside  director,  the  gang  of  men 
descended  into  the  abyss,  and  the  man-hole  was  bolted  down.  A  little 
delay  ensued  by  one  man's  having  gone  home  (near  by)  to  inform  his 
family  of  his  undertaking,  and  by  his  declining  to  join  in  the  risk 
after  his  return,  and  the  missing  men  came  to  the  holder,  one  joining, 
and  the  other,  after  listening  a  few  moments  at  the  man-hole,  and 
hearing  no  sound,  solemnly  pronounced  them  "  all  dead,"  and  went 
his  own  way,  above  ground,  in  fear ! 

The  ladders  having  been  displaced,  and  the  men  put  in  such  posi- 
tion that  the  fall  of  rods  or  rafters  might  not  hurt  them  (only  one 
end  of  one  rod  fell  down),  the  proper  signal  was  given,  and  the 
pump  was  started.  In  about  a  minute,  an  evident  noise  of  shaking 
sheet  iron  was  heard  ;  in  five  minutes  the  king  post  was  free  from 
its  centre  pier,  and  the  resonance  of  sheets  was  like  distant  theatri- 
cal thunder.  In  ten  minutes  the  whole  crown  was  inflated,  and  in 
about  twelve  minutes  the  outside  director  signaled  that  the  inner  sec* 
tion  was  three  inches  afloat  from  the  anchor-blocks,  and  that  he  had 
stopped  the  air  pump,  as  agreed  upon.  On  the  inside,  the  centre 
pier  was  leveled  oflf,  and  the  king  post  blocked  up  and  wedged,  when, 
at  the  signal,  the  air  plug  was  opened,  the  holder  dropped  upon  the 
anchors,  and  the  discharge  of  air  stopped,  thus  thrusting  up  the  cen- 
tre, and  removing  part  of  the  apple  shape.  (It  was  supposed,  when 
this  was  done,  that  three  inches  would  have  been  enough,  but  subse- 
quently, it  appeared  that  the  holder  should  have  been  lifted  about 
nine  inches,  and  then  dropped,  to  have  eflfected  the  end  entirely). 

The  thirteen  broken-backed  rafters,  were  then  found  to  be  de- 
pressed in  their  middles  (half  way  from  edge  to  centre)  from  2  to  3J 
feet  (except  one  which  was  detached  from  its  position,  and  dropped 
5  or  6  feet.)  The  restoration  was  exceedingly  easy  ;  one  by  one  they 
were  quick-shored  and  spur-shored,  by  the  22  feet  scantling  and 
blocking,  offering  some  resistance  and  squirming  as  they  passed  the 
toggel  line.  They  were  shored  up  to  the  apparent  proper  curve  with- 
out any  attempt  at  exactness.  As  the  work  proceeded,  the  king  post 
was  straightened  up,  and  finally  lifted  off  from  its  blocking.  When 
this  occurred,  a  signal  was  made,  and  the  section  was  raised  again,  the 
shores  being  watched  to  see  that  they  were  not  loosened,  and  four 
inches  of  blocking  more  inserted  under  the  king  post,  when  the  sec- 
tion was,  by  signal,  again  anchored.     After  this,  some  of  the  rafters 
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had  to  be  farther  shored  up.  The  whole  work  of  shoring  up  the 
thirteen  rafters  occupied  four  and  a  half  hours. 

The  work  had  been  done  in  the  night  in  preference,  so  as  to  ensure 
the  undisturbed  attention  of  the  external  requirements.  It  was  an 
intensely  cold  night  outside,  but  a  few  degrees  above  zero,  and  the 
clear  sky  gave  a  radiation  through  the  thin  plates  of  the  crown,  yet 
within  the  holder  it  was  about  40  degrees  and  only  chilly,  and  at  the 
last  smoky  from  candle  smoke,  but  otherwise  not  uncomfortable. 

At  two  o'clock  in  the  morning,  the  signal  was  given,  the  man*hole 
was  loosened  and  removed,  and  the  workmen  emerged.  The  exterior 
of  the  crown  showed  that  the  gradual  lifting  of  the  rafters  had  again 
elevated  the  whole  roof,  leaving  the  king  post  still  down  about  six 
inches,  and  of  course  the  sheets  were  not  free  from  buckles,  and  the 
apple  shape  was  very  evident.  As  had  been  indicated  by  appearances, 
the  sheets  and  joints  proved  unhurt  and  tight,  not  a  particle  of  leakage 
of  air  having  accompanied  the  raising  of  the  crown,  nor  did  any  sub- 
sequent defect  in  this  respect  develop  itself. 

Having  thus  placed  the  holder  in  condition  to  be  repaired,  the  erec- 
tion of  a  temporary  scaffold  near  the  sides,  and  the  testing  and  re- 
placing of  the  injured  parts  of  the  internal  framing  was  easy.  In 
fact,  a  complete  restoration  was  made  in  less  than  a  week  afterwards, 
at  a  cost  of  not  to  exceed  $300  for  the  iron  work,  and  the  holder  was 
ready  for  use  again  by  the  20th  of  December,  and  was  in  use  on  the 
completion  of  the  tank  repairs,  shortly  after.  It  would  be  impossi- 
ble to  find  any  signs  of  injury  from  this  accident  at  this  time.  * 

After  completion  of  the  holder,  some  questions  from  the  officers  of 
the  Buffalo  Gaslight  Company  led  to  the  following  report,  which  is 
here  inserted  as  a  means  of  conveying  some  information  upon  strength 
of  tanks  not  accessible  in  similar  form  elsewhere. 


Philadelphia^  January  29^A,  1875. 
J.  M.  VouQHT,  Esq., 

Secretary  Citizens'  Gas  Co.,  Buffalo, 
My  Dear  Sir  : — In  accordance  with  your  request  that  '*  I  should 
write  you  in  full  upon  the  failure  of  your  tank,  and  state  whether  the 
specifications  were  carried  out,  and  if  not,  whether  that  was  the  cause 
of  the  failure."  I  make  the  following  reply  :  Referring  to  the  speci- 
fications :  The  sides  of  the  excavation  must  be  carefully  shored  to  pre- 
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vent  caving  ;  and  in  case  of  a  slip,  the  entire  mass  of  broken  earth 
must  he  removed^  and  a  new  fill  ptiddUd  and  rammed  in  the  back  of 
the  watt. 

The  banks  were  not  properly  shored — there  was  a  slip — the  earth 
was  not  replaced  bj  puddling  and  ramming  as  prescribed.  The  pre- 
scription of  the  specification  relative  to  springy  bottom  was  conformed 
to  and  the  bottom  is  consequently  tight.  *'  The  proper  care  was  not 
taken  in  setting  out  or  preserving  tJie  location  of  column  foundationSy*' 
and  much  additional  stonework  was  needed  in  the  retaining  walls  to 
remedy  the  difficulty. 

"  There  wiU  be  laid  in  each  course  of  mortar  on  the  flat,  each  ten 
courses  of  bricks^  S  or  A  strips  of  hoop  iron,  1 J  ins.  X  No.  20  X  8  to 
10  feet  lengths  J  the  ends  overlapping  about  two  feet,  to  make  the  bond 
of  the  watt.''  This  requirement  calls  for  11  courses  of  hoop  iron  strips 
IV  X  No.  20,  and  8^  strips  to  each  course;  the  total  weight  of  iron  called 
for  was  only  2100  lbs.,  and  the  least  section  of  all  the  bands  together 
at  any  vertical  section  of  the  tank  wall  would  have  been  equal  to 
1-69  square  inches  of  solid  iron.  As  expressed  in  the  specification, 
this  iron  was  only  ^^to  make  the  bond  of  the  walV  It  was  not  sup- 
posed to  be  strong  enough  to  form  a  hoop  and  sustain  the  pressure  of 
water  independent  of  the  strength  of  the  wall  as  masonry,  or  of  its 
support  by  earth  backing. 

The  total  pressure  of  water  tending  to  burst  the  tank  walls  at  any 
place  was,  say  93'  6"  (or  centre  of  wall)  diameter  multiplied  by  22' 
8"  depth  of  water,  multiplied  by  \  the  depth  of  water,  multiplied  by 
the  weight  of  a  cubic  foot  of  water  (62-4  lbs.)  =  750,000  lbs.  (nearly.) 
Now  the  foundation  of  the  wall  was  on  solid  rock,  and  the  weight  of 
brickwork  alone  was  sufficient  to  warrant  the  assumption  that  no 
splitting  would  have  occurred  at  the  bottom.  And  the  application  of 
this  force  of  750,000  lbs.  can  be  taken  at  the  centre  of  pressure  (^ 
the  depth  from  the  bottom)  with  the  bottom  practically  unyielding. 
This  assumption  is  equivalent  to  the  application  of  500,000  lbs.  uni- 
formly on  the  sides  of  the  tank. 

Hoop  iron  of  No.  20  ('085  inches)  thickness  has  the  highest  tensile 
strength  allotted  to  wrought  iron,  it  is  hard  rolled  and  nearly  unyield- 
ing to  the  point  of  rupture,  and  can  be  fairly  assumed  at  standing  a 
tension  of  60,000  lbs.  per  square  inch  of  section,  before  rupture. 
Assuming  one-half  this  tensile  strength,  the  section  of  1*69  square 
inches  gives  50,000  lbs.  as  absolute  strength  of  the  hoops. 
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The  adhesion  of  mortar  to  the  surface  of  each  hoop  is  quite  equal 
to  its  assumed  tensile  strain.  The  weakest  place  in  the  hoop  is,  of 
course,  the  middle  of  its  length,  and  it  can  be  estimated  as  subjected 
to  strain  in  opposite  directions  from  that  point.  The  sectional  area 
of  the  hoop  equals  1\"  X  'OSS''  or  '04375  square  inches ;  multiplying 
this  by  30,000  lbs.  tensile  strain,  and  the  total  tensile  strain  is  found 
to  be  1312  lbs.  The  surface  of  either  half  of  a  ten-foot  strip  is  2\" 
X  5'  0''  =  1*04  square  feet,  or  equal  to  1300  lbs.  adhesion  to  each 
foot  of  surface  of  the  hoop. 

These  figures  show  the  strength  of  the  hoop  ties  as  specified  to 
have  been  about  one-tenth  that  needed,  if  they  were  to  have  been 
the  sole  reliance  against  this  bursting  strain  on  the  walls.  The 
specification  requires  '^  that  the  mortar  to  he  iised  for  bricklaij/ingj 
concrete  or  cementing,  must  be  one  part  of  new  hydraulic  cement,  of 
approved  quality,  and  two  parts  of  sharp  sand,  and  must  be  used  as 
fast  as  made;  any  set  mortar  m%LSt  be  rejected  and  not  tempered  into 
new  mortar," 

The  material  used  to  make  mortar  was  not  cement  at  all,  but  was 
hydraulic  lime ;  as  to  the  conformity  in  preparation  to  the  specifica- 
tion, I  cannot  testify ;  but  from  inspection  of  the  crushed  centre  pier, 
and  at  other  parts  of  the  work,  I  can  say,  that  the  mortar  is  only  a 
fair  building  mortar,  suited  to  make  joints  of  brick  or  stone  work  of 
buildings  or  piers  where  the  usual  disproportion  of  material  as  regards 
loads  superimposed  upon  it,  is  followed.  It  did  possess  a  great 
advantage  over  common  lime  for  water  work,  in  having  a  de- 
gree of  insolubility,  and  possibly  in  the  same  course  of  time  which  is 
requisite  for  good  quick  lime  mortar  to  become  hard,  in  constructioa 
above  ground,  this  hydraulic  lime  mortar  may  harden  under  water  ; 
but  as  a  mortar  to  be  used  in  cistern  or  tank  work,  having  the  quality 
of  quick  setting  and  of  immediate  ten,9ile  strength,  it  by  no  means 
satisfies  the  conditions  of  the  contract. 

Unless  this  deviation  from  the  requirements  of  the  specification 
was  made  with  the  full  consent  and  approval  of  the  Gas  Company,  or 
their  Engineer,  the  contractor  should  be  fully  held  for  the  consequen- 
ces. Admitting  that  the  walls  of  the  tank  were  built  of  specified 
thicknesses,  and  with  specified  quality  of  bricks,  which  so  far  Sks  my 
observation  went,  were  the  facts ;  their  strength  as  masonry,  on  tht 
supposition  that  Rosendale  cement  had  been  used,  can  now  be  properly 
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considered.  As  in  the  case  of  the  hoop  bands,  the  bottom  can  be 
taken  as  unyielding,  and  the  mass  of  the  walls  adhering  to  it  as  capa- 
ble of  sustaining  one-third  of  the  bursting  strain,  leaving  500,000 
lbs.  tension  as  the  total  load  at  any  vertical  section  of  the  tank  walls 
to  be  resisted.  The  walls  have  very  nearly  50  square  feet  of  cross 
section,  and  the  consequent  tension  per  square  foot  of  brick  work  is 
10,000  lbs.  =  (70  lbs.  per  square  inch.) 

The  rupture  of  a  mass  of  brick  work  can  be  estimated  (if  per- 
fectly sound  and  of  uniform  strength)  in  either  of  the  two  following 
ways : — 

First,  on  a  plane  of  rupture  at  the  ends  of  half  the  bricks,  and 
across  (through)  the  other  half.     A   square  foot  of  cross  section  of 
brick  work  (of  Buffalo  size)  is  3  courses  wide  by  5  courses  high,  the 
bricks  are  7|  inches  long  X   3f  inches  wide  X  2  inches  thick,  thus, 
7J  ends  to  break,  3|  X  2   =     .     52J  square  inches. 
Suea         7J    "     "    separate  at   the  joint, 
ggg  3|  X  2  =         ,         .  52J  square  inches. 

Surface  of  mortar  =  .  39  =  14'4       " 

Bricks  of  low  quality  have,  at  least,  150  lbs.  tensile  strength  per 
square  inch,  (all  authorities  give  150  to  300  lbs.)  The  adherence  of 
Rosendale  cement  mortar  to  bricks  after  one  month's  setting  is  given 
by  Gilmore  to  be,  at  leasty  12  lbs.  per  square  inch.  The  tenacity  of 
Rosendale  cement  mortar  laid  out  of  water  one  month  is  deduced  by 
Gilmore  as  fully  equal  to  50  lbs.  per  square  inch  [Grant.  Inst.  C.E., 
London,  1865,  gives  100  for  Portland  average  of  370  trials]  and  we 
have  from  above, 

7J  ends  to  break  =  52J  @  150  =  7875 

7i    "  "      =  52J  @    12  =    630 

Surface  of  mortar  =39  @  50  =  1950  =  10,475  lbs.  per  sq.  ft. 
For  my  own  part  1  am  decidedly  of  opinion  that  the  630  lbs.  of  ad- 
hesion of  ends  deducted  from  Gilmore's  experiments  are  not  over 
one-third  the  real  strength  (Gilmore's  mode  of  test  was  very  unfair), 
and  I  am  confident  that  the  least  strength  of  a  square  foot  of  solid 
brick  work  in  mortar  of  one  part  Rosendale  cement  to  two  of  clear 
sand  is  quite  12,000  lbs.  per  square  foot. 

The  second  method  of  computing  the  rupture  is  to  assume  that  it 
follows  the  joint,  and  does  not  part  any  of  the  bricks  which  have  a|> 
average  of  3  times  the  strength  of  the  mortar. 
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In  the  top  view,  as  the  wall  averaged  but  8J^^^^!j!l'^5^ 
bricks  wide,  there  were  but  6  joints  for  the  7  half  ch^  '-^=^  — q 
bricks,  or  2^  joints  to  each  foot  of  width,  i^bct  :^i=i.=:  HH— 
If  the  bricks  were  laid  with  perfect  accuracy,  they  would  have  4  in. 
laps,  but  it  is  fair  to  take  the  laps  at  not  over  3  inches  in  practice, 
and  thus  is  found : 

15  ends  of  bricks  to  separate  (X  3|  X  2)  =  105  sq.  in.  @  12  =  1260  lbs. 
Surface  of  mortar  on  end  section  =  39      «     (oi  50  =  1950  " 

6  X  3''  X  12"  flat  joints  to  break  =       180      "     @  50  =  9000  " 
^  X  3  X  12  edge      "      "     "     =  82      "     @  50  =4100  " 


16,310  lbs. 

Either  of  these  computations  show  an  excess  of  strength  oyer  the 
requirement,  and  that  with  the  hoop  iron  to  prevent  check  cracks  and 
to  strengthen  the  wall,  where  the  header  courses  were  used ;  the  tank 
could  have  carried  the  weight  of  water  without  backing  of  eartk 
It  was  certainly  amply  strong  tffith  the  required  earth  work  or  retain- 
ing walls  to  support  it.  But  all  this  supposition  rests  upon  *'  Sg- 
drauUc  cement  of  approved  quality^'*  of  which  I  should  consider 
Bosendale  as  quite  low  as  a  standard.  I  do  not  believe  the  hydraulic 
lime  mortar  used,  has  at  this  time,  a  tensile  strength  of  ten  pounds 
per  square  inch. 

^^  Behind  the  walk  of  the  tank  there  shall  be  filled  in^  rammed  and 
puddled^  suitable  material  to  form  a  water-tight  solid  bank.**  I  saw 
no  ramming — the  dumping  of  loose  fill  of  rubbish  into  water  by  no 
means  answered  the  requirement — the  material  used,  to  my  view,  was 
not  suitable  for  filling,  nor  was  any  water-tight  clay  used.  Con- 
sidering the  mortar  employed  and  the  omission  of  the  hoop  iron  ties, 
the  only  reliance  for  the  construction  was  the  backing.  If  the  back- 
ing had  been  properly  done — according  to  the  specification  in  all  re- 
spects— ^it  is  my  opinion  that  the  defective  brick  work  would  have 
had  adequate  support,  and  no  accident  would  have  occurred.  It  is 
fair  to  admit,  however,  that  while  I  consider  the  earth  backing  as 
equally  imperfect  with  the  brick  masonry,  the  ruptures  apparent  at 
this  time,  have  not  happened  when  earth  filling  only  was  prescribed. 

"  There  shall  be  built  on  the  line  of  the  lot  on  Court  Street  and 
on  Georgia  Street^  two  retaining  walls  in  stone  masonry,  each  about 
S2  feet  in  length  {exclusive  of  wings  at  either  end,  which  may  be  needed 
to  hold  the  bank.)     .     •     .     Below  level  of  side-walk,  these  retaining 
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walls  are  to  have  a  footing  on  the  natural  ground  {under  soil)  and  at 
least  %feet  under  side-walk  level,  which  footing  shall  spread  two  inches 
in  every  foot  of  depth.  These  retaining  walls  shall  be  built  up  solid 
against  the  bnek  walls  of  the  tank,  .  ...  at  the  end  of  fhe  retaining 
walls  will  be  required  vmy  watts  from  18  inches  to  2  feet  in  thickness, 
with  foundations  at  least  3  feet  below  side-walk  level,  suitably  coped. 
The  excavation  for  these  walls  unll  be  made  to  such  depth  as  may  be 
directed  by  the  Engineer  of  Gas  Company,'*  etc,  etc. 

The  immediate  cause  of  the  failure  of  the  tank  laid  in  the  non- 
conformity of  one  of  these  retaining  walls  (that  on  Georgia  Street) 
with  the  specification  as  above  quoted.  [As  to  the  other  retaining 
wall,  on  Court  Street,  or  the  remainder  on  Georgia  Street,  I  cannot 
say  whether  they  were  improperly  constructed  or  not.]  At  the  wall 
on  Georgia  Street,  between  two  of  the  column  piers,  the  tank  wall 
went  out  with  three  cracks,  one  at  each  pier,  and  a  third  midway  be- 
tween ;  the  cracks  opening  1.  to  ^  inch  at  the  top  and  extending 
about  12  feet  downward. 

The  examination  which  followed,  showed  that  the  wall  in  place  of 
having  a  footing  spread  two  inches  in  width  for  each  foot  of  depth 
below  level  of  side- walk,  which  would  have  given  3  feet  of  external 
batter,  had  the  foundation  been  carried  down  to  the  very  bottom  of 
the  tank,  was  founded  upon  a  triangular  mass  of  concrete,  which  con- 
crete had  been  substituted  for  the  rammed  earth  specified  to  be  used 
in  case  of  a  step.  In  consequence  of  neglect  of  the  lines,  the  column 
foundations  of  the  tank  had  been  twisted  about  8  or  10  feet  out  of 
proper  position,  and  the  retaining  wall  which  should  have  been  nearly 
parallel  and  of  equal  thickness,  had  become,  say  3|  to  4  feet  wide  at 
one  column  pier,  and  8  to  10  feet  wide  at  the  next. 

The  triangular  mass  of  stone  work  consequently  overhung  any 
foundation  or  footing  at  one  place  5  or  6  feet,  and  in  no  one  place  had 
the  wall  what  could  be  designated  as  a  proper  footing,  leveled  suitably 
on  natural  ground,  or  its  specified  substitute.  On  removal  of  the 
wall  for  reconstruction,  it  was  found  to  have  fallen  away  2  to  8  inches  in 
the  widest  places,  with  a  pocket  of  12  ^or  15  feet  in  length,  where  the 
wall  had  left  the  brick  sides  of  the  tank.  This  subsidence  had  evi- 
dently occurred  whilst  the  wall  was  being  built,  and  not  afterwards ; 
for  the  stone  work  had  been  gathered  over  against  the  tank  wall. 
The  retaining  wall  thus  built,  actually  prevented  the  earth  from  sup- 
VOL.  LXX.— Thibd  Bbbik8.^No.  6— Novbmbbb,  1875.  24 
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porting  the  sides  of  the  tank  and  became  a  point  of  weakness,  instead 
of  strength. 

The  wing  walls  were  also  improperly  built ;  in  place  of  being  inde- 
pendent from  the  retaining  walls^  they  were  bonded  into  them  and 
the  foundations  of  these  wing  walls  were  also  tied  into  the  retaining 
walls.  This  bonding  of  walls,  where  footings  do  not  coincide,  is  a 
fierious  injury  to  both ;  there  should  have  been  a  plumb  joint  between 
the  walls.  I  have  enumerated  the  essential  points  of  deviation  by 
the  builder  of  the  tank  from  the  specification,  any  one  of  which  was 
fraught  with  danger  to  its  stability,  but  the  pre-eminent  one  is, 
^^  These  retaining  walls  shall  be  built  up  soUd  against  the  brick  walls 
of  the  tank."  With  the  use  of  inferior  mortar  and  in  the  absence  of 
the  iron  tie-bands,  the  accident  was  invited  at  this  point  and  occurred 
here. 

The  specification  reads :  "  The  Gas  Company  will  hold  the  can- 
tractor  responsible  for  the  cost  of  reconstruction  and  for  damages  which 
may  follow  if  the  workmanship  and  material  does  not  conform  to  this 
specification^  whether  noticed  by  the  inspector  or  not ;  btU  will  assume 
full  responsibility  for  the  tightness  of  the  tank  if  the  work  is  as 
specified.*' 

The  deviation  from  the  specification  in  these  regards  named  by  me, 
I  believe  to  have  been  one  and  all  intentional  by  the  contractor,  with 
full  knowledge  and  assumption  of  the  risk,  and  they  were  done  for  the 
purpose  of  reducing  (to  himself)  the  cost  of  the  work.  In  some  of 
the  deviations,  he  may  possibly  have  had  a  color  of  permission  or 
direction,  but  if  so,  I  am  confident  such  assent  or  authority  was  only 
granted  on  the  assurance  by  the  contractor  that  the  changed  con- 
struction or  material  was  equally  or  sufficiently  good. 

The  question  of  damages  resulting  to  the  Gas  Company  resolve 
themselves  into  several  points. 

First.  The  extra  cost  of  stone  work,  incurred  in  buttresses  because 
of  twisting  the  column  foundations  after  laying  out  by  the  Gas  Com- 
pany's Engineer.     This  is  estimatable  by  your  engineer. 

Second. — A.  The  cost  of  repairing  the  break,  including  the  pump- 
ing out  and  refilling  of  the  tank,  earth  work,  stone  work  or  brick 
work,  engineering,  or  other  expenses.  B. — The  injury  done  to  the 
holder,  which  was  sucked  in  by  the  escape  of  water  from  the  tank. 
C. — The  loss  to  the  company  resulting  from  the  supplying  of  the  dis- 
trict by  the  Bufialo  Gas  Company. 
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Third. — A.  The  probable  cost  or  equitable  valuation  of  cost  of 
reconstructing  the  next  piece  of  retaining  walls  on  Georgia  Street, 
where  another  leak  has  already  developed.  B. — The  probable  cost  of 
•other  reconstruction  on  Court  Street  side. 

Fourth.  The  impaired  value  of  the  tank  in  its  present  state.  This 
can  be  made  up  as  follows  :  A. — The  money  value  of  material  and 
workmanship  improperly  done.  The  saving  on  earth  work ;  this  value 
<5an  be  made  up  by  your  engineer.  The  saving  in  mortar  and  laying ;  this 
is  also  a  matter  of  engineer's  estimate  for  quantity ;  the  saving  of 
lioop  iron  (about  one  ton)  and  the  cost  of  laying  it,  say  one  hundred 
■dollars,  ($100.)  B.—The  consequential  injury ;  built  as  your  tank 
has  been,  I  should  feel  no  security  that  it  would  remain  tight  from  one 
week's  end  to  another;  by  buttressing  it,  as  the  broken  segment  has  been 
buttressed,  at  each  of  the  eight  spaces  between  columns.,  it  could  be 
made  reliable.  The  cost  of  constructing  this  buttress  thus  becomes  a 
measure  of  value  of  ree<m%tructi(m  to  make  the  whole  equivalent  to 
its  specified  construction. 

In  settling  this  whole  question,  if  the  company  feel  any  especial 
compassion  towards  the  contractor,  possibly,  they  might  authorize  a 
settlement  which  would  assume  a  part  of  the  risk  of  future  failure. 
It  is  clear  now  that  one  buttress  more  will  be  indispensable,  how  many 
others  may  be  demanded,  or  their  cost,  taken  as  security  against  fur- 
ther accident  could  be  determined  by  the  Gas  Company. 

The  view  I  have  here  given,  will,  I  am  confident,  stand  the  test  of 
legal  scrutiny  or  of  a  settlement  under  an  arbitration  to  engineers. 
The  company  had  a  right  to  receive  as  good  a  tank  at  the  hands  of 
the  contractor  as  the  specification  described,  and  I  cannot,  in  the  cir- 
cumstances, see  any  reason  why  they  should  suffer  loss  when  the 
specification  has  been  departed  from.         Respectfully  yours, 

Robert  Briggs,  C.E. 

The  Decimal  System. — In  "  Money  and  Mechanism  of  Ex- 
change," by  Prof.  W.  Stanley  Jevons,  recently  published  in  London, 
the  decimal  system  is  discussed  at  some  length,  with  a  conclusion 
that  in  the  end  it  will  predominate,  but  only  from  the  hold  which  it 
has  taken  on  the  world ;  and  accompanying  the  opinion  that  it  is  to 
be  regretted,  because  "  the  duodecimal  system  is  in  various  ways  much 
more  simple  and  convenient."  This  assumption  of  convenience  as  a 
fact  and  consequent  reasoning  that  nothing  but  conformity  is  to  be 
attained  may  be  unanswerable  in  England,  but  it  cannot  be  ever  com- 
prehended in  America  where  the  habit  of  using  decimal  money  has  in- 
capacitated most  people  from  the  use  or  desire  for  any  other. 
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THE  EFFECT  OF  MAGNETIC  AND  GALVANIC  FORCES  UPON  THE  STRENGTH 
OF,  AND  DESTRUCTION  OF  IRON  AND  STEEL  STRUCTURES. 

By  Charles  M.  Grbsson,  M.D. 

(Read  before  the  American  Philosophieal  Society ^  June  18,  1875.) 

Bars  and  Structures  of  Iron  and  Steel  when  allowed  to  remain  at 
rest  for  a  considerable  time  acquire  measurable  magnetic  polarity. 

Moderate  percussion,  alternations  of  heat  and  cold,  exposure  to  the 
rays  of  the  sun,  especially  with  a  long  axis  of  figure  parallel^  or 
nearly  coincident  with  a  magnetic  meridian  of  the  earth  have  a  ten- 
dency to  develop  and  strengthen  magnetic  polarity. 

Thus,  Iron  Bridges,  Iron  Vessels  upon  the  stocks  in  progress  of 
construction,  and  Iron  Railway  Tracks  are  particularly  liable  to  ac- 
quire magnetic  polarity. 

It  is  asserted  that  the  relative  position  of  the  long  axis  of  Iron 
Ships  with  reference  to  the  magnetic  meridian  materially  affects 
their  polarity  and  the  facility  of  the  correction  of  their  compasses. 

If  the  keels  of  such  vessels  be  laid  on  a  North  and  South  line, 
they  are  supposed  to  acquire  greater  polarity,  and  to  retain  it  more 
steadily  than  when  laid  East  and  West. 

The  evidence  of  an  Iron  Ship's  polarity  is  exhibited  to  the  greatest 
degree,  by  comparison  of  its  effects  upon  its  compasses  when  the  ves- 
sel is  sailing  in  an  easterly  or  westerly  direction. 

A  consideration  of  the  following  facts  seems  to  favor  the  conclusion 
that  magnetic  bars  of  Iron  should  be  better  able  to  resist  tensile 
strain  than  those  which  are  not  magnetic. 

A  thoroughly  magnetic  bar  is  one  of  which  each  end  repels  a  pole 
of  a  magnetic  needle.  The  centre  of  such  a  bar  is  neutral,  that  is 
attracts  either  end  of  a  magnetic  needle  and  repels  neither. 

If  we  break  such  a  bar  in  half,  we  are  possessed  of  two  magnetic 
bars;  that  end  of  the  original  bar  which  attracted  the  south  end  of  » 
magnetic  needle  continues  to  attract  it,  that  which  attracted  the 
north  end  continues  to  do  so,  whilst  the  two  new  ends  which  had 
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formed  the  neutral  centre  of  the  original  bar,  each  acquires  a  polarity 
opposite  to  the  other,  and  also  opposite  to  that  possessed  by  its  own 
opposite  end.  A  continuance  of  this  process,  that  is,  the  fracturing 
of  each  half  until  we  have  obtained  such  minute  fragments  of  the  bar 
as  can  be  examined  only  under  the  microscope,  still  produces  perfectly 
polarised  bars,  possessing  all  of  the  magnetic  characteristics  of  the 
original  bar,  with  varying,  attracting,  and  repelling  force  according 
to  some  ratio  of  the  relative  length  and  thickness  of  the  fragments. 

Arguing  upon  this  we  are  led  to  the  conclusion  that  a  continuance 
of  this  process  must  produce  molecular  magnets. 

If  we  place  magnetic  bars  in  contact  with  each  other,  the  north 
and  south  poles  alternating  and  in  contact  with  each  other  we  obtain 
a  metallic  chain  of  considerable  strength,  although  its  component 
parts  are  not  mechanically  connected  together.  The  closer  the  con- 
tact of  the  ends  of  the  bars  the  stronger  will  be  the  chain. 

If  with  isolated  bars  we  can  obtain  a  connecting  force  equal  to 
many  pounds  by  close  contact,  how  much  stronger  must  be  the  con- 
necting force  when  exerted  between  molecule  and  molecule. 

Such  an  argument  undoubtedly  leads  to  the  conclusion  that  bars 
saturated  with  magnetic  force  should  certainly  be  stronger  than  those 
that  are  not. 

Faraday  announced  that  '^  there  existed  lines  of  force  within  the 
magnet  of  the  same  nature  as  those  without.  What  is  more  there  are 
exactly  equal  in  amount  vdth  those  without.  They  have  a  relation 
in  direetion  to  those  without ;  in  fact  are  continuations  of  them,  ab- 
solutely unchanged  in  their  nature." 

To  determine  the  effect  of  magnetic  force  upon  the  tensile  strength 
of  Iron  and  Steel,'*'  bars  of  each  were  selected  and  cut  into  suitable 
lengths  for  use  in  the  breaking  machine  and  numbered. 

Nos.  1,  8,  5,  etc.,  were  broken  in  the  usual  manner. 

Nos.  2,  4,  6,  etc.,  whilst  in  the  breaking  machine  were  surrounded 
by  a  suitable  coil  of  copper-wire,  through  which  a  current  of  galvanic 
electricity  was  passed  during  the  operation  of  breaking. 

''^The  Steel  employed  in  the  experiment  was  "  Jessop's  Round  Machinery/'  ^  inch 
rod — 


per  square  inch  of  section. 

«  K»«T,«  of  i  maximum,  69,9 
nbrokeat|^.^.^^^'gg»g 

per  square  inch  of  section. 


rpi,^  !•««  K»«T,«  of  f  maximum,  69,948  lbs. 
The  Iron  broke  at  |  ^j^j^^^;  ^^^^^  ^^^ 
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The  results  obtained  from  the  magnetic  Steel  bars  were  about  one 
per  cent,  less  than  those  obtained  from  the  non-magnetic,  and  from 
the  magnetic  soft  Iron  bars  about  three  per  cent*  less  than  from  the 
non-magnetic. 

Both  the  Steel  and  Iron  bars  became  heated  whilst  within  the  in- 
fluence of  the  current  of  electricity,  the  soft  Iron  more  so  than  the 
Steel. 

It  occurred  to  me  that  the  depreciation  of  strength  might  have  been 
caused  by  the  rise  of  temperaturef  in  the  bars,  and  I  accordingly 
prepared  permanent  magnets  from  alternate  sections  of  a  steel  bar 
and  repeated  the  experiments  comparing  the  cold  magnets  with  the 
unmagnetized  sections  of  the  same  bar.  The  results  showed  no  ap- 
preciable difference  in  strength  between  the  magnetic  and  non- 
magnetic sections. 

To  test  the  matter  still  further,  bars  of  Steel  were  so  magnetised 
as  to  present  a  pole  at  one  end,  the  other  in  the  middle  of  the  bar, 
with  one  end  neutral,  that  is,  one  end  of  the  bar  attracted  the  North 
or  South  pole  by  a  magnetic  needle  and  repelled  the  South  or  North, 
and  the  other  end  of  the  bar  attracted  either  pole  of  a  magnetic 
needle. 

Under  these  conditions  if  there  was  any  effect  to  be  had  from  the 
influence  of  the  magnetic  force,  the  bar  should  incline  to  break  either 
at  the  central  pole  or  at  the  neutral  point  between  the  poles. 

The  results  of  the  experiments  showed  that  there  was  no  inclina- 
tion to  a  choice  of  either  location  as  the  place  of  fracture. 

The  conclusion  arrived  at^  is,  that  the  condition  of  magnetic  polar- 
ity does  not  in  any  way  influence  the  strength  of  steel  bars.  With 
reference  to  the  soft  iron  bars  the  comparison  was  not  made,  for  the 
reason  that  they  would  not  remain  magnetic  unless  surrounded  by 
the  galvanic  coil,  in  which  case  they  became  heated  by  the  action  of 
the  current. 

How  far  a  change  from  fibrous  to  crystalline  structure  is  affected 
by  the  influence  of  magnetism  has  not  been  ascertained,  or  whether 
there  is  any  deterioration  of  the  strength  of  iron  or  steel  on  such 
account. 

f  For  effects  of  temperature  upon  the  tensile  strength  of  Iron,  see  Report  of  the  Com- 
mittee of  the  Franklin  Institute  of  Pennsylvania, — <*  upon  the  strength  of  materials 
employed  in  the  construction  of  Steam  Boilers.*'  Experiments  made  at  the  request  of 
the  Treasury  Department  of  the  United  States  (Jan'y  4th  1831~Jan'y  6th  1887.) 
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Iron  telegraph  wires,  in  the  course  of  time  become  brittle,  and  to 
such  an  extent  that  if  the  usual  method  of  uniting  them  by  winding 
each  upon  the  other  is  attempted,  they  are  frequently  broken  in  the 
process. 

From  this  it  would  appear  that  a  passage  of  a  strong  galvanic 
current  produces  some  molecular  change  effecting  the  strength  of  iron. 
Such  conducting  wires,  however,  are  not  necessarily  or  even  usually 
magnetic.  There  can  be  no  doubt,  however,  as  to  the  deteriorating 
effect  of  galvanic  force  as  an  accelerator  of  oxidation  or  the  solution 
of  a  metal. 

Observations  upon  Iron  Bridges  and  structures  subjected  to  atmos- 
pheric influences  and  upon  Boilers  exposed  to  the  action  of  heat  and 
the  chemical  agents  contained  in  ordinary  waters  lead  to  the  conclu- 
sion that  galvanic'  force  is  usually  as  great,  and  frequently  a  far 
greater  cause  of  deterioration  than  mechanical  wear.  Indeed  all  of 
the  operations  of  nature,  organic  and  inorganic,  both  constructive 
and  disjunctive,  involve  the  production  of  more  or  less  galvanic  force 
or  are  the  results  of  its  action. 

Motion,  unaccompanied  by  any  other  apparent  change  than  that  of 
place,  is  a  desturber  of  electric  or  galvanic  equilibrium,  and  the  con- 
verse is  equally  true.  If  it  were  possible  to  produce  perfectly  pure 
and  homogeneous  iron,  then  the  generation  of  destructive  galvanic 
currents  by  the  contact  of  sheets  or  bars  would  not  take  place. 

By  exercising  care  in  the  selection  of  iron,  especially  that  used 
for  steam  boilers,  the  deterioration  from  galvanic  action  can  be  re- 
duced to  a  minimum. 

Many  steam  boilers  have  come  under  my  observation  in  which  the 
corrosion  was  but  slight,  and  affected  all  parts  equally,  others  in 
which  the  metal  of  a  single  sheet  only  was  attacked,  the  corrosion  of 
which  sheet  protected  the  remainder  of  the  boiler  almost  as  efficiently 
as  if  the  sheet  had  been  replaced  by  one  of  the  metal  zinc. 

The  most  striking  instance  of  the  effect  of  introducing  a  sheet  of 
metal  of  greatly  differing  electro-condition,  that  occurs  to  me,  is  that 
of  a  boiler  which  had  been  in  use  for  a  considerable  length  of  time 
without  showing  any  unusual  tendency  to  corrosion,  when  from  some 
cause  it  became  necessary  to  replace  a  sheet  by  a  new  one. 

The  result  of  the  introduction  of  a  new  sheet  was  to  set  up  at  once 
a  strong  galvanic  action  by  which  every  sheet  in  the  boiler  was  cor- 
roded except  the  new  one. 
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Samples  of  iroM  cat  from  the  edges  of  the  old  and  from  the  new 
sheets  were  placed  in  a  bath  to  which  a  few  drops  of  dilate  acid  were 
added  and  a  connection  made  with  a  galvanometer,  resulting  in  the 
production  of  a  new  current ;  the  purer  iron  corroding,  and  protect- 
ing that  which  contained  the  greatest  amount  of  carbon. 

The  inciting  cause  of  the  galvanic  action  was  therefore  judged  to 
be  the  introduction  of  a  sheet  of  iron  electro-negative  to  those  already 
in  the  boiler,  its  position  in  the  electro-chemical  scale  depending 
upon  the  amount  of  carbon  it  contained. 

The  injurious  effect  consequent  upon  the  junction  of  masses  of 
wrought  iron  of  varying  electro-chemical  properties,  is,  therefore,  in- 
creased when  Bteel  is  joined  to  wrought  iron,  as  is  frequently  the  case 
in  locomotive  boilers  in  the  tubes  and  tube  sheets. 

Again  by  the  junction  of  cMt  iron  to  steel  or  to  wrought  iron,  the 
destructive  effect  is  greatly  intensified,  and  at  times  becomes  quite 
as  violent  as  when  copper  is  made  an  element  in  the  galvanic  circuit 
in  connection  with  wrought  iron. 

The  necessity  for  the  selection  of  iron  with  reference  to  its  electric 
condition,  applies  equally  to  the  material  employed  for  Bridges  or 
Vessels  or  Boilers  or  any  structure  which  is  to  be  built  up  from  sep- 
arate sheets  and  bars  of  iron. 

It  is  or  ought  to  be  the  habit  of  careful  constructors  to  cut  sample 
pieces  from  every  sheet  or  bar  of  metal  worked,  and  to  make  a  trial 
of  their  quality  by  bending  hot  and  cold,  and  to  make  frequent  tests 
of  tensile  strength.  Examinations  as  to  electric-chemical  condition 
can  be  made  with  equal  facility.  Determinations  of  the  composition 
of  the  metal  or  of  the  percentage  of  carbon  in  it  by  chemical  analysis 
are  unnecessary ;  an  ordinary  workman  furnished  with  a  coarse  gal- 
vanometer and  a  weak  acid  bath  can  ascertain  the  exact  electro-con- 
dition of  each  sheet  or  bar  more  rapidly  than  he  can  examine  the 
quality  by  the  ordinary  tests  of  bending  on  an  anvil,  hot  and  cold. 
With  the  metal  of  Bridges,  Vessels,  and  especially  Steam  Boilers, 
the  deterioration  by  corrosion  is  more  to  be  feared  than  is  mechani- 
cal wear. 

Galvanic  corrosion  acts  with  greater  vigor  in  locations  that  are 
usually  inaccessible,  such  as  the  interior  of  joints  or  defective  sheets 
or  parts  that  are  closely  approximated,  and  the  mischief  is  only  sus- 
pected when  it  has  progressed  to  such  a  degree  as  to  become  evidently 
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dl&ngerous  and  the  parts  are  in  condition  to  require  immediate  atten- 
tion and  repair. 

Attention  to  the  precantions  enumerated  for  securing  mechanical 
and  chemical  fitness  of  the  metal  to  be  used  for  structures  of  iron, 
will  undoubtedly  promote  economy  and  safety. 

Note  by  the  Editor  of  the  Journal. — It  must  be  always  re- 
membered by  the  readers  of  the  Journal,  that  the  Franklin  Insti- 
tute does  not  assume  any  responsibility  for  the  statements  or  opinions 
advanced  in  papers  which  may  appear  in  its  pages,  neither  is  the  In- 
stitute in  any  way  compromised  by  the  views  of  the  editor  whenever 
he  may  express  them. 

The  first  portion  of  the  foregoing  paper  carries  with  it,  in  nega- 
tive results,  an  antidote  to  the  evil  of  promulgating  an  occult  reason 
for  strength  or  weakness  'of  iron.  Some  of  its  statements  are  a  little 
questionable  ;  for  instance,  it  may  be  doubted  if  a  bar  or  structure  of 
iron,  pure  and  simple,  acquires  magnetic  polarity,  or  rather,  retains 
it  under  any  circumstances.  It  is  generally  known  that  all  the  iron 
of  commerce,  or  in  use  for  structural  purposes,  is  steely  to  some  de- 
g;ree,  and  the  extent  of  the  nature  of  steel  in  the  material  is  in 
some  ratio  a  limit  to  its  capability  to  assume  permanent  magnetism. 

The  effect  of  the  position  of  a  vessel  with  regard  to  the  points  of 
the  compass,  when  in  construction,  has  been  thoroughly  investigated 
and  determined  ;  the  value  of  that  effect,  however,  is  so  influenced  by 
the  dissimilarity  of  the  plates  or  bars  in  proportions  of  carbon,  and 
by  differences  in  the  application  of  force  upon  them,  by  hammering, 
or  in  other  ways,  as  to  be  very  indefinite. 

The  reasoning  that  a  magnetic  bar  should  be  stronger  than  one 
not  magnetized,  on  a  theory  of  internal  subdivision,  is  somewhat 
wanting  in  logical  force.  It  is  difficult  to  comprehend  how  the  at- 
traction should  multiply,  except  on  the  argument  that  two  halves 
of  a  string  are  stronger  than  a  whole  one. 

If  the  law  were  good,  the  subdivision  need  go  no  farther  than 
Joule's  celebrated  magnets,  where  a  fragment  of  iron  of  one-half 
grain  weight  supported  by  attraction  a  quarter  of  a  pound  (or  3500 
times  its  own  weight).  This  proportion  would  add  nearly  56  lbs. 
for  each  sixteenth  of  an  inch  of  length  of  bar  of  one  square  inch 
section — 11,000  lbs.  per  foot  of  length. 

It  is  very  certain,  that  telegraph  wires  are  not  impaired  in  the 
least  by  the  electric  currents  of  service.  Telegraph  wire  is  hard 
drawn  or  rolled,  and  galvanized  by  a  coating  of  zinc,  and  when  laid 
at  rest,  without  excessive  tension,  will  last  some  unknown  length  of 
time.  When  strained  from  poles  placed  at  great  distances  apart, 
contracted  by  the  winter  cold  to  the  tension  of  a  harp-string,  when 
the  gentle  zephyrs  from  the  northwest  have  played  on  them  for  many 
months,  when  occasional  loads  of  ice  of  eight  or  ten  times  their  own 
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weight  have  tested  them — then  the  wire  may  be  found  to  have  be- 
come so  brittle  that  it  cannot  be  woand  aroand  its  own  diameter  of 
5-16  of  an  inch,  with  impunity. 

But  this  part  of  the  paper  terminates  very  satisfactorily.  Mag- 
netism did  not  strengthen  iron.  It  is  the  second  portion  not  so  con- 
clusively disposed  of,  that  leaves  behind  a  possible  assumption  of 
dangerous  character.  It  is  a  serious  mistake  to  admit  as  a  popular 
utterance,  that  we  must  look  to  "galvanic  (voltaic?)  force"  as  the 
cause  of  deterioration  of  boilers,  or  of  iron  structures  of  any  kind. 
It  is  very  certain,  that  an  electric  current  produced  by  a  voltaic  bat- 
tery will  decompose  a  solution  of  a  salt,  and  cause  a  crystal  to  be 
formed  at  one  pole,  and  a  gas  to  be  eliminated  at  the  other.  It  is 
also  certain,  that  two  dissimilar  metals,  in  a  bath  of  acid,  which 
from  chemical  aflSnity  will  attack  either,  will  act  by  the  destruction 
of  the  one  for  which  the  acid  has  the  greatest  affinity,  and  a  voltaic 
battery  will  be  formed  from  which  electrical  currents  can  be  taken. 
It  may  be  admitted,  that  no  deposition  in  crystalline  form  occurs 
without  the  agency  or  accompaniment  of  a  current  of  electricity,  and 
that  no  decomposition  of  metals  by  rusting  is  unattended  by  the  de- 
velopment of  a  current.  But  the  acid  that  destroys,  and  the  salt 
that  deposits,  are  precedent  to,  or  coincident  with  the  voltaic 
currents. 

It  is  questionable,  if  at  any  temperature  below  the  highest  used  in 
steam  boilers,  either  iron  or  steel  (iron  with  a  small  quantity  of 
carbon  in  intimate  but  not  chemical  combination)  will  rust  in  pare 
water  divested  from  oxygen.  The  acids  requisite  for  the  slow  de- 
struction of  the  boiler  are  supplied  by  the  presence  of  oxygen. 
The  presence  of  oxygen  by  absorption  in  all  water,  and  its 
©volution  by  heating  of  the  water,  beside  the  vegetable  acids 
generally  to  be  found  in  small  quantities,  the  decomposition 
of  chloride  of  sodium,  to  some  degree,  when  salt  water  is  used ; 
and  the  fat  acids  derived  from  tallow  and  oil,  when  condensed  water 
from  the  exhaust  of  an  engine  is  pumped  back  ;  all  these  supply  acid 
requisite  for  the  slow  destruction  of  a  boiler.  The  carbonate  and 
sulphate  of  lime,  which  form  the  bases  of  incrustations  are  to  be 
found  in  most  waters,  and  in  great  abundance  in  some. 

A  perfectly  homogeneous  condition  in  the  electro-chemical  state  of 
all  the  material  of  the  boiler  might  be  a  protection  from  rusting  of 
any  part,  and  prevent  the  establishment  of  electric  currents  and  pre- 
clude incrustation,  but  the  equilibrium  would  be  excessively  unstable ; 
the  difference  of  temperature  would  obviously  disturb  it,  and  the 
supposition  with  our  knowledge  of  the  constituents  of  iron,  either 
in  the  crude  product  or  the  finished  material,  is  simply  impossible. 
The  effect  of  differences  of  heat  on  the  electro-chemical  condition  of 
a  piece  of  iron  is  quite  equal  to  that  proceeding  from  the  presence 
or  absence  of  small  quantities  of    carbon.     While  the  balance  of 
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evidence  is  that  without  free  (posaiblj  ozonized)  oxygen  in  water, 
iron  of  any  grade  (not  spongy)  will  not  decompose  it  at  ordinary 
temperature ;  yet  pure  iron  is  acted  upon  with  the  greatest  facility. 

Pure  iron,  also,  is  nearly  incapable  of  being  worked  in  the  ftir- 
nace  without  burning  up — as  iron  approaches  purity  it  becomes  work- 
able without  excessive  waste  only  in  Siemens'  furnaces,  where  the 
gases  of  combustion  are  free  from  oxygen — and  pure  iron  has 
very  little  comparative  tenacity,  and  great  ductility.  Iron  on 
the  other  band,  with  an  almost  imperceptible  proportion  of  carbon, 
(and  possibly  some  other  substances  as  substitutes^,  is  tenacious, 
unyielding  to  near  the  point  of  rupture  and  suitable  for  boiler  plates. 
With  another  small  addition  to  the  carbon,  the  iron  becomes  low  steel, 
or  so-called  homogeneous  iron,  of  yet  greater  strength  and  suitability. 
With  other  ratios  of  carbon  there  is  found  steel  not  suited  for  boiler 
work  by  hardness,  although  the  strength  may  be  further  increased. 

Imagine  it  to  be  feasible  *'  for  an  ordinary  workman  with  a  coarse 
galvanometer  and  a  weak  acid  bath,"  to  select  these  qualities,  the 
operation  would  be  highly  satisfactory  if  iron  boiler  plates  were 
found  in  these  four  conditions  solely.  But  there  are  other  kinds  of 
plates. 

The  exact  place  of  the  plates  in  their  electro-chemical  state  does  not 
detect  the  small  increment  of  phosphorus  or  sulphur,  and  the  iron 
may  still  be  worthless.  The  remedy  is  simple  :  "  Cut  sample  pieces 
from  every  sheet,  ^  bend  them  hot  and  cold,'  and  make  '  frequent 
tests  of  the  tensile  strength.'  "  Following  all  these  precautions  and 
we  shall  have  a  great  many  professors  and  very  few  workmen,  and 
our  mechanics  will  go  to  less  critical  countries. 

We  shall,  without  doubt,  have  acquired  a  degree  of  excellence  not 
yet  attained,  and  until  other  precautions  are  suggested,  such  as  the 
disuse  of  piled  plates,  because  some  have  blisters,  the  use  of  drilled 
holes,  because  some  punchings  are  imperfectly  done  and  strain  the 
sheet,  etc.,  boiler  making  will  have  taken  a  step  towards  perfection. 

In  short,  the  improvement  of  boiler  practice  must  move  in  the  track 
already  laid.  Responsibility  must  urge  upon  the  user  of  a  boiler  the 
necessity  of  excellence,  and  emulation  must  do  the  rest.  The  iron 
manufacturer  will  emulate  to  supply  iron  better  suited,  the  workmen 
boilers  better  made,  and  the  engineer  boilers  better  planned.  The 
scientific  man  can  help  them  all,  but  he  cannot  make  philosophers 
of  them. 

The  question  now  really  open  to  consideration  is  either  how  to 
obtain  water  free  from  injurious  substances,  or  else  to  allow  such 
substances  to  act  upon  some  material,  zinc  for  instance,  for  the  pro- 
tection of  the  iron.  When  this  is  settled,  the  destructive  "  galvanic 
(voltaic?)  force  "  will  be  found  to  have  disappeared. 
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FAYE-ON  THE  METEOROLOGICAL  THEOREM  OF  ESPY* 
"  A  current  of  descending  air  can  never  be  cold,  for  the  current 
^'  warms  itself  by  its  own  compression,  at  least  in  the  normal  state  of 
**  the  atmosphere.  There  can  then  result  neither  rainfall  nor  the 
"  condensation  of  the  aqueous  vapor  in  the  strata  traversed  by  it,  but 
'*  rather  something  similar  to  that  which  one  observes  in  the  sand 
**  storms  of  Africa  and  Asia/'f 

From  this  celebrated  theorem,  its  author  concluded  some  thirty- 
five  years  ago,  and  we  still  to-day  conclude  with  him,  that  the  move- 
ment of  the  air  in  our  hurricanes,  cyclones,  water  spouts,  and 
tornadoes,  can  only  be  ascending :  an  idea  so  conformable  to  the  old 
prejudice,  according  to  which  water  spouts  and  tornadoes  draw  the 
water  of  the  sea  up  to  the  clouds,  that  it  was  immediately  adopted. 
This  theorem  as  expressed  by  its  author,  and  after  him  by  nearly  all 
meteorologists,  is  not  to  be  accepted.  It  contains,  however,  something 
of  that  truth  and  usefulness  which  so  forcibly  impressed  the  Academy 
when  Espy,  in  1840,  came  to  submit  his  labors  to  it.  But  so  mach 
of  truth  as  I  shall  have  occasion  to  deduce  from  this  theorem,  leads 
to  some  conclusions  quite  difiFerent  from  those  which  to-day  are  or- 
dinarily connected  with  the  preceding  principle. 

^  Let  us  enclose,  high  up  in  the  atmosphere,  by  the  aid  of  a  cylinder 
and  piston,  impermeable  to  heat,  some  air  taken  at  its  natural  pres- 
sure, J9,  and  at  its  temperature,  t ;  then  let  us  force  this  appara- 
tus to  descend,  traversing  successive  layers  of  atmosphere  to  the 
ground,  where  the  final  pressure  is  p'.  What  then  will  be  the 
temperature,  <',  of  the  air  thus  compressed  within  the  cylinder  ?  This 
is  a  simple  question  of  thermo-dynamics,  the  solution  of  which  is 
given  by  the  well  known  formula 

1 


o 


1 

p'      r 


*  Translated  by  C.  Abbe  from  Compter  Rendus,  Parity  toI.  81,  p.  109. 

f  Extract  from  the  report  of  Messrs.  Arago,  Pouillet  and  Babinet,  {CompteB  Rendut, 
1841,  vol.  12,  p.  454,  etc.)  Mons.  Peslin  presents  yery  clearly  the  same  theorem. 
(See  Cwnptet  Rendut^  May  10,  1875) :  <<  I  haye  demonstrated  that  if  the  moTementbe 
descending,  as  Mons.  Faye  would  haye  it,  then,  first,  there  could  not  be  any  rain ; 
second,  the  wind  in  a  tempest  would  be  yery  warm  and  yery  dry,  and  would  present  to 
an  eminent  degree,  the  characteristics  of  the  wind  called  in  Switzerland,  Foehn.  In 
a  preceding  article  of  the  12th  of  July,  I  haye  discussed  the  opinion  of  Meldrum, 
that  has  been  by  some  opposed  to  my  yiews." 
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Y  being  the  ratio  of  the  specific  heats  of  the  air  at  constant  pres- 
sure and  constant  volame  ;  T  and  T',  the  absolute  temperatures  cor- 
responding to  the  initial  and  to  the  final  pressures  p  and  p^.  In  Mr. 
Espj's  time,  thermo-dynamics  did  not  exist,  but  we  had  an  equation 
of  La  Place,  as  written  thus  by  Poisson, 


a         \         a/    \p  ^  Y 


Where  t  and  t^  are  the  ordinary  temperatures,  and  a  the  coefficient 
of  dilatation  of  the  air.     At  present,  it  is  known  that  this  latter 

equation  is  identical  with  the  preceding ;  for  t  -\-^   is  nothing   but 

a 

the  temperature  T,  counted  from  the  absolute  zero.  Mr.  Espy 
has  then,  in  1840,  correctly  performed  his  calculations,  and  the  Com- 
mission of  the  Academy,  in  1841,  has  been  able  to  assure  itself  as  it 
has  said,  of  their  satisfactory  exactness,  without  knowing  a  word  of 
thermo-dynamics,  without  suspecting  even,  the  meaning  that  this 
science  to-day  assigns  to  the  reciprocal  of  a.  Moreover,  the  numer- 
ical values  of  a  and  y  were  known  even  then  with  a  precision  far 
greater  than  was  necessary  for  these  calculations. 

Let  us  take  for  example,  as  has  been  done  by  Peslin,  who  has  re- 
produced under  a  slightly  different  form  some  calculations  of  this  kiud^ 
some  air  at  5000  meters  altitude.  In  the  normal  state  of  equilibrium 
attributed  to  the  atmosphere  at  this  height,  the  temperature  of  this 
air  should  differ  by  30^  centigrade  from  the  lowest  stratum  (a  verti- 
cal decrease  being  supposed  of  one  degree  for  175  meters  in  altitude.) 
Making  then  for  the  lower  strata  t'  =  30,  and  p'  =  0-76",  and  for  the 
upper  stratum,  t  =  0,  we  find,  supposing  the  barometric  formula  of 
La  Place  applicable  to  this  case,  p  =  0-42™.  We  have  for  the  re- 
ciprocal of  a,  273^  (it  was  266°  in  1840)  and  as  the  normal  air  taken 
at  an  altitude  of  5000  meters,  and  at  0°  temperature  contains  very 
very  little  vapor,  we  should  have  to  make  ;•  =  1'41,  as  for  dry  air. 
This  air  being  by  its  compression  forced  further  and  further  from  its 
point  of  saturation,  the  above  formula  is  applicable.  It  gives  I'  = 
S24°,  whence  t'  =  61°.  Thus  the  temperature  of  the  air  when  it 
arrives  at  the  bottom  has  been  elevated  to  51°  by  the  compression 
that  it  undergoes,  supposing  as  we  have  done,  that  there  has  not  taken 
place  any  exchange  of  its  heat  with  the  surrounding  air.  Its  excess 
of  temperature  with  reference  to   the  lower  air  will  be  51°  —  30°  = 
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21^.      If  it  were  saturated  with  moisture  at  an  altitude  of  5000 
meters,  it  would  be  of  extreme  dryness  on  arriving  at  the  ground. 

But,  in  reality,  the  descending  air  traversing  the  atmospheric 
strata,  will  continuously  give  up  its  heat  to  these  latter,  according  to 
an  unknown  law,  and  will  receive  aqueous  vapor  from  them.  This 
places  us  face  to  face  with  a  new  problem,  where  the  cylinder  re- 
ferred to  in  enunciating  Mr.  Espy*s  theorem,  can  no  longer  be  sup- 
posed impermeable  to  heat.* 

In  the  second  place,  the  supposition  that  we  have  made  of  an  at- 
mosphere in  the  normal  state  of  equilibrium,  excludes  precisely  the 
great  perturbation  that  we  are  studying.     The  preceding  theorem 
ought,  then,  strictly  to  be  reduced  to  the  following :  The  normal  air 
of  the  upper  regions  being  forced  by  descending  to  traverse  successive 
strata  also  in  their  normal  condition,  tends  at  each  instant  to  acquire 
a  temperature  superior  to  that  of  these  strata.     It  will  arrive  at  the 
ground  with  a  temperature  a  little  superior  to  that  of  the  last  or  low- 
est stratum,  and  in  a  state  of  much   greater  dryness.     The  contrast 
between  these  will  depend  upon  the  velocity  of  the  descent  and  upon 
the  nature  of  the  contact  of  this  air  with  the  strata  traversed  by  it. 
And  it  is  necessary  to  add  that  this  proposition  is  inapplicable  to  all 
other  cases,  for  if,  beside  the  vapor  of  water  this  descending  air 
should  drag  with  it,  or  receive  en  rovie  some  water  in  a  vesicular  state 
like  that  found  in  the  clouds,   the  preceding  calculation  would  sig- 
nify absolutely  nothing.     The  air  thus  mixed  with  liquid  particles 
would  tend  to  maintain  itself  during  its  descent  in  a  state  of  satura* 
tion,  and  the  heat  acquired  by  its  increasing  compression  would  be  em- 
ployed in  vaporizing  the  aqueous  vesicles  at  the  rate  of  from  606  to 
594  calories  per  kilogram  of  water,  (between  0  and  20°  temperature) 
under  whatever  form  this  liquid  water  presents  itself.     Let  us  suppose 
simply  to  fix  our  ideas  that  the  air  dragged  into  the  descending  cur- 
rent contains  two  per  cent,  of  its  weight  of  vesicular  water,  which  is 
not  even  equal  to  the  quantity  of  water  contained  in  a  state  of  invis- 
ible vapor  in  the  lower  stratum  of  air  at  the  point  of  saturation.     In 
order  to  vaporize  this  water,   there  will  be   necessary    12   calories 
for  each  kilogram  of  misty  air,   whilst  the  compression  of  the  gaseous 
part   as   calculated   above  would  itself    produce    only  12   calories. 
The  phenomena  as  above  described  would,  therefore,  be  reversed,  the 


*See  Hirn*s  mechanical  theory  uf  heat,  3d  edition,  yol.  1,  page  296. 
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upper  air  would  traverse  the  successive  strata,  preserving  a  lower 
temperature,  and  would  take  heat  from  them  in  place  of  giving  it  to 
them ;  it  would  arrive  at  the  ground  colder  than  the  lowest  strata, 
and  absolutely  saturated,  and  even  still  preserving  some  vesicular 
water.  These  ideas  are  immediately  applicable  to  water  spouts.  The 
cold  air  of  the  upper  regions  traverses  the  thick  strata  of  clouds  to 
whose  increase  it  contributes,  and  draws  with  it  into  the  lower  trans- 
parent strata  the  material  of  these  clouds  which  seems  to  form  a 
vaporous  prolongation  of  them  downwards,  under  the  ordinary  coni- 
cal form  of  a  whirl ;  a  quick  gyration  by  accumulating  the  opaque 
and  heavy  particles  at  its  circumference  will  produce  around  the  de- 
scending column  a  nebulous  sheath,  more  or  less  opaque, — at  least, 
in  so  far  as  the  heat  and  the  dryness  of  each  stratum  thus  traversed  does 
not  suffice  to  transform  the  whole  into  vapor,  and  then  the  water 
Bpout  will  become  transparent  in  this  portion.  But  ordinarily  in  full 
activity  and  in  moist  weather,  it  remains  opaque  down  to  the  ground, 
or  to  the  surface  of  the  sea.  This  entire  reversal  of  the  effects  pre- 
dicted by  Espy  will  be  still  more  marked,  if  in  the  upper  air  there  are 
found  mixed  with  it  the  cirrus  clouds  which  one  sees  constantly  ap- 
pearing in  the  upper  currents  as  precursors  of  storms,  and  afterwards 
participating  in  the  gyratory  movement  which  produces  them ;  for  then 
it  is  no  longer  the  atoms  of  water  that  need  to  be  vaporized,  but 
needles  of  ice  whose  temperatures  are  often  far  below  that  which  we 
have  adopted  for  a  purely  fictitious  state  of  equilibrium. 

This  glacial  air,  charged  with  particles  of  frozen  water,  which  de- 
scends by  whirling  over  a  vast  circular  space,  traversing  strata  already 
saturated  with  moisture,  gives  rise,  first,  to  an  abundant  precipitation 
of  vapor ;  secondly,  to  rain,  or  even  to  the  formation  of  hail,  which  so 
often  accompany  cyclones*.  And  if  these  various  products,  air,  va- 
por, and  drops  of  rain  arrive  at  the  soil  with  their  temperatures  differ- 
ing but  little  from  that  of  the  last  stratum,  it  is  because  they  are  re- 
warmed  in  traversing  the  intermediate  layers.  We  see  how  far  Espy 
was  from  applying  his  theorem  to  tempests,  cyclones,  hurricanes,  etc. 
The  only  application  that  it  is  permitted  to  make  of  it,  in  my  opinion, 

*  The  constitution  even  of  these  hailstones  is  in  accordance  Avith  this  theory,  and 
shows  that  the  icicles  of  the  very  cold  cirri  agglomerating  in  the  gyratory  movement, 
which  tends  to  accumulate  them  at  its  circumference,  encounter  alternately  in  their 
circular  descent,  layers  of  air  simply  saturated  with  vesicular  water,  which  produces 
a^transparent  crust,  and  strata  containing  frozen  particles,  the  re-union  of  which  pro- 
duces an  envelope  opaque  like  the  nucleus. 
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18  that  which  we  have  already  indicated  aboye.  Let  us  take  the  fint 
example,  and  consider  our  cylinder  (always  impermeable  to  heat,  bit 
supposed  actually  without  gravity)  at  the  moment  when  it  is  just 
above  the  ground.  If  the  next  instant  we  let  it  go,  it  will  re-ascend 
in  virtue  of  its  surplus  heat,  like  a  hot  air  balloon,  until  it  attains  iti 
primitive  altitude,  while  its  piston  will  rise  little  by  little  by  the  re- 
laxation of  the  interior  air.  Now,  a  similar  atmosphere,  very  nearlj 
deprived  of  vesicular  water,  is  encountered  at  every  altitude  above 
certain  sandy  regions,  to  which  the  great  upper  currents  of  the  at- 
mosphere arrive,  only  after  having  been  deprived  of  their  cirri  and 
other  clouds  by  the  well-known  action  of  high  plateaus  or  chains  of 
mountains  placed  in  their  way.  If  the  gyratory  movements  which 
are  formed  in  the  aerial  currents  happen  to  pass  above  such  deserts, 
they  bring  down  only  more  of  the  super-heated  air  of  an  extreme 
dryness.  This  air,  lighter  than  the  surrounding  air,  will  tend  then, 
when  once  it  is  disengaged  from  the  gyratory  motion  by  the  resis- 
tance of  the  soil,  to  re-ascend  tumultuously  all  around  the  whirlwind, 
and,  moreover,  it  will  ascend  the  higher,  in  proportion  as  in  descend- 
ing more  rapidly,  it  may  have  given  out  less  heat  to  the  strata  trav- 
ersed by  it.  Then  the  torrents  of  sand  swept  up  from  the  soil  and 
projected  afar  by  the  geometrically  circular  work  of  the  cyclone  will 
be  carried  tumultuously  upwards,  all  about  the  latter  by  the  air 
which  has  just  escaped  from  it,  when  seized  by  the  prevailing  winds, 
they  will  be  transported  to  great  distances.  But  it  is  not  the  whirl- 
wind itself  which  will  have  elevated  this  torrent  of  dust  into  those 
upper  regions,  as  it  is  generally  thought ;  but  it  is,  on  the  contrary, 
the  ascending  counterpart  of  the  phenomena  which  produces  this 
effect,  and  consequently  those  distant  transports  of  clouds  of  dust 
so  well  studied  by  Tarry. 

This  same  theorem  of  Espy,  when  restricted  to  its  true  field,  re- 
duces to  nothing  the  hypothesis  of  descending  cyclones,  of  beautiful 
weather,  with  decreasing  temperatures,  that  Hildebrandsson  recently 
explained  in  a  memoir  otherwise  very  interesting,  where,  after  having 
repudiated  my  ideas,  he  substantially  restricts  the  movements  of  the  at- 
mosphere to  two  kinds  of  winds :  the  ascending  winds  of  bad  weather, 
and  descending  winds  of  beautiful,  and  often  cold  weather.  Thus  we 
see  that  the  truth  as  contained  in  the  theorem  of  Espy  is  reduced  to 
a  very  small  item,  and  this  part  is  completely  in  accordance  with 
the  idea  I  have  entertained.     This  history  is  instructive.     It  shows 
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how  much  our  mind  is  inclined,  even  in  a  very  simple  mathematical 
study  of  natural  phenomena,  to  lose  sight  of  the  conditions  or  the 
suppositions  which  alone  have  prompted  the  employment  of  this  pow- 
erful instrument  and  to  formulate  general  conclusions  which  we  im- 
agine to  have  been  demonstrated  with  the  rigor  of  the  formula  and 
figures.  I  have  still  some  remarks  upon  another  subject  before 
closing.  I  have  shown  that  the  pretended  storms  of  aspiration  should 
be  incapable  of  changing  their  place,  and  consequently  of  presenting 
the  grand  phenomena  of  movement  of  translation  which  brings  into 
our  climate  the  cyclones  primitively  formed  in  the  torrid  zone.  Mohn 
has  set  forth,  in  his  beautiful  study  of  the  storms  of  Europe,  the  fact 
already  recognized  in  other  regions  near  the  equator,  that  it  ordina- 
rily rains  more  in  advance  of  the  cyclone  than  in  the  rear;  and  he 
has  concluded  thence  that  a  rarefication  is  produced  in  advance.  This 
latter  should  determine  the  entire  cyclone  to  advance  as  a  whole  in 
the  direction  where  the  atmosphere  presents  the  greatest  humidity. 
My  reply  is :  first,  the  cause  assigned  should  tend  to  indefinitely 
elongate  the  cyclone  towards  the  front,  and  not  to  make  it  march  along 
as  a  solid  body ;  second,  there  should  be  in  its  advance  a  vast  barometri- 
cal depression,  such  as  in  fact  exists  only  at  the  interior,  and  whose  maxi- 
mum is  found  at  the  centre  ;  third,  the  cyclones  moving  constantly 
from  the  equator,  march  toward  the  higher  latitudes,  whilst  the  hu- 
midity, on  the  contrary,  increases  from  the  higher  latitudes  towards 
the  equator ;  fourth,  in  the  hypothesis  of  storms  of  aspiration,  how- 
ever slightly  gyratory,  like  those  of  Mohn,  there  would  not  be  any 
constant  ratio  between  the  direction  of  a  stream  of  air  moving  in- 
wards below,  and  that  of  the  same  air  after  it  takes  a  centrifugal 
movement  outward,  above  ;  fifth,  in  fact,  the  water-spouts,  which  are 
also  cyclones,  advance  very  easily,  without  there  falling  a  drop  of 
rain. 

As  to  the  general  movement  of  the  lower  atmosphere  invoked  by 
Messrs.  Espy  and  Peslin,  it  affects  almost  always  a  direction  entirely 
independent  of  that  of  cyclones,  great  or  small,  or  rather  it  is  zero. 
The  truth  is  far  more  simple.  The  cyclones  follow  the  advance  of 
the  upper  currents,  where  they  have  their  birth,  and  these  currents 
have  not  any  direct  relation  to  the  actual  state  of  the  lower  at- 
mosphere. 
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There  remains  a  calculation  wherein  Peslin  undertakes  to  show  that 
the  gyrations  of  cyclones  ought  to  result  from  the  rotation  of  the 
earth.  I  will  request  my  friend  to  extend  a  little  farther,  to  the 
fifth  degree  of  latitude,  for  example,  the  calculation  that  he  has  noiade 
for  the  forty-fifth  degree.  Some  of  the  water-spouts  and  tornados 
have  a  violent  gyration ;  and  for  some  cyclones  themselves,  it  is  very 
clear  that  the  cause  indicated  does  not  exist.  Mr.  Peslin  has  even 
pretended  that  some  of  these  phenomena,  so  eminently  gyratory, 
ought  to  be  banished  from  the  category  of  cyclones.  Ought  I  to  speak 
of  the  barometric  depression  which  we  have  cited  so  often  as  a  palpa- 
ble proof  of  the  power  of  aspiration  ?  Undoubtedly  the  level  of  the 
sea  tends  to  elevate  itself  under  any  cyclone,  by  virtue  of  this  baro- 
metric depression,  the  latter  being  from  one  to  five  centimeters  of 
mercury;  and  the  change  in  the  level  of  the  ocean  corresponding 
thereto  tends  to  elevate  it  from  one  to  six  dctcimeters. 

I  believe  I  am  able  here  to  close  this  long  discussion,  where  I  have 
occupied  myself,  exclusively  with  facts.  My  researches  upon  the 
mechanical  constitution  of  the  sun,  have  led  me  at  first  to  questions 
new  to  me.  Perhaps  I  have  thus  contributed  to  dissipate  the  preju- 
dices that  have  weighed  heavily  upon  one  of  the  most  interesting  of 
our  sciences,  by  putting  in  full  view,  and  explaining  the  beautiful  laws 
of  tempests,  so  necessary  to  our  mariners,  and  so  strangely  miscon- 
ceived to-day;  to  prepare  finally  the  experimental  base  in  which  the 
mechanics  of  the  gyratory  movements  in  fluids  have,  until  now,  been 
deficient.  If  it  is  so,  it  will  be  correct  to  say  that  studies  purely 
solar,  have  thrown  some  light  upon  terrestrial  phenomena. — I*ari$ 
Comptes  Bendus^  vol.  81,  pp.  109  to  115. 


The  Wonders  of  the  Microscope.— The  last  number  of  the 
Microscopical  Journal,  (Sept.  1),  describes  the  existence  of  Flagella 
(tails  or  probosces)  in  Bacterium  termo.  The  body  of  this  object  is 
warp-shaped  and  measures,  each  part,  about  1-14,000  an  inch  in 
length,  and  1-45,000  an  inch  in  breadth,  and  has  been  before  observed. 
It  is  now  seen  to  have  a  ''flagella"  at  each  end  about  as  long  as  tbe 
two  parts  of  the  body,  or  1-7000  part  of  an  inch,  and  not  to  exceed 
1-1,000,000  an  inch  in  width,  and  so  thin  as  to  be  undiscernable  on 
the  side  view.  This  ''flagella"  has  muscular  power  and  coils  and 
lashes  rapidly. 

The  limit  of  microscopic  observation  is  not  yet  reached,  and  each 
new  attainment  has  merely  been  made  to  be  surpassed. 
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By  John  W.  Nystrom,  C.E. 

The  strange  action  of  carbonic  acid  has  at  all  times  occapied  the 
attention  of  operative  minds  speculating  to  use  the  same  for  motive 
power,  but  we  have  heretofore  not  had  sufficient  experimental  data  to 
define  its  law  of  action.  The  late  experiments  on  carbonic  acid, 
made  by  Dr.  Andrews,  published  in  the  September  number  of  this 
Journal,  are  therefore  welcome  to  those  who  labor  on  that  subject. 

The  object  of  this  article  is  to  treat  Dr.  Andrews*  experiments  with 
sufficient  mathematics  to  render  tbem  more  available  in  practice. 

V  =  volume  of  carbonic  acid  gas  of  temperature  T,  centigrade, 
and  of  pressure  P  in  atmospheres,  compared  with  the  volume  at  xero 
centigrade,  and  under  atmospheric  pressure. 

(1) 


Volume  V  =  i  +  ^"lll? 
P  200P 


(2)  Temperature  T  =  P(200V  — 1-4)  —  200. 

(3)  Pressure  P  =  _'L±_?2^ 

^  '  200V  — 1-4 

The  pressure  varies,  inversely  as  the  volume,  when  T  =  1*4P. 
The  following  table  I  is  calculated  from  these  formulse. 

TABLE  I. —  Volume  of  Carbonic  Acid  Gat  of  different  Temperature*  and  Preuurtt. 


Oentlgr'de 

Temp.  T. 

1 

0 

0-998 

10 

1044 

20 

1-098 

30 

1-148 

40 

M98 

50 

1-248 

60 

1-298 

70 

1-348 

80 

1-398 

90 

1-448 

too 

1-498 

110 

1-548 

120 

1-598 

130 

1-648 

140 

1-698 

150 

1-748 

10 

0-093 
0-098 
0103 
0-108 
0-113 
0-118 
0-123 
0-128 
0133 
0-138 
0-143 
0148 
0153 
0-158 
0-163 
0-168 


Pbkbsurx,  P,  IK  Atmobphbrss. 

80  40 


00430 
00455 
0-0480 
0-0505 
0-0530 
0-0556 
0-0580 
0-0605 
0-0680 
0-0655 
0-0680 
00705 
0-0730 
0-0755 
0-0780 
0-0805 


0-02683 
0-02800 
002966 
0-03133 
0-03300 
0-03466 
0-03633 
0-03800 
0-03966 
0-04133 
0-04300 
0-04466 
0-04633 
0-04800 
0-04966 
0-08050 


0-01800 
0-01925 
0  02050 
0-02176 
0-02300 
0-02425 
0-02550 
0-02675 
0-02800 
0-02926 
0-03050 
0  03175 
0-03300 
0-03426 
0-03550 
0-03675 


M 


0-018 
0-014 
0-016 
0-016 
0-017 
0018 
0-019 
0020 
0-021 
0-022 
0023 
0-024 
0025 
0-026 
0027 
0-028 


The  volume  corresponding  to  T  =  0  and  P  =  1,  should  be  the  unit 
1,  instead  of  0*993  in  the  table,  but  the  course  of  Dr.  Andrews*  ex- 
Jments  indicate  that  the  primitive  volume  had  been  0*993. 

Digitized  by  VjOOQ  IC 


356  Chemistryy  Physici^  Technology^  etc. 

When  the  temperature  is  expressed  by  Fahr.  scale,  the  formula  for 
volume  will  be 

^  ^  P  360P 

When  the  pressure  is  expressed  in  pounds  per  square  inch  =p, 
and  the  temperature  by  Fahr.  scale,  the  formula  for  volume  will  be 
(S)  V  =  H:!  +  (T-32)-0-1743p 

p  24'49p 

Dr.  Andrews'  experiments  extend  only  to  three  temperatures  and 
three  pressures,  which  is  not  sufficient  for  determining  the  law  of 
volume  which  requires  at  least  five  points  of  temperatures  and  pres- 
sures.    Any  kind  of  curve  can  be  drawn  through  three  points. 

The  data  given  by  Dr.  Andrews  indicate  that  his  experiments 
have  been  made  with  great  care  and  precision,  and  I  hope  he  will 
complete  the  experiment  to  the  requisite  five  points  of  temperatures 
and  pressures. 

The  following  table  is  respectfully  submitted  to  Dr.  Andrews  to 
fill  up,  in  order  to  establish  the  law  : 


Centigrade 
Temp.  T. 

1 

PRKSSrRK  IN   ATM08PHKRK8. 
1              10              >            22-26           '           31-0« 

40-06 

0- 

6-05 

0-08984        1 

002589 

0-01744 

20- 

63-7 

0*05188 

0-08600      1 
004160      1 

0.02697 

100-5        1 

j      005909 

003161 

In  all  kinds  of  experiments  where  a  quantity  depends  upon  two 
independent  variables  whose  laws  of  variation  are  unknown,  a  table 
of  this  kind  should  be  completed  in  order  to  establish  the  sought  law. 
When  carbonic  acid  evaporates  from  liquid  to  gas,  or  condenses  from 
gas  to  liquid,  the  relation  between  the  temperature  and  pressure  is 
as  follows: 

T  =  temperature  Fahr.  of  the  liquid  and  gas. 

P  =  pressure  in  atmospheres. 

^^)        ^  =  ^8^0  (^>        T  =  120.17^r-260. 

log  8-3191344.  log  2  0797838. 

p  =  pressure  in  poands  per  square  of  carbonic  acid  vapor. 


(8)  p  = 

^        1421700 


=  (T  +  260)« 
1421700" 
log  7-1627888. 
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The  above  formulae  are  deduced  from  the  experiments  of  Pelouse 
and  Faraday.  It  appears  from  those  experiments  that  carbonic  acid 
freezes  to  solid  at  the  temperature  260°  Fahr.  The  freezing  point 
of  liquid  carbonic  acid  is  variously  given  by  diflFerent  authors.  01m- 
Btead  says  — 85°,  but  Faraday  experimented  with  liquid  carbonic  acid 
at  — 148°  without  it  freezing. 

TABLE  II. — Properties  of  Carbonic  Acid  Evaporating  from  its  Liquid^  or 
Condensing  from  Gas. 


Pressfrk. 

Fahr.    | 

PREaSURB. 

Fahr. 

Atmos.,  P. 

j  Pounds,  p. 
00 

Temp.,  T.   j 

AtmoB., 
15 

P.  1  Pounds,  p. 
'    220-5 

Temp.,  P. 

00 

—  260   1 

—  24 

0-1 

1-47 

—  192    i 

20 

294 

—  6 

0-2 

■     2-94 

—  180 

25 

367-5 

+  9 

0-3 

'     4-41 

-171    ! 

30 

441 

21 

0-4  . 

1    0-88 

—  164   . 

35 

514-5 

32 

0-5 

7-3r> 

—  159 

40 

588 

42 

0-6 

8  82 

—  ir,4   ' 

45 

661-5 

51 

07 

1    10-29 

—  150 

50 

735 

59 

0-8 

11-76 

-  146   , 

60 

882 

74 

0-9 

13-2a 

-143   .' 

70 

1029 

88 

1 

14-7 

—  140   ,' 

80 

1176 

99 

1-5 

i    2200 

—  127   1 

90 

1323 

110 

2 

1    29-4 

-117   l' 

100 

1470 

120 

2-5 

1    36-75 

—  109 

110 

1617 

129 

3 

'    44-1 

-  102   ,| 

120 

1764 

138 

3-5 

1    51 -40 

-  96   ! 

130 

1911 

146 

4 

58-8 

—  IK) 

140 

'   2058 

153 

4-5 

66-15 

—  8r> 

160 

2205 

160 

5 

i   73-r> 

—  81 

160 

2352 

167 

6 

88-2 

—  72 

170 

2499 

174 

7 

1   102-9 

—  65 

180 

2646 

180 

8 

117-6 

—  58 

190 

2793 

186 

9 

1   132-3 

—  52 

2(X) 

2950 

192 

10 

147 

-47   1 

220 

3234 

207 

12 

176-4 

-36   ij 

238 

j   36(K) 

212 

The  preceding  table,   II,   is  calculated  from   the  formulae,  and 
agrees  with  the  experiments  of  Dr.  Andrews,  as  follows  : 

Temperatures.  Pressures.  Atmospheres. 
Fahr.  Andrews.  Nystrom. 
32  35-04  36. 
72  61-13  59. 
83  70-3  67. 
Dr.  Andrews'  experiments  give  higher  pressures  at  high  tempera- 
tures than  my  formulae,  which  correspond  with  the  experiments  of 
Pelouse  and  Faraday. 
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THE  QUANTITIES  OF  AIR,  CARBONIC  ACID  GAS,  MOISTURE  AND  HEAT 
ACCOMPANYING  RESPIRATION. 

The  following  is  a  note  of  interest  as  relating  to  important  qaestions  in 
ventilation.  The  inquiry  of  Dr.  Smith  is  the  most  complete  one  made  to 
this  day,  and  a  summary  of  its  results  accompanied  with  an  estimation  of 
corresponding  heat  and  moisture  will  prove  advantageous  in  some  cases. 

NoTB  UPON  Dr.  Edward  Smith's  inquiries  into  the  phenomena  of 
respiration.     Proc.  Roy.  Soc,  1859,  vol.  ix,  page  611,  et  seq. 

Four  persons  were  experimented  upon,  viz.:  Prof.  Frankland,  Dr. 
Murie,  Dr.  Moul,  and  Dr.  Smith  fthe  writer.) 

The  result  of  experiments  showed  18  to  20  respirations  per  min- 
ute of  39'5  to  30  cubic  inches  of  air  for  each  respiration.  There  were 
4'63  to  5*72  pulsations  to  a  respiration,  the  younger  person  of  the 
four  having  the  least  number. 

The  quantity  of  air  equals  583  to  365  cubic  inches  per  minate. 
[If  it  is  assumed  that  the  air  was  at  62^  and  had  65  per  cent,  of  humid- 
ity =  (54J°  dew  point)  =  527-4  grains  of  air  per  cubic  foot,  or  0*305 
grains  per  cubic  inch.]*  The  quantity  then  equals  178  to  111  grains 
of  air  per  minute.  The  carbonic  acid  gas  emitted  varied  from  10*48 
grains  to  6-74  grains  per  minute — equals  1  grain  to  54*7  cubic  inches 
to  1  grain  to  58  cubic  inches  of  air — or  about  6  per  cent,  of  the  air 
exhaled  was  carbonic  acid  gas.  Taking  the  fresh  air  of  inhalation  to 
have  been  77  per  cent.  A  +  23  per  cent.  0  .•.  that  exhaled  becomes 
77A  +  ^0  +  [Cs  +  0"]  =  77A  + 18-550 +  6002  =  101-64  .-. 
a  gain  of  weight  for  constant  volume  at  62°  of  1§  per  cent.  The 
volume  being  unaffected  by  the  chemical  union  of  a  part  of  the  oxy- 
gen with  carbon  from  the  blood.  Supposing  the  air  to  have  been 
inhaled  at  62^,  and  supposing  also  that  the  breath  was  exhaled  from 
the  nostrils  or  mouth  at  90°  without  change  of  dew  point,  the  volame 
would  have  become,  if  air  only,  5-^,  but  if  loaded  with  moisture, 
^,  The  effect  of  heat  upon  density  of  carbonic  acid  gas  may  be 
taken  as  the  same  as  upon  air.  Whence  the  density  of  the  expired 
breath  at  90°  compared  with  that  of  fresh  air  at  62°  =  ^  X  1-0164 
=  0-9532.  The  emitted  breath  being  nearly  5  per  cent,  less  weight 
than  the  fresh  air. 

The  quantity  of  moisture  in  air  of  62°,  and  54 J°  dew  point  (=  65 

^Glaisher's  table,  barometer  at  ZO^^j  Gujot,  have  been  used  for  the  figures  giren  a« 
sufficiently  accurate  for  the  estimate  results. 
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per  cent,  humidity)  is  4  grains  per  cubic  foot,  that  in  air  of  90°* 
saturated  is  14  5  grains,  and  for  1-05  cubic  feet  of  air  equals  15  2 
grains — addition  of  moisture  (extracted  from  the  lungs,  etc.)  =  11*2 
grains  per  cubic  foot. 

This  quantity  of  moisture  per  cubic  foot  of  air  inhaled  gives  to  178 
or  111  grains  of  air  per  minute  =  3*7  grains  to  2*3  grains  of  moisture 
per  minute. 

The  removal  of  oxygen  from  the  air  equaled  ^soo  or  18*5  per  cent,  of 
the  entire  quantity  of  oxygen  present. 

RESUME    OF   RESPIRATION    BACH    MINUTE. 

0-338  to  0-211  cubic  feet  of  fresh  air  at  62°  inhaled. 


178     to 

111    1 

grains 

(k 

<( 

(( 

10-4  " 

6-7 

ti 

ti 

carbonic  acid  at  90° 

exhaled. 

3-7'' 

2-3 

u 

a 

vapor 

4( 

(( 

171-2  " 

106-2 

a 

4( 

impure  air 

(4 

<( 

185-3  to  115-2     ''       "  total  exhalation  at  90°. 
The  quantity  of  carbon  taken  up  =  3,  of  the  carbonic  acid  gas 

:=2-85  to  1-82  grains  of  carbon  consumed  in  the  lungs. 
An  examination  as  to  the  quantity  of  heat  developed  by  the  com- 
bustion and  absorbed  by  evaporation  is  as  follows : 

The  total  heat  of  carbon  burnt   to  carbonic  acid  gas  =  14*500 
units  =  2*07  units  per  grain.     (In  this  case  the  total  heat  is  given 
out,  as  but  28°  of  elevation  of  temperature  of   escaping   gases    is 
allowed.)     Whence,  there  are  given  out  each  minute, 
6-75  to  3*73  units  of  heat. 
The  heat  abstracted  for  vaporization  =  1062  units  per  pound  of 
urater  98°  to  90°  (the  temperature  of  the  lungs  being  assumed  at 
98°)  =  0*152  units  per  grain  of  same  temperature.     Whence,  there 
are  expended  in  formation  of  vapor  in  the  lungs  per  minute, 
0*56  to  0*35  units  of  heat. 
Demanding  about  one- tenth  the  heat  produced  by  combustion  of 
carbon.     The  quantity  of  heat  expended  on  heating  the  air  of  respira- 
tion  .*.   178  to  111  grains  per  minute  X  0-238  (specific  heat  of  air) 


*  It  is  not  proper  to  assume  this  moisture  to  exceed  the  saturation  of  air  at  90°. 
It  is  certain  that  the  nostrils  or  mouth  do  not  exceed  this  temperature,  or  certainly 
92°,  and  that  if  more  moisture  than  saturation  were  exhaled,  it  must  condense  in  them 
to  the  final  elevation  of  temperature  of  these  parts.  The  breath  does  not  show  any 
indication  of  excess   of  vapor,   except  when  expelled  into  colder,  nearly  saturated 
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=  42  to  26  X  28^^  (elevation  of  temperature  62°  to  90^)  =  1176  to 
728  ~-  7000  (grains  per  lb.) 

=  017  to  010  units  of  heat, 
or  about  two-sevenths  the  quantity  expended  in  formation  of  vapor.* 
These  figures  leave  nine- tenths  of  the  heat  evolved  to  be  expended  in 
radiation,  convection,  and  evaporation  from  the  surface  of  the  bodv 
and  in  work.  The  foregoing  figures  are  maximum  and  minimum  for 
the  working  day. 

The  author  gives  for  a  day's  combustion  of  carbon, 
0-414  lb.  to  0-280  lb. 

Dr.  Smith  and  Prof,  Frankland  being  the  exemplars— equivalent  to 
the  general  average  of  carbonic  acid  gas  per  minute, 
7-305  grains  to  4*98  grains. 

The  quantity  of  carbonic  acid  gas  increased  after  each  meal  and 
declined  from  the  largest  quantity  with  some  uniformity  of  rate. 
It  also  increased  with  exercise  and  fell  off  at  rest — in  profound  sleep 
to  4'5  grains  per  minute,  and  to  6*1  grains  at  other  moments  in  the 
night,  and  decreased  as  the  temperature  rose. 

The  effect  of  increase  of  temperature  (neither  heat  or  dew  point 
stated)  was  that  the  quantity  of  air  was  decreased  30  per  cent.,  the 
rate  of  respiration  32  per  cent,  and  the  carbonic  acid  17  per  cent 
[From  this  it  would  appear  that  combustion  was  more  complete  with 
warm  air,  and  that  over  20  per  cent,  more  of  the  oxygen  of  the  air  is 
abstracted  in  warm  weather,  (temperature  not  given)].  It  was  shown 
that  "  while  sudden  changes  of  temperature  cause  immediate  variation 
in  quantity  of  carbonic  acid,  a  medium  degree,  as  of  60°,  is  accom- 
panied by  all  the  variations  in  the  quantity  of  carbonic  acid,  and 
that  there  was  no  relation  between  any  given  temperature  and  quantity 
of  carbonic  acid  at  different  seasons.  Whatever  was  the  degree  of 
temperature,  the  quantity  of  carbonic  acid,  and  all  other  phenomena 
of  respiration,  fell  from  the  beginning  of  June  to  the  beginning  of 
September.  Atmospheric  pressure  had  no  influence  on  seasonal  or 
other  changes.  The  exertion  of  walking  two  miles  per  hour  induced 
an  exhalation  of  18*1  grains  of  carbonic  acid  per  minute,  and  at  three 
miles  per  hour  of  2o-83  grains.  The  effect  of  the  tread-wheel  at 
Coldbath  Fields  Prison  was  to  increase  the  quantity  to  48  grains  per 
minute.  B- 


*  There  are  some  discrepancies  in  the  above  which  have  come  from  Dr.  Smith's  ow« 
figures,  178  :  111,  is  not  the  same  ratio  as  10-4  :  6-7. 
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1^   «*           Sa  OO  lA  OO      14  OO  6  OO 

i^'   *>*                           18  OO  14  00      lO  OO  4  0<» 

Communications  f"r  the  Journal  should  be  addresse<l  to  the  Editor;  all  business  letters 
to  the  Secret.ary  of  the  Franklin  Institute,  Philadelphia,  Pa. 


OUR  FIRST  riFfY  YEARS. 


A  HISTORICAL  SKETCH  of  the  FSANKLIN  mSTITnTE. 


From  its  organization  to  the  prosent  time.     1  vol.  8vo.  96  pp. 

Price  in  fine  Cloth,  30  cents.  In  Paper,  15  cents. 

For  Sale  at  the  Hall,  Seventh  St, ,  below  Market. 

D,  ?.  HoLMAN,  Actuary 
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Robert   B"8gs» 


CIVIL   AND    MECHANICAL 

ENGINEER, 

Consulting  Engineer  on  the  following  branches  : 


s 


F 


FIRST,  The  constiiiction  and  arrangement  of  heavy  machinery.  Iron 

Work,  Sugar  Apparatus,  Steam  Engines  for  all  uses. 

ECONDLY,  The  application  of  Heat  in  the  Arts,  Evaporation  in  Vacuum, 
Drying,  Definite  Temperatures,  Warming  Public  or  other 
Buildings,  Steam  Boilers  in  all  varieties,  Steam  or  Hot  Water 
Apparatus,  Ventilating  by  Forced  Ventilation. 

HIRDLY,  The  disposition  and  strength  of  materials  in  Stmctures  of 
Iron,  Bridges,  Roofs,  Girders,  etc.,  etc. 

OURTHLY,  The  supply  of  Cities  or  Towns  with  Water,  Reservoirs,  Pipe- 
lines, Engines,  Boilers,  etc. 

FIFTHLY,  The  Manufacture  of  Coal  Gas,  Construction  of  Works,  with 
allD  etails. 

IN  any  of  the  above  branches,  Plans,  Specifications  and  Estimates,  embra- 
cing all  information,  can  be  supplied  at  brief  notice.  Preliminary  infor- 
mation and  approximate  estimates  can  be  furnished  roadily.  Consultation  will 
be  held  with  Architects  on  such  of  the  above  subjects  as  are  required  in  their 
plans  or  specifications. 

Office  I  Franklin  Institute  Building, 

'  Seventh  Street,  below  Market, 

Okpice  Hours,  10  A.  M.  to  3  P. M.  ph  il  a  d  ei.f  h  i  a. 

Consultations  should  be  arranged  by  appointment. 

THE 

American  Journal  of  Insanity. 

''The  Amrrican  Journal  of  ludanity"    is  publiHhed  quarterly,  at  the  Suto  Litri*tic 
Asylum,  Urica,  N.  Y.     Tho  first  numbor  of  each  volume  is  issued  in  July. 

TEfiUS  OF  SUBSCRIPTION, 
Five  Dollars  per  Annum,  in  Advance. 

Exchanged,   Books  for  Keview,  and  Businea.')   Communications,  may  be  scut  to  tbe 
Editor,  directed  as  follows*:  ''Journal  of  Insanity,  State  Lunatic  Asylum.  Utica,  X.  Y." 


The  Journal  haif  now  entered  upon  its  thirty-second  year.  It  was  established  by  the 
late  Dr.  Brigham,  the  first  Superintendent  of  the  New  York  State  Lunatic  Asylum,  aiidaft«r 
his  death  edited  by  Dr.  T.  llonieyn  Beck,  author  of  ''Beck's  Medical  Jurisprudence;"  uui 
since  1854,  by  Dr.  John  P.  Gray  and  the  Medical  Staff  of  the  Asylum.  It  is  the  oldest 
journal  devoted  especially  to  Insanity,  its  Treatment,  Jurisprudence,  etc.,  and  is  partioalarij 
valuable  to  the  medical  and  legal  prt)foHAionk<,  and  to  all  intereste^i  in  the  subject  of  Inmnity 
and  Psychological  Science. 
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JOSEPH  ZENTMAYER, 


MANUFACTURBR  OF 


MICROSCOPES 


AND 


MICROSCOPICAL  ACCESSORIES. 

t47  Sovrm  Fovmrm  SrmmMr, 


iJBa*Jik.^XjZfliEEsir>  xoaa. 


Rosengarten  i£  SonSp 

^Manufacturing    Chemists, 

PHILADELPHIA. 

Silver  Medal  awarded  by  Franklin  Inatitnte,  November,  1874,  for  Parity  of  Ohemical  Preparations. 


Sulphate  of  Quinine,  Sulphate  of  Morphine, 

Sulphate  of  Cinchonine,  Acetate  of  Morphine, 

Sulphate  of  Cinchonidine,  Muriate  of  Morphine, 

Sulphate  of  Quinidine,  Nitrate  of  Ammonia, 

Muriate  of  Quinine,  Hypophosphites, 

Citrat«  of  Iron  and  Quinine,  Subnitrate  of  BiHiuutb, 

Bromide  of  Ammonium,  Spirits  of  Nitre, , 

Bromide  of  Potassium,  C,  P.  Acids, 

Nitrate  of  Silver,  Tannin, 

And  a  Qeneral  Assortment  of  Fine  Chemicalt<. 

Eztmctfrom  Report  of  the  Judges  at  the  Exhibition  of  thb  Franklin  Institutk, 
Philadelphia^  November ,  1874,  in  regard  to  Chemicals  exhibited  by  Rosengarten  ^  Sons  : 

*^  These  gentlemen  exhibit  qnite  a  list  of  Chemicals,  and  claim  for  them 
superior  purity,  considered  as  commercial  articles.  The  Committee  hare  care- 
A1II7  examined  some  of  them  and  find  this  claim  folly  substantiated,  some  of  the 
articles  being  almost  absolutely  Chemically  Pure,  and  being  certainly  the  best  of 
the  kind  in  the  market.    For  Purity  of  Chemical  Preparations,  a  Silver  Medal." 

Signed.  V.  A.  0  BNTM,  Prof.  GhemlBtry  Unirerslty  of  Penna. 

G.  A.  KOENIG.  Prof.  Chemiatry  Unlverelty  of  Penna. 
8.  P.  8ADTLBR,  Prof.  Chemistry  Uniyersity  of  Penna. 
.1.  £.  CARTEB,  Manufacturing  Chemist. 
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HELLER  &  BRIGHTLY,  EnginMring  aiul  Svnf^yiiig  !•• 
ttrtim«iite,  33  N.  8«v«tith  St,  Philadalpkia.    ^o&  ^At^j^ 

without  decrBuiog  bIu  or  any  part  of  oar  "  Kn- 
gincen'  TraiiMii  "  we  have    rvducvd  the  weiRbt  one-  k 

half.    AB  iirdmarj  Tmuait  Teie«co|ie  utacuiHoa  froM  " 

10  to  I'i  diauieien,  our  new  Trauitit  Teleatxpe  ( length 
104  lQohe4.  shows  ot^ecu  ervci  and  not  invertMl) 
msgninen  'M  diain«ier>  and  « ill  nMd  tinie  on  a  waich- 
dial  at  ttfit  Awt.  For  dewriptlou  of  our  new  Mining 
TraoAit  '»<«ight  '>Si  lb«.  >  au<i  Plummet  Lamp  tee  Van 
No«tranil'->  fcaginoeriog  Magazine,  June,  ItfTS.  i 


Kxtract  from  rn»«rt  of  rommittee  of  PIt.  Fng«.  ap- 
pointed by  Franklin  ln«t.  to  examine  H.  k  B*  new 
Transit:  [I»w.  |h7I.|  ••  It  exhibits  several  novelties 
of  eonstnirtion  which.  In  the  opinion  n^  the  commit- 
te*.  n^der  It  •operior  to  thoae  now  in  u*.  and  In  it^ 
opinion  the  deviation  which  they  have  made  from  the 
n  styles  of  Transit  are  decided  Improvements." 
JoH*  C.  TKAirrwiNfc,  Chairman. 


^^'^^^n^tt^'^'' 


'  W.    KUEBLRR.  F.    SBSLHOBIT. 

Kueblep  &  Seelhopst, 


MANUKACTURKRS    OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

l!^o.  925    Sansom    Street: 
PHILADELPHIA. 
We  oall  the  attention  of  Engineers  to  our  Patented  Improvement 


WM.  J.  YOUNG  &  S 


SUCCESSORS  ro 


In.  l  Imi,  V&  J,  In;  i  k,  In,  J.  !i 
ENGIiXEERINU 

AND 

ASTRONOM 

:F>ia:iXjJLiDEXji=>i3:iA., 

Beg  leave  to  remind  the  Engineering  Profession  that  ev< 
Important  Improvement  in  this  country  has  originated  fn 
this  house.  juiy.  t4  a 
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STANDARD 
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715    Chestnut   Street, 


Philadelphia. 


PRICES   AS  LOW 

A8   FOR 

Riveted  Columng. 

For    Lithographs,    Rates,    etc. 
address 

Eejstone  Bridge  Co., 

Pittsburgh,  Pa. 

OB 

J.  H.  Linville,  President 

218  S.  4th  St.,  Phila. 


HALL  OF  THE  FEANKLIN  INSTITUTE, 

Philadelphia,  October  13th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute  of 
the  State  of  Pennsylvania  for  ihe  promotion  of  the  Mechanic  Arts  have,  in  accord- 
ance with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,  awarded 
'  The  Soott  Legacy  Medal  and  Premium  to  R.  B.  Goodyear,  of  Philadelphia, 
Pa.,  for  his  improvement  in  Box  Motion  for  power  looms  ;  and  said  medal  and  pre- 
mium will  be  delivered  to  him  unless  within  three  months  from  this  date,  satisfactorv 
evidence  of  the  want  of  originality  of  said  invention  is  lodged  with  the  undersigned. 

D.  SHEFHEBD  HOLICAN, 

0""-  3t  AOTUART. 
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Three  Valuable  Works. 


NYHTROM'N  nV.VHAJili'H.—K  Pcm  ket  Book  of  Mechanics  aud  Eogiiie^^rin^r.  ConUiciac 
a  M'-iuorandnm  of  FnrU  and  Connection  (t!  Fractue  and  Theory.  By  Johh  \V.  Ntstbom.  CK.  £]e*«>ctb 
edition.  Revised  and  t;rcsitly  eularited  hy  tke  addition  ot  Viilualdt*  oridaal  matter.  Pullj  llltt^tr.ttc^ 
I61UO.    Pocket  Book  form.    Gilt  edges.    $:}.&0. 

"Nothing  seems  t4>  bo  wanting  -Which  an  engineer  expects  to  find  in  hie  p<Kket  lx>ok.  Th«  ImIAt* 
are  more  than  ordinarily  c*)mplete." — EUdric  Engineenvff  Mat^iuiju. 

]fffEADE«N  NAVAL  rONMTRrCnriON.— A  Treatiw  on  Naval  Arclritecture  and  Sl-.ijv 
building;  or,  an  Exp<»»ilion  of  th"  Kleuit-ntary  rrinciplm  Invtih^d  in  the  Scit-nce  and  I'rnctic^  %*f  Narm} 
Constrnction.  Compiled  from  various  fiHndard  Authorillc*.  Jly  Ommauder  Richard  "W.  MesitW,  U-S-S. 
Fully  Illustrated.    8vo.    Kxtra  cloth.    $IU.UJ. 

N4>TE.«4  ON  BL*1I.DI]V(.»  CONNTRrCTION.— Arranged  to  meet  the  re.)uirem(»Dt«  of  the 
Syllabus  of  the  Science  and  Art  Hepartment  of  the  Committee  of  Council  on  KdncAtton,  8outh  Keosinf- 
ton,  London.  With  32A  Woodcuts*.  Svo.  Cloth.  $-U0.  It  CtHitHin-*  chnpters  on  WaUinjr  an<l  Art-be*. 
Brickwork,  Manonry,  Carpentrj-,  Kloiirs,  Partitionb,  Timber  Koi.fs.  Ijon  Roofs.  Slating  Plumbers'  Wort 
Cast  Iron  Qirders  and  Joinery.  • 

"This  is  a  most  useful  elementary  book,  and  will  commend  itself  at;  a  text  book  for  our  f^n)siDeeri*i^ 
schools,  architects,  builders,  and  engineers." — N.  T.  Engineering  and  Mining  JouttumI. 

For  Sale  by  Booksellei-s  generally,  or  will  lie  sent  by  Mail,  l*osiiiniil  on  receipt 

of  the  price,  by 

J,  B.  LIPPINCOTT  &  CO.,  Publishers, 

7 IS  and  717  ^Market  St.,  Phila. 

"pRANiEiFiisTiTUTir 

TERMS  AND  PRIVILEGES  OF  MEMBERSHIP, 


Each  Member,  and  Adult  Holder  of  Second  Class  Stock,  when  not 
in  arrears  for  Dues,  is  entitled  to  attend  the  Meetings  of  the  Institute,  the 
use  of  the  Library  and  Reading-Room,  and  to  Tickets  for  himself  and  a 
Lady  to  the  Lectures. 

Contributing  Members  pay  Five  Dollars  each  year.  The  payment  of  Fifty 
Dollars  in  any  one  year  secures  Life-Membei-ship,  without  Annual  Dues. 

Shares  of  Stock,  Ten  Dollar.s. 

Second  Class  Stock  has  an  annual  tax  of  Three  Dollars  i>er  Share,  enti- 
tling the  holder  of  One  Share  to  the  privileges  of  Membei-ship. 

The  Holder  of  Ten  or  more  Shares  of  First  Class  Stock,  is  entitled  to 
all  the  privileges  of  Membership,  without  payment  of  Annual  Dues. 

Minor  Children,  Wards  and  Apprentices  of  Members  not  in  arrears, 
by  payment  of  two  Dollars,  have  use  of  Library  and  Reading  Room,  and 
admission  to  Lectmes,  or  Lectures  alone  for  One  Dollar. 

Minors,  holding  a  Share  of  Second  Class  Stock,  by  paying  One  Dollar  and 
Fifty  Cents  i)er  year,  have  use  of  Library  and  Reading  Room,  and  adniis> 
sion  to  Lectures. 

The  Journal  of  the  Franklin  Institute,  Published  Monthly,  subscrip- 
tion, Five  Dollars  per  year,  in  advance.  Members  and  Stockholdei-s,  not 
,  s  in  anears,  can  have  one  copy  at  Three  Dollars  per  year,  in  advance. 
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VOLC.]  ML'^    M^       [NO.  600. 

THE  JOURnIvL 

OF  THE 

FRANKLIN    INSTITUTE 

DEVOTED  TO 

SCIENCE  AND  THE  MECHANIC llRTS. 

EDITED  BY 

ROBERT    BRIGGS, 

Assisted  by  the  Committee  on  Publication. 


PHILADELPHIA:  PUBLISHED  BYTHE  FRANKLIN  INSTITUTE  ATTHEIR  HALL. 
THIED  SEEIES.]        DECEMBER,  1875.       [VOL.  LXX,  No.  6. 

CONTENTS. 


Single  Copies,  50  Cents. 
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THE 


STEVENS  INSTITUTE  OP  TECHNOLOGY 

i  OF  IflliliL  M 

Founded  by  thb  late  Edwin  A.  Stevens,  at 
HOBOKEN,  N.  J. 


INSTRDIENT  lAKRE^S 

SHOP. 


STEBEOFTICONS 

Vertical  Untenis, 
MICROSCOPES, 

SPECTROSCOPES, 
Blow -pipe  Apparatus 

and  other  kinds  of 

Philosophicdippantiu 

made  to  order. 


Henbt  Morton,  Ph.  D., 

Preaident* 
Alfred  M.  Maybr,  Ph.  D., 

Prof.  Physios, 
Robert  H.  TnrRaTON,  A.  M.,  C.  E., 

Prof.  Mech.  Engineering, 
Db  Volsoh  Wood,  C.  E., 

Prof.  Math,  k.  Mechanics, 
C.  W.  McCoRD,  A,  M., 

Prot  Mech.  Drawing, 
Albert  R.  Lbsds,  A.  M.. 

Prof.  Ohemistry, 
Charlrh  F.  Kroeh,  a.  M., 

Prof.  languages, 
Rev.  Edward  Wall,  A.  M., 

Prof.  Belles-lettres. 


HIGHIHR  SH8P. 

MACHINES 

FOB 

Testhg  Materiabp 

APPABATUS 

FOR 

Testing  Lubricanta, 
and  a  limited  ami 
of  special  consti-at 
may  be  done  in 
Machine  Shop  on 
cial  order. 

Terms  cask  wiA  trfe. 


The  course  of  the  Stevens  Institute  is  of  four  years'  duration,  and  covers  all  thai 
appertains  to  the  profession  of  a  Mechanical  Engineer.  By  means  of  Workshops 
provided  with  excellent  machinery,  Physical  Laboratories  whose  appointmentA  are 
without  an  equal,  and  with  the  finest  Cabinets  of  Instruments,  every  opportanity  fat 
the  acquisition  of  thorough  and  practical  knowledge  is  afforded. 

REQUIREMENTS  FOR  ADMISSION. 

Candidates  for  admission  to  the  first  year  of  the  course,  should  not  be  less  than. 
16  years  of  age,  and  must  be  prepared  to  pass  a  satisfactory  examination  in.  ariUune- 
tic,  algebra,  including  quadratic  equations,  geometry  as  given  in  Daviee'  Leg«ndre, 
and  the  six  elementary  propositions  of  Plane  Trigonometry. 

Candidates  for  admission  to  the  higher  classes  must  be  prepared  to  pass  a  satiafae- 
tory  examination  in  all  the  studies  previously  pursued  by  the  classes  which  they 
propose  to  enter. 

Advanced  students  and  men  of  science  desiring  to  avail  themselves  of  the  appli- 
ances of  the  laboratories  of  the  Stevens  Institute,  to  carry  on  special  inyestigatioiia^ 
may  apply  to  the  President. 

For  further  particulars  address  the  President,  H.  MORTON,  Hoboken,  N.  J. 
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A  MECHANICAL  LABORATORY 

has  been  founded  in  connection  with  the  Department  of  En^eering,  in  which  the 
strength  and  other  properties  of  materials  are  determined,  and  in  which,  with  the  aid 
of  the  several  other  departments  of  the  Institute  various  technical  researches  are 
conducted. 

Trials  of  steam  and  other  engines,  of  steam  boilers  and  of  machinery  are  made, 
under  the  direction  of  the  Professor  of  Engineering,  by  students  or  skilled  employeea 

A  small  amount  of  work  in  designing  machinery  and  in  general  engineering^  i^m  bt 
done  when  it  may  be  made  a  means  of  instruction  of  advanced  students. 

JPar  Terms,  address  the  Director  of  the  Meehanieal 

LdboTQtory. 


THE 


PULSOMETER, 


The  simplest,  most  durable  and   effectire 
■team  pump  now  in  use. 

Will  pamp  gritty  or  muddy  water  without 
wear  or  injury  to  its  parts. 

It  cannot  get  out  of  order. 

e.  HEM  HALL  ft  CO., 

20  OmrU/ffuU  Street, 

Nkw  York  Oitt. 


BRANCH  DBPOTS. 

11  Pemberton  Square,  Boston. 
1327  Market  Street,  Philadelphia. 
59  Wells  Street,  Chicago. 
Southwestern  Exposition,  New  Orleans. 
811  A  813  N.  Second  Street,  St.  looii. 

8BND    POR   CIRCULAR. 


ALL  BUSINESS  RELATING  TO  PROCURING 

American  and  European  Patents 

CONDUCTED    BY 
184    SOUTH    FOURTH    STREET,     PHILADELPHIA. 


Residence.  Vo-  1217  Worth  Tweiab  Street. 


QTT  A  TTT'TXrr^     ^^^   Gearing,    Pulleys,    Hangers    and    Ooopliiigf, 
OXLlI.17  X  111  VJ    Speeds    calculated.       Shafting    and    Gearing  ar- 
nuiged.  GEO.  C.  HOWARD,  17  S.  18th  st,  Phila.,  Pa. 


MACHINISTSMOOLS,  K.-S.-V.^'.  "A 

^iler  Makers,  combining  the  latest  improTements.  GRINDSTONES  Boxes. 
Tming  and  Hacking  Machines,  will  keep  the  stones  true  and  sharp  for  quick  and 
Dleasant  grinding    No  dust.  GEO.  C.  HOWARD,  17  S.  18th  St.,  Phila.. Pa. 
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JESSUP  &  MOORE, 

Paper  M^nufecturers 


MID   AQEMTS  OF   TH» 


(merino,  f«rl.  |»per  |a. 


OFFICES  AND  WAREHOUSES 


No.  27  NORTH  SIXTH  STREET,  PHILADELPHIA, 


— AND— 


138  William  St.,  New  York. 


^  ^  » 


Have  on    band  and  make  to  order,   at  ihort  notioe, 

ITews  and  Book  Frintizig  Paper, 


ALL  QUALITIES  AND  SIZES. 


Colonii;  111  ¥ritlii][  Papers.  Ruillla  Papers. 

Dealers  in  Pai>er  Makers'  Materials, 

OF    EVERY    DESCRIPTION. 

■>  •  » 

Cuh  Market  Friods  Paid  for  all  kinds  of  Paper  Stock. 
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HaU  of  the  FRAlTELIir  INSTmiTE, 

PHII.ADSLFHIA,  Sbptembeb  8th,  1876. 

lYoiioe  is  hereby  giyen  that  the  Board  of  Manaffers  of  the  Franklin  Instltate 
of  the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  haye,  in 
mccordance  with  the  recommendation  of  the  Committee  on  Science  and  the  iUts, 
a^razded  The  Scott  Legacy  Medal  and  Premium  to  the  Willoox  &  GniBa 
fSiKwiXG  MAGHurB  CoifFAiTT,  of  Now  Tork,  for  their  Antomatio  Tension. 
ajid  other  improvements  in  the  Willcox  &  Gibbs  Sewing  Machine ;  and  said 
medal  and  premium  will  be  delivered  to  them  unless  within  three  months  ftom 
tliia  date,  satis&ctory  evidence  of  the  want  of  originality  of  said  invention  is* 
lodged  with  the  undersigned. 

D.  SHEFHEBB  HOLMAN, 

OotSt  ACTVABY. 


FOR 

PRACTICAL  &.  ANALYTICAL  CHEMISTRY 

Chant  Street,  Tenth  Street,  below  Market, 

Resr  of  St  8tephen*8  Church.) 

PHIUADELPHIA, 

ESTABLISHED  IN  1836. 


bstmction  given  in  GHBMISTRY,  MINERALOGY  and  QKOLOOY,  by  LBO- 
TTJRES  and  PRAOTIGB,  with  especial  reference  to  ANALYSIS,  MANUPAO- 
T17BBS  and  MBDICINB. 

Analjses  made  of  Ores,  Minerals,  Guanos,  Waters  and  articles  of  commerce  and 
uannfactnre.    Opinions  giren  on  chemical  questions. 

^    „  BOOTH  A  GARRETT^ 

JjlMSS  G.  Booth. 
Tbos.  H.  Gabbktt. 

WANTED,— The  following  nambers  of  the  Franklin  Institutb 
Journal,  are  wanted  to  complete  sets :  January,  1827 ;  April,  1867 ; 
January,  April,  August  and  October,  1868 ;  January  and  February, 
1869 ;  and  March,  1874.  Persons  having  any  of  the  above  that 
they  are  willing  to  dispose  of,  will  confer  a  favor  by  addressing  the 
Sceretnrv. 


RICHARDS,  LONDON  &  KELLEY 

(Saccessors  to  RICHARDS,  KELLEY  A  GO.) 

Engineers   and    Maoliinists, 

BCanufikctorera  of 

IMPROVED  BANO  SAW  MACHINES, 

And  other  Wood-Working    Machinery  for  Ship  Work 
and  Oar  Building,  Planing  MiUs,  Ate. 
Tw«iit7^«€oaad  Street  alio-ve  Arok  Street,    ' 

PHILADELPHIA. 
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CraindGn    Iron    fRTorbs 

(ESTABLISHED  1824X 

CAMDEN,  NEW  JERSEY. 


ENGINEERS,  CONTRACTORS, 

And  MANHPAeTDRERS  of  GAS  APPARATUS 

AND  ALL  THB 

Buildingt,  Tanks,  Holdert,  &o.,  required  for  the  Manuficture, 
Purification  and  Storage  of  Gat,  and 

STREET  MAUrS   Requisite  for  its  DistrilmtioB. 

PuLjrs,  Driwinos  avd  Spbcificationb  Promptly  Furkishrd. 


IRON     FOniVDERS. 

0A8T.IR0N  MAINS  for  WaUr  and  Qm,  fh>m  One  and  a  Half  to  FORTT-EIOBT 

INCHES  in  Diameter. 

Stop  YalTot  (all  tiiee),  Fire  Hydrant'f,  Heating  Pipes,  Branches,  Bands,  Tees. 
GASTINGU3  of  any  fom  or  sine  required. 

pyiadelphia  Offloe,    -         -         -         -   408  Wabait  street. 
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Office,  2316  Frankford  Aye.,  Fhiladelphia. 
3TEAM 


|oibi^ 


CYLIJ7fDE(R 
MULTITUBULAR. 

r's  Foretd  Blast  Prtsgnrt  Blowtr. 

TBOa  VaBSABAX.  inns  WILBBABm.  I0BKW.Wn.8BABA]l,n. 


^tPHIASHAFTIi«r(> 

^^^S>^  (Esublished  1859.)  ^-^^ 

\^     GEO.  V.  GRESSON,        ^ 

Eighteenth  &  Hamilton  Sts.,  Fhiladelphia.  Pa. 

Loose  Pulleys  of  all  sizes 

Pulley  Hangers,  Patent 

Vise  Oouplings, 
Parting  Hangers, 

,  ,  Pat.  Internal  Clamp 

ImproTed  and  Easily  p     ^. 

Adjustable     ^  i^oupangs, 

^^'  Improved  Pulleys 

Binder  Pulleys,  ™*^«  ^^  ^*^^«« 

Flange  Pulleys,  Improved  Pat.  Ball 

and  Socket 
6mid«  Pulleys,  Ac.  Aduistable  Hangers. 

Brery  teortptlon  of  nztnres  ued  In  the  triniaission  of  Steam  Power. 

ALL  WORK  TBOBOUGHLT  XADB  AKD  VUBVISHID  FBOIfPTLT. 

^  Btlanoed  Pulleye  of  every  eize  on  hand  and  made  to  order. 
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The  Best  Nautical  Newspaper  in  the  World 


— CIBCULATES— 

Li  OTer  200  ship  yards,  50  machine  shops,  55  Tessek  of  war,  30  ref> 
enne  cnttera,  in  all  the  navj  yards  and  stations,  on  board  nearfy 
200  yachts,  150  steamboat  offices,  and  reaches  over  2000 
ocean  steamer  agents  in  the  United  States  and  Canada.  I 


IT  IS  DEVOTED  TO  THE  INTERESTS  OF 

Commerce,    Navigation,   Ship  -  Buildiogf 

MARINE  ENOINEERINO,  TAOHTINa, 
The  Navy  Revenne  and  Mercantile  Marine, 

And  treaU  of  Nautical  Mattert  generally. 

Snbscription,  fS.OO  a  year,  in  advance.     Advertising  rates  sent  oi 
^>plication. 

.  8«nd  for  Sample  Copy. 

B.  s.  osBonr^ 

EDITOR  AND  PROPRIE<Nl 
P.  O.  Box,  4778. 
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TBORNE,  DeBAVM  &  CO. 

Slst  Str«(  ■    ■ 
FEIL 


PORTABLE, 

RADIAL, 

MULTIPLE, 

VERTICAL, 

HORIZONTAL, 

SPECIAL, 

Portable  I>rills,  driren  by  |)ower  in  any  position,  self-feeding    and  conrenlent  In  ad- 
tmBtment. 

Kadlal  DrIIUi,  self-feeding,  with  large  adjustable  box  table,  separate  base  plate,  aad 
9W9TJ  oonrenlenoe. 

"Vertical  DrIIUi,  self-feeding,  of  new  and  improyed  designs. 

Multiple  Jtarllls,  for  boiler  work,  etc.,  with  from  2  to  20  spindles,  fed  and  returned 
iosether  or  separately,  by  power  or  band. 

lloiisoiital  BoriniT  Machines,  for  large  pieces,  with  boring  head  adjustable  TerM- 
eally  and  horizontally. 

Qun  Blank  Drills,  Goal  Drills,  and  Drills  for  special  purposes  built  to  order.  janVft 


MORGAN'S   PATENT 

DOUBLE  ROTATING  DROP  PIPE, 
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^ 

For  Railroad  use.    It  Is  water-tight,  and  will  accommodate  itself  to  the  varyinf 
heights  of  looomotive  tenders, 

G.  O.  MiORO^N,  Sole  ]M[aiiiifa.otiii*ei*, 

Room  No.  16,  Major  Block, 

0.  B«  Clorner  &a  Salle  and  lllladison  StreetSf  Ohicafo. 
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Bnrnham,  Parry,  Williams  &  Co.  ■■ 

S1»J 


FBILASELFEIA,  FENIT'A. 


HSPECIALLY  ADAPTED  TO 


Every  Variety  of  Railroad  Service, 

And  to  the  economical  use  of 

Woodj  Ooke^  Bituminaus  and  Anthracite  Coal  as  Fuel.     AU  Wwk 

accurately  fitted  to  Gauges^  and  thoroughly  interchangeable, 

Plany  Materials^    Workmanship^  Finish  and 

Efficiency  fully  guaranteed, 

Geo.  Burnham.  Chas.  T.  Parry.  Edw.  H.  WUliaot. 

Wm.  P.  Henssey.  Sdw.  Longstreth.  John  H.  Goutcim. 


JACOB  NAYLOR, 

Successor  to  H0NSWORTH  k  NATLOR. 

GIRARD  AVE.   AND    FRONT  STREET 
PHILABELPHIA. 


STEAM  ENeiNES,  BOILERS  AND  TANKS, 

Sliaftlng  and  Gtoaxlng,  Conplinga,  Pulleys  and  Hansen. 

STEAM  AND  HAND  CRANES. 

Panenger  and  Freight  Hoisting  Machinery  for  Stores  k  Faotorieii 

Marble  Sawing  and  Poiishing  Machinery  of  all   Kinds, 

SPECIAL  MACHINERY  AND  FIXTURES  FOR  SOAP  MANUFACTDRKift 
Retorts,  Meters,  Btllls,  Ac,  for  Chemists. 

Svgar  Boilers,  Tanks  and  Machinery.    Castings  in  green  sand  or  Loam,  and 
Machinery  in  general. 

W.  W.  TUFFBB  *  CO'8  PATSNT  OBATBIS  JJBTD  .OHATX  BAB& 

BIBSW8  PATENT  AUTOMATIC  GUT-OFF  BNQINB.  either  Vertical  or  HorisMtd 
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BOSH  HILL  IRON  WORKS, 

Corner  16th  and  Buttonwood  Streets, 

PHIUmPHIA. 

JAMES  naooRE, 

(Successor  to  MAHHEWS  &  MOORE,) 

Engineer,  Hachinist,  Founder,  and  Boilermaker, 

OA.8TIBrG8  or  every  desoription. 

ROLLING  MILL  AND  FURNACE  EQUIPMENTS  COMPLETE. 

Rolls  Cnnied  for  Kails,  Beams,  Angrles,  and  all  shapes  for  Iron, 
Steel  or  Oompositlon  Metals. 

Sugar  Mill,  Saw  Mill  and  Grist  Mill  Machinery, 

AND  MILLWRIGHTING  IN  GENERAL. 
BOIftBXJI— Fine,   Tnbnlar,   and  Cylinder,  and   all   Unds   of 

TAHK  AND  PXiATB  IRON  ^70RK. 

Schutte  &  Ooehring,  222  Walnnt  St.,  Phila. 

—ENGINEERS,— 

Sols  Iiiobiibbkb  ahd  MAnnvAorinixRS  ov— 

Hanover— Germany,  K-  »0»XI1WC3- S     Mancheeter—EngVd, 

35  MUr  SirMM.  SteSLIU    JetS. 


STEAM  JET  APPARATUS  OF  EVERY  DESCRIPTION. 
^       .        Apparatus  for  Chem 

i^  t    %   I  AXl-C0M?n88XOT  AI. .^ 

~~  ~    '  Uo-Aeid-OM  Blowers. 

LTER  SUCKERS. 
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BLOWERS  .  Apparatus  for  Chemical  Works, 

IW  rotge,  rnmaeefc  Boiler  FIrJag.        g  .    g  .  AH-COMPBISSm  APPAIAIU8. 

^'AM  KXHAVBTEIM. 

JTET  COHDEMSERS.         _       _ 

^^  CsrboUo-Aeid-OM  Blowers. 

SYPHONS  FOR  ACIDS  Ic  WATER.  —      "^  FILTER  SUCKERS, 


^^  J^Ti^™  ^^%^ 


(^a 


MTENT  IMmOVEflnMAPPLE-OREOaC* 


BUILDERS  OF  STEAM  DREDGING  MACHINES, 

GUNPOWDER  PILE-DRIVERS,  Am^ 


CONTRACTORS  FOR 


IMPROVma  RIVERS  AND  HARBORS, 

E3CCA.V-A.XIXVO  CAXSAXJ^ 

RECLAIMING  AND    FILLING   LOW   LANDS, 
PnJNO  FOB  FOXINDATIONS.  PIERS,  Etc 

Offices,  JVo.  10  South  Delaware  Ave,,  Phila^'a. 

THE 

(HINFOWDER  PILE-DUTER  CO. 

Om  THE  UNITED  STATES. 


OWNERS  OF 

SHAW'S   PATENT 

Gnnpowder  Pile-Driver 

For  the  Economical  and  Rapid 

Driving  of  Files  for  Rers,  Fonndations,  ^a, 

SECURING  THE  GREATEST  PENETRATION 
Without  Injury  to  the  piles. 


MACHINES  FURNISHED, 

With  or  without  Exclusire  Rights. 


OFFICE : 

No.  10  South  Delaware  Ave.,  Philadelphia. 
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AMERICAN  AND  EUROPEAN, 

OF 

]Nd:XJN"N"   «fe    CO., 

No.  37  PARK  BOW,  New  York. 


Fob  a  period  of  nearlj  iwentj-fiye  years,  Munn  k  Go.  bare  occupied  the  position 
of  leading  Solicitors  of  American  and  European  Patents,  and,  during  this  extended 
experience  of  nearly  a  quarter  of  a  century,  they  have  examined  not  lees  than  fifty 
thousand  alleged  new  inventions,  and  hare  prosecuted  upwards  of  thirty  thousand 
applications  for  patents ;  and,  in  addition  to  this,  they  have  made  at  the  Patent  Office 
over  twenty  thousand  preliminary  examinations  into  the  novelty  of  inventions,  with 
a  careful  report  on  the  same. 

Munn  &  Go.  deem  it  safe  to  say,  that  nearly  one-third  of  the  whole  number  of 
applications  made  for  *<<»tents  during  the  past  fifteen  years  has  passed  through 
their  Agency,  which  L  desisted  by  a  Branch  Office  at  Washington,  which  waj^che* 
and  supervises  all  t'yJ^s  ca^es  as  they  pass  through  official  examination. 

Inventors  who  desire  to  consult  with  us  are  cordially  invited  to  do  so.  We  shall 
be  happy  to  see  them  in  person  at  our  office,  or  to  advise  them  by  letter.  In  all 
cases,  they  may  expect  from  us  an  honest  opinion.  For  such  consultations,  opinior. 
and  advice,  toe  make  no  charge.  A  pen«and-ink  sketch,  and  a  description  of  the 
invention  should  be  sent. 

Pbsliminaby  Examination  is  made  into  the  novelty  of  an  invention  by  personal 
search  at  the  Patent  Office,  which  embraces  all  patented  inventions.  For  this 
special  search  and  report,  a  fee  of  $5  is  charged.  We  advise  this  special  search 
only  in  very  doubtful  cases. 

To  Apply  for  a  Patent,  a  model  must  be  furnished — not  over  a  foot  in  any 
dimensions.  Send  model  to  Munn  3f  (7o.,  37  Park  RoWy  New  York^  by  express, 
charges  paid ;  also,  a  description  of  the  improvement,  and  remit  $16  to  cover  first 
Government  fee,  revenue  and  postage  stamps. 

Oaveats   Filed ;    Interferences  Managed ;    Extensions   and   Re-Issuea   Obtained. 
Assignments  Prepared;  Designs,  Trade-Marks  and  Compositions  Patented. 
Patents  are  obtained  in  all  European  countries. 

For  instructions  concerning  Foreign  Patents,  Re-Issues,  Interferences,  Hints  on 
Selling  Patents,  Rules  and  Proceedings  at  the  Patent  Office,  the  Patent  Laws,  ftc.| 
see  our  Instruction  Book.     Sent  free,  by  mail,  on  application. 
Address  all  communications  to 

Minrir  &  go., 

No.  37  Park  Bow,  New  Ywk  City. 

OfEce  in  Washington,  corner  of  F  and  Seventh  Streets. 
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Professor  HENRY  WURTZ, 

Sdentifie  and  Practical  CEEUIST  &  SEOLOQIST 

Editor  of  the  AMERICAN  GAS-LIGHT  JOURNAL. 

(Private  Office  J\fo.  12  Hudson   Terrace,  Hoboken,  J7.  J. 

Immediately  Fronting  the  Ferry  Hoobcs. 

Consultations  in  New  York  may  be  arranged  by  appointment  at  Gas- 

Light  Journal  Office,  No.  42  Pine  Street,  Room  18  or  elsewhere. 


Geological  Explorations  and  Beports  upon  Coal  Lands  and 
Other  BEuieral  Properties. 

Chemical  Analyses,  Advices  and  Investigation  in  all  the 
CSiemical  Arts,  Chemical  Inventions  and  Improve- 
ments made. 

Professor  W.  makes  a  specialty  of  Gas-Chemistry,  and  the  Analysis  of 
Gas,  Gas  Coals  and  Water.     Has  special  laboratories  and  unequal- 
led facilities  for  these  purposes. 

Formerly  Chemical  Examiner  in  the  U.  S.  Patent  Office,  and  j>eculiarly 
competent  as  an  Expert  in  Patent  cases. 


FOR  PROCURING 

J  J  J  ffl 

FORREST  BUILDINGS, 

AND 
[Oppotitft  U.  S.  Patent  Office,] 

WASHUfOTON,  n.  a 


H.  HOWSON,  C.  HOWSON, 

Solicitor  of  Patents.  Attorney  at  Law. 


QommunioatioTis  should  be  addreaaed  to  tha  (PI^IJTOKPjiL  OPFIOSSf 

<PHlL:flQEL(PHIjfl. 
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WM.  SELLERS  &  CO., 

No.  1600  Hamilton  Street,  Philadelphia. 
MACHINISTS'  FOUNDERS'  SMITHS' 

AND 

BOILER  MAKERS'  T90LS. 

SHAFTING, 

With  Ball  and   Socket-bearings  and   Doable  Gone   Vise-coupling^,   admitting    0i 
the  easiest  possible  adjustment. 

A  COMPLETE  ASSORTMENT  OF 

PULLET  and  WHEEL  PATTERNS, 

From  which  Castings  or  Finished  Work  will  be  furnished. 

RAILWAY  BQDIPHENTS, 

Turning  and  Transfer  Tables  and  Pivot  Bridges. 


SOLE  MANCFACTURERS  AND  LICENSEES  0? 

GhlFin^RD'S        IlSrjECTOR 

FOB  FEEDING  BOILERS. 
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STANDARD 


Railroad,  Hay,  Coal,  Platform  and  Counter 


^ 


9t* 


s 


CD 


O 


FAIBBANKS 

715    Chestnut  Street, 


MWINB, 

Philadelpliia. 


Barker's  Patent  Comliined  Heating  and  Ventilating 
Flue  Apparatus  and  DouUe  Ee^ster, 

For  Public  and  Private  Buildings.  Used  in  connection  with  Heating  by 
Steam  or  with  the  common  Warm  lir  Furnace. 

This  system  of  Ventilation  has  already  elicited  favorable  notice  fix»m  eminent 
sanitary  authorities  in  this  city,  New  York  and  Washii^gton.  It  has  been  intro- 
duced with  Kreat  success  in  many  recently  erected  public  and  private  buildings, 
and  is  rapidly  gaining  favor  among  architects  and  practical  builders. 

For  full  particulars,  apply  to 

O-EO.    R-    BA^UBZEIl, 

101  Price  St.,  Germ»iitowii,  PUUu 


A.  PURVES  &  SON, 

COR.  SOUTH  &  PENN  STS.,  PHILA., 


DEALKIW   IK 


Scrap  Iron  and  Petals,  Hachuiery, 

Tools,  Shafting  and  Pulleys,  Steam  Engines,  Pumps  and 

Boilers,  Copper,  Brass,  Tin,  Babbit  Metals,  Foundry 

Facings.     Best  Quality  Ingot  Brass. 

CAS//    PA/D    FOR    ALL    K/NDS    OF  METALS  AND    TOOLS. 
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THE  BOYDEN   PREMIUM. 


UIHAH  A.  BOYDEN,  ESQ.,  of  Boston,  Mass.,  has  deposited  with  the  FrankliD 
iViHnte  the  sam  of  one  thousand  dollars,  to  be  awarded  as  a  premiam  to 


^  Jkny  resldeBt  of  North  America  who  diall  dotormSae  bf  experimont 

▼hothor  all  xttys  of  li^  and  othor  pbysloil  rays,  are  or  aro 

not  traassmitted  with  the  same  Teloolty." 

The  following  conditions  have  been  established  for  the  award  of  fhis 
remiam : 

1.  Any  resident  of  North  America,  or  of  the  West  India  Islands,  may  be  a 
ompetitor  for  the  premiam ;  the  southern  boundary  of  Mexico  being  eonsid- 
red  as  the  southern  limit  of  North  America. 

2.  Each  competitor  must  transmit  to  the  Secretary  of  the  Franklin  Institute 
k  memoir,  describing  in  detail  the  apparatus,  the  mode  of  experimenting,  and 
Le  results ;  and  all  memoirs  received  by  him  before  the  first  day  of  January 
me  thousand  eight  hundred  and  seventy-six,  will,  as  soon  as  possible  after 
(his  date^  be  transmitted  to  the  Committee  of  Judges. 

3.  The  Board  of  Managers  of  the  Franklin  institute  shall,  before  the  first 
lay  of  January,  one  thousand  eight  hundred  and  seventy-seven  select  three 
eitixens  of  the  United  States,  of  competent  scientific  ability,  to  wnom  the 
memoir  shall  be  referred ;  and  the  said  Judges  shall  examine  the  memoirs  and 
report  to  the  Franklin  Institute  whether,  in  their  opinion,  and,  if  so,  which  ot 
their  memoirs  is  worthy  of  the  premium.  And,  on  their  report,  the  Franklin 
Institute  shall  decide  whether  the  premium  shall  be  awarded  as  recommended 
by  the  Judges. 

4.  Every  memoir  shall  be  anonymous,  but  shall  contain  some  motto  or  sigt 
by  which  it  can  be  recognized  and  designated,  and  shall  be  accompanied  by  a 
sealed  envelope,  endorsed  on  the  outside  with  same  motto  or  sign,  and  con- 
taining the  name  and  address  of  the  author  of  the  memoir.  It  shall  be  the 
duty  of  the  Secretary  of  the  Franklin  Institute  to  keep  these  envelopes  securely 
and  unopened  until  the  Judges  shall  have  finished  their  examination ;  when, 
should  the  Judges  be  of  opinion  that  any  one  of  the  memoirs  is  worthy  of  the 
premium,  the  corresponding  envelope  shall  be  opened,  and  the  name  of  the 
author  communicated  to  the  Institute. 

5.  Should  the  Judges  think  proper,  they  may  require  the  experiments  de8cribe4 
m  any  of  the  memoirs  to  be  repeated  in  their  presence. 

6.  The  memoirs  presented  for  the  premium  shall  become  the  property  of  the 
Franklin  Institute,  and  shall  be  published  aa  it  may  direct 
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i  I  Otace.  410  Walnut  St..  FhUadelDMa.  I 
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JOURNAL 


OF  THE 


FRANKLIN    INSTITUTE 

OF  THE  STATE  OF  PENNSTLVANIA, 

FOR  THK 

PROMOTION  OF  THE  MECHANIC  ARTS. 


Vol.  LXX.  DECEMBER,  1875.  No.  6. 


EDITORIAL. 


Notice. — The  publication  of  the  Journal  is  made  under  the  direc- 
tion of  the  Editor  and  the  Committee  of  Publication,  who  endeavor  to 
exercise  such  supervision  of  its  articles,  as  will  prevent  the  inculca- 
tion of  errors,  the  advocacy  of  special  interests,  and  will  produce  an 
instructive  and  entertaining  periodical ;  but  it  must  be  recognized  that 
the  Franklin  Institute  is  not  responsible,  as  a  body,  for  the  statements 
and  opinions  advanced  in  its  pages. 


Ooyemmental  Requirements  and  Patent  Bights.— In  an 

extreme  view  of  the  rights  of  inventors,  many  people  almost  lose 
Bight  of  the  tenures  under  which  monopolies  formed  by  letters  patent 
are  held ;  that  such  (so-called)  patents  are  grants  or  gifts  justified 
solely  by  public  policy,  in  the  encouragement  and  accomplishment  of 
novel  industries  and  art3,  and  limited  by  statute  in  various  ways,  es- 
pecially in  duration  of  holding.  Beside  the  statutory  limitations, 
there  are  common  law  ones  founded  on  the  older  English  jurispru- 
dence. Thus,  no  patent  could  be  supported  in  any  of  our  courts  in 
restriction  of  the  right  to  use  an  implement  of  warfare,  or  to  use  any 
other  invention  needed  by  government  for  any  of  the  purposes  of 
defense  or  armament,  the  patented  object  occupying  the  same  position 
with  other  private  property,  namely,  that  of  subserviency  to  the  exi- 
gencies of  the  commonwealth. 
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The  right  of  ownership  to  an  invention,  in  the  etrict  sense  of  right, 
is  an  exceedingly  slender  one.  In  this  country,  it  attaches  to  original 
invention  only  (the  fact  of  accomplishment  not  having  due  force  as 
yet  in  our  legal  decisions)  while  generally,  elsewhere,  introduction 
combined  with  novelty  is  requisite. 

Every  child  invents  anew  and  originally  all  the  processes  of  daily 
life,  from  the  combination  of  the  hammer  with  the  looking-glass  (if 
chance  gives  him  possession  of  these  coveted  objects  of  childhood) 
upwards.  Every  schoolboy  of  aptness  in  mechanical  application,  in- 
vents from  the  description  of  his  books,  apparatus  and  contrivances  in 
advance  of  his  lessons.  In  fact,  the  chief  interest  in  his  studies  is 
found  in  the  excitement  of  application  they  suggest.  Every  appren- 
tice in  the  workshop,  who  ever  comes  to  be  a  workman,  invents  at 
least  one  steam  engine  or  loom,  explores  a  perpetual  motion,  and  con- 
stantly finds  new  ways,  to  him,  to  perform  what  he  sees  going  on  about 
him,  or  what  he  is  called  upon  to  do  for  himself.  The  practical 
workman  is  no  better  off  in  his  field  of  invention.  Each  skillful  pro- 
cess which  he  accomplishes,  beyond  the  bare  skill  of  manipulation  in 
regular  task  work,  is  an  effort  of  invention ;  frequently,  it  may  be 
said  generally,  exceeding  in  merit  the  greater  number  of  those  which 
bring  (un-)  merited  rewards  in  the  lottery  of  the  patent  office. 

There  comes  a  pang  of  regret  to  every  draughtsman  or  mechanic^ 
when  he  finds  his  thoughts  and  labors  have  been  anticipated  and  pos- 
sibly excelled  by  others.  The  student,  the  philosopher,  or  the  literary 
man  experiences  the  same,  on  coming  to  the  knowledge  that  he  has 
burnt  the  lamp,  solved  the  difficult  problem,  annunciated  the  labored 
thought,  and  that  others  more  comprehensive,  more  ingenious,  or  more 
eloquent,  have  beaten  the  paths,  until,  perhaps,  not  a  stone  is  left 
upon  them,  or  even  a  spear  of  grass  to  be  trodden  down.  The  me- 
chanic is  less  fortunate  than  these,  not  only, 

**  But  knowledge,  to  their  eyes,  her  ample  page 
Rich  with  the  spoils  of  time,  did  ne'er  unroll ; 
Chill  penurj  repressed  their  noble  rage, 
And  froze  the  genial  current  of  the  soul." 

But  the  **  ample  p:igo  "  records  only  a  very  little  of  the  practice,  and 
explains  yet  less  of  the  theory  of  his  vocation.  The  professor  or  the 
book- writer  have  far  more  to  learn  from  the  workman  than  the  work- 
man from  them.  It  is  an  unsatisfactory  comment  on  the  relationship 
of  the  workman  and  the  inventor,  to  knowledge,  and  to  the  adminis- 
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tration  of  our  patent  laws,  that  the  less  a  man  knows,  the  more  he 
oan  patent. 

The  evident  limiting  consideration  of  right  to  invention  altogether, 
lies  in  the  certainty  that  any  and  all  inventions  of  value  will  be  in- 
vented by  some  person  at  some  time  when  circumstances  and  time 
develop  the  necessity.  In  fact,  the  settlement  by  our  courts  to-day, 
of  the  claims  of  patentees  whose  inventions  (?)  have  just  come  to 
fructuation — inventions  which  have  been  matters  of  record  in  advance 
for  years,  decades,  centuries,  and  in  instances  of  actual  occurrence, 
for  milleniums,  but  have  failed  to  have  common  usage  of  to-day,  for 
-want  of  requirement  in  our  dark  ages,  is  one  of  the  knottiest  prob- 
lems of  special  pleading,  calling  for  the  most  ingenious  of  expert 
perjury. 

If  it  were  not  to  a  thinking  man  a  very  painful  exhibition  of  futile- 
aspirations,  it  would  be  amusing  to  listen  to  a  patentee,  the  tenure  o^ 
i?hose  patent  rests  upon  the  accident  of  the  presumed  first  applicationi 
of  a  common  device,  discourse  on  thieves,  pirates,  highway  robbers^, 
when  one  knows  that  the  least  investigation  into  the  practice  of  those- 
who  have  filled  similar  requirements  elsewhere,  will  develop  that  fatal 
want  of  originality,  before  which  the  right  will  disappear,  and  "  leave- 
not  a  rack  behind." 

The  most  enthusi'^stic  inventor  and  patentee  recognizes  that  his 
right  must  and  should  terminate  as  certainly  as  his  own  life.  He 
knows  that  his  own  invention  is  founded  upon  prior  ones,  innumer- 
able ;  and  immeasurably  more  important.  He  can  have  his  apple  and 
eat  his  apple,  and  it  is  gone,  but  the  seed  is  the  property  of  man- 
kind. The  patent  rights  of  Tubal  Cain  have  ages  since  expired^ 
However  unwillingly  the  concession  may  have  been  made,  the  inven- 
tor acknowledges  some  common  claims  of  mankind  to  the  industries 
and  arts  of  ages,  only  claiming  a  superiority,  not  probably  in  actual 
knowledge  of  all  that  has  been  done  before  him,  but  in  perception  of 
mechanism,  since  the  world  began. 

The  manufacturer  is  more  willing  to  deny  the  ideal  or  inventive- 
property,  and  is  often  dubious  whether  his  industry,  capital,  or  good- 
will, either  earned  by  perhaps  a  lifetime  of  work  and  care,  or  in- 
herited from  previous  earnings,  ought  of  moral  right  to  be  supplantedi 
or  destroyed  by  the  changes  of  some  small,  but  essential  detail  of  his* 
processes  of  work ;  still,  with  restrictions  as  to  duration,  he  may,  on^ 
general  grounds  of  development  and  growth,  assent  to  patent  rightsy 
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tnisting  that  he  may  secure  to  himself  the  advantages  of  the  re- 
sulting monopoly,  or  at  the  worst  show  such  fight  as  will  eventuate  in 
a  share  of  the  spoils. 

The  community  as  represented  by  the  government  of  the  land  (for 
the  press  representation  is  subsidized  by  advertisements  completely 
to  the  patent  interest),  has  not  very  fully  weighed  the  two  sides  of 
the  question,  but  has  decided  for  the  present  that  if  any  need  of  art 
or  industry  occurs,  the  first  claimant  shall  have  an  exclusive  right 
against  all  others,  for  the  magical  number  of  seventeen  years,  regard- 
less alike  of  the  obvious  nature  of  the  claim,  and  of  any  eflFort  to  in- 
troduce or  develop  a  result.  And  having  thus  established  a  legal 
patent  right,  on  the  same  grounds  that  public  defense  may  require 
the  use  of  articles  or  processes  covered  by  patents,  the  public  welfare 
does  (or  may  be  assumed  to)  demand,  or  at  least  make  it  desirable  to 
require,  that  private  citizens  shall  in  some  cases  use  things  patented. 

One  of  the  primary  duties  imposed  upon  Congress  by  the  constitu- 
tion, is  the  regulation  of  commerce,  not  that  the  duty  of  a  supreme 
government  is  derived  from  the  constitutional  stipulation  or  covenant, 
but  that  by  this  delegation  of  authority.  Congress  is  elevated  to  a  su- 
premacy of  government.  The  performance  of  this  duty,  the  pro- 
tection of  persons  and  of  property,  the  collection  of  revenues,  and 
the  expenditure  of  the  same,  calls  for  enactments,  general  and  special, 
to  satisfy  all  and  each  undertaking,  or  direliction  which  may  be  inci- 
dent to  the  traffic  of  the  nation.  If  Congress  finds  in  the  course  of 
legislation,  there  is  known  to  exist  any  one  article  or  process  calcu- 
lated to  facilitate  commerce,  or  protect  the  traveler  or  property  in 
transit,  to  secure  returns  to  the  treasury,  or  in  otherwise  be  exigent 
to  the  country,  then  the  right  to  require  the  use  of  such  article  or 
process,  patented  or  otherwise,  is  a  foregone  conclusion. 

Whether  the  patentee,  either  by  absolute  refusal,  or  by  establish- 
ment of  excessive  or  any  values,  possesses  a  right  to  prevent  the  ful- 
filment of  the  law,  would  seem  a  question  equally  easy  to  decide,  and 
it  becomes  eminently  proper  to  consider  in  what  way  an  enforcement 
of  legal  requirement  can  be  made  without  hardship  to  the  patentees, 
or  burden  to  the  user. 

There  are  two  points  of  view  from  which  to  look  at  these  questions. 
The  first  one  is  founded  on  the  absolute  rights  of  the  community  in 
contradistinction  to  grants  to  patentees.  A  man  cannot  lose  that 
which  he  never  had.     If  it  be  enacted,  that  in  all  future  grants  of 
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patents,  the  public  right  of  usage,  manufacture  and  sale,  for  any 
specified  purpose  of  governmental  requirement,  by  law,  shall  be  re- 
served as  free  and  common  to  all  citizens,  the  question  is  decided 
for  all  time  hereafter.     This  simple,  radical  and  effectual  remedy  is 
not  offered  here  as  the  advisable,  or  perhaps  the  entirely  equitable 
course  to  be  pursued,  but  it  can  be  afiSrmed  to  be  more  fair  and  liberal 
to  the  patentee  than  has  been  or  is  his  course  to  the  government  or  com- 
munity on  the  opposite  side  of  the  transaction.     The  nation  can  afford 
to  be  generous  and  liberal  in  its  dealings  with  inventors,  and  even  if 
the  course  of  law  should  be  modified  as  above,  the  claim  of  real  merit 
is  certain  to  be  heard.     A  public  benefactor,  who  has  earned  a  public 
reward,  is  sure  to  receive  it. 

This  course,  however,  may  be  somewhat  at  variance  with  the  adopted 
policy  of  the  nation,  and  the  second  aspect  of  the  case  maybe  more 
favorably  regarded.  The  necessity  of  laws  enforcing  the  use  of  patented 
articles  or  processes  by  private  individuals,  having  been  admitted,  the 
public  right  to  require  a  surrender,  in  some  senses,  of  the  patent  grant, 
is  consequent,  and  in  continuation  of  the  argument,  it  would  seem  that 
public  expenditure  ought  to  commute  the  damages  to  the  patentee.  In 
other  words,  if  it  be  required  by  law  to  use  or  provide  anything,  the  man- 
ufacture, sale  or  usage  of  such  thing  shall  be  free  and  unrestricted  for 
the  required  purpose  ;  and  if  the  requirement  involves  the  deprivation 
of  any  private  rights,  they  (the  rights)  shall  be  satisfied  by  public 
compensation  ;  or,  on  the  other  hand,  if  the  requirement  involves  the 
resumption  or  restriction  of  any  grant,  wholly  or  in  part,  the  right  of 
resumption  or  restriction  for  these  purposes  shall  be  one  of  the  un- 
derstood conditions  of  the  original  grant,  and  the  equitable  value  of 
that  portion  of  the  grant  resumed  or  restricted,  shall  become  a  claim 
against  the  United  States,  to  be  settled  by  action  in  the  Court  of 
Claims,  in  the  usual  course  of  procedure  in  that  court. 

This  final  proposition,  that  government  should  restrict  its  original 
grant,  and  assume  full  ultimate  consequences  of  any  loss  in  its  pecu- 
niary aspect,  may  be  novel,  but  it  is  thought  that  a  consideration  of 
its  effect  upon  the  three  parties  interested,  will  exhibit  advantages  to 
each,  and  demonstrate  itself  to  be  a  more  equitable  solution  of  the 
problem  than  has  been  before  offered.  Let  it  be  a  condition  (in  emen- 
dation of  the  patent  laws),  precedent  to  all  future  grants  of  pat- 
ents ;  of  the  retention  of  the  right  of  government  for  its  own  pur- 
poses, or  for  lawful  requirement  of  use,  to  free  the  manufacture,  sale 
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or  use  of  the  thing  wanted  or  required ;  and  although  it  may  be  in- 
ferred from  what  has  before  been  said  in  this  paper,  that  gOTernment 
already  possesses  the  right  to  limit  or  restrict  a  patent  now  in  exis- 
tence, when  it  is  deemed  sufBcientlj  necessary  to  the  public  welfare 
or  service  to  require  its  public  use,  it  will  be  better  possibly,  to  pro- 
vide on  articles  now  patented,  that  such  public  use  shall  not  be  enforced 
until  the  patentee  relinquishes  his  claims  of  monopoly. 

With  these  principles  of  law  firmly  established  as  a  ground  of 
action,  a  committee  of  Congress  can  enter  upon  a  comparatively  un- 
biased consideration  of  the  mechanical  means  available  for  the  pro- 
tection of  life,  of  property,  or  the  attainment  of  any  of  the  ends  of 
commercial  or  national  legislation.  The  proposition  or  the  coansel 
of  the  engineer  or  scientific  man  will  once  more  have  weight  in 
determining  the  laws.  It  will  cease  to  be  for  the  interest  of  mere 
speculators,  to  fasten  (like  leeches)  on  commercial  transactions  which 
Congress  may  be  called  upon  to  regulate  or  control.  And  although 
a  perfect  system  of  laws  may  not  immediately  result,  at  least  one 
cause  of  very  bad  laws  will  be  removed. 

The  effect  on  purchasers  and  users  will  be  singularly  grateful. 
That  the  burden  and  cost  of  public  requirement  for  the  public  good 
will  have  been  removed  from  the  shoulders  of  the  few,  will  be  fully 
appreciated.  But  even  this  burden  has  not  been  the  most  onerous  or 
annoying.  What  has  been  specially  vexatious,  has  been  the  foolish, 
unnecessary  requirements  foisted  upon  some  of  our  greatest  commer- 
cial interests,  under  pretext  and  color  of  promotion  of  the  public 
welfare.  Take,  for  instance,  the  steamer  laws;  it  may  be  safely 
affirmed,  that  to  this  present  time,  the  patent  system  has  not  pro- 
duced any  invention  reducing  materially  the  insecurity  of  the  boiler, 
and  from  all  the  attachments  demanded  by  law,  which  may  have 
been  attached,  there  has  only  resulted  a  reduction  of  the  responsibili- 
ties of  the  firemen,  engineers,  or  orvnerg.  The  Tice  Meter  is  a  case  in 
point,  keenly  appreciated  by  the  distillers.  The  hardship  of  having  an 
arbitrary,  fictitious  value  set  upon  an  article  of  necessity,  is  one  of  the 
least  of  tolerable  ones ;  and  patent  owners  have  not  been  reluctant  to 
take  advantage  of  their  right. 

In  this  matter  of  protection  of  commerce,  the  interest  of  the  com- 
mon carrier  is  identical  with  that  of  the  public.  Competition  for 
price  might  occasion  some  disregard  of  safety,  but  a  universal  re- 
quirement puts  all  competitors  on  the  same  level  of  expenses^  and 
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tkie  belief  that  enactments  are  for  public  good,  and  not  for  private 
advantage,  will  associate  on  a  mercantile  basis,  as  well  as  upon  the 
sentiment  of  justice ;  those  who  are  to  be  governed  by  the  law,  with 
those  who  make  the  law,  in  one  quest  of  the  best,  most  lasting,  most 
suitable  for  the  intended  purposes. 

In  the  bidding  for  government  contracts  for  the  supply  of  patented 
machines  or  apparatus,  a  competition  under  the  system  proposed  will 
become  a  reality,  and  an  advertisement  for  proposals  something 
more  than  a  farce.  Whatever  mistake  or  absurdity  may  attach  to  all 
government  proposals,  from  indiscriminate  bidders,  there  are  none  so 
great  or  ridiculous  as  those  for  what  only  one  person  can  supply;  and 
generally  it  may  be  said  he  never  takes  the  trouble  to  respond.  Cer- 
tain  of  his  sale,  and  of  the  government  purchase,  the  patentee  allows 
others  to  bid  at  any  rate  they  may  get,  and  sells  to  the  fortunate  com- 
petitor at  his  fixed  price,  avoiding  the  odium  attached  to  a  contractor ; 
and  superior  in  his  honesty,  when  that  contractor  has  been  found  out 
in  obtaining  a  merchant's  profit. 

But  to  the  patentee  the  new  plan  ofiers  a  positive  reward.  Very 
little  of  the  proceeds  of  any  sales  made  in  accordance  with  the  law 
has  ever  reached  him.  It  is  the  rarest  case  where  the  patentee  is 
the  manufacturer  or  even  the  licenser  in  receipt  of  a  fair  royalty.  In 
the  incipiency  of  the  proposed  law,  he  will,  he  must  have  parted  with 
most,  if  not  all,  his  interest  for  lobby  and  generally  fraudulent  demands. 
Speculators  will  have  preyed  upon  him  at  every  point.  An  advertising 
notoriety  must  have  been  attained  at  great  cost — testimonials  have  been 
manufactured — scientific  evidence  pre/^ar^d — rival  claims  settled,  these 
latter  being  more  formidable  in  proportion  as  his  own  invention  was  more 
meritorious  ;  and,  finally,  after  the  traveling  expenses,  cost  of  dinners 
and  suppers  to  worthless  men  in  Washington,  etc.,  etc.,  have  been 
defrayed ;  the  inventor's  share,  the  reward  of  Gbntus,  will  have 
dwindled  away,  almost  to  the  status  of  his  claim  for  novelty.  Under 
the  new  plan,  on  the  other  hand,  if  it  shall  be  evident  that  an  inven- 
tion will  so  fill  a  public  requirement  as  to  justify  adoption  and  compuUa- 
tory  use,  the  claim  of  the  inventor  will  follow  the  course  of  all  just  un- 
settled claims  against  the  United  States.  With  suitable  and  special 
provision  he,  and  he  alone,  can  obtain  payment;  the  amount  of  which  will 
be  fixed  and  established  by  judicial  evidence  before  a  competent  tri- 
bunal; and  the  final  reference  to  Congress,  iu  appropriation^  will  com- 
plete the  protection  of  the  treasury,  to  the  satisfaction  of  the  most 
economical  reformer. 
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The  Water  Commission. — In  accordance  with  a  request,  Ae 
following  recommendations  of  the  Commission  of  Engineers  on  the 
water  supply  of  Philadelphia  is  here  published  in  full  for  the  benefit 
of  the  readers  of  the  Journal. 

Recommendations. 

These  may  be  considered  in  two  parts ;  those  relating  to  the  more 
immediate  requirements  of  the  city,  and  those  which  belong  mainlj 
to  the  future.     Among  the  former  are : 

1.  The  completion  of  the  Ea&t  Park  Reservoir,  and  connecting  it 
by  48-inch  pumping  mains  with  the  works  at  Spring  Garden  and  Fair- 
mount,  and  by  distributing  mains  of  the  same  size  with  the  Spring 
Garden,  Corinthian,  and  Delaware  Reservoirs. 

2.  The  improvement  of  the  machinery  at  Fairmoont,  and  the 
building  of  two  improved  turbines. 

3.  The  erection  of  a  pumpiutr  engine  of  10  million  gallons  ca- 
pacity at  the  Spring  Garden  Works. 

4.  Re-arranging  the  pumping  mains  at  the  Belmont  Works,  and 
putting  in  a  proper  distributing  main  from  Belmont  Reservoir  to 
supply  the  east  side  of  the  river. 

5.  The  building  of  an  intercepting  sewer  on  the  east  side  of  Fair- 
mount  Pool,  or  of  a  conduit  for  purer  water  from  Flat  Rock  Dam  txi 
the  pumping  works  at  Belmont,  Spring  Garden,  and  Fairmount. 

6.  The  extension  of  the  inlet  pipe  at  the  Kensington  Works  into 
deeper  water. 

7.  The  raising  of  the  Delaware  Reservoir  six  feet. 

8.  The  establishment  of  a  new  pumping  station  at  Lardner'a 
Point,  with  a  reservoir  at  or  near  Wentz  Farm,  with  proper  mains 
connecting  the  pumping  works  with  the  Delaware  Reservoir,  and  with 
the  new  reservoir  supplying  Frank  ford,  etc. 

9.  The  consideration  of  the  purchase  and  use  of  water-power  at 
Manayunk,  and  the  construction  of  the  proposed  new  works  depend- 
ent thereon. 

It  is  not  expected  that  all  of  these  will  be  finished  in  1876 ;  bat 
enough  may  be  accomplished  to  improve  the  quality  and  add  to  the 
quantity  of  the  water  supply  during  the  Centennial  year. 

The  completion  of  them  all  would  both  increase  the  quantity  and 
improve  the  quality  of  the  water  supply  of  the  city>  to  a  very  great 
extent. 

Provision  for  Centennial  Year. 

To  provide  for  the  Centennial  year  we  recommend  the  immediate 
completion  of  the  alterations  and  improvements  of  the  present  wheels 
at  Fairmount ;  the  erection  of  a  ten  million  engine  at  the  Spring  Gar- 


Digitized  by  VjOOQ  IC 


Science  and  Art  at  the  South  Kermngtan  Museum.  869 

den  Works ;  the  extension  of  the  inlet  pipe  at  the  Kensington  Works  ; 
And  the  completion  of  the  East  Park  Reservoir  and  its  connecting 
stipplj  and  distributing  mains. 

And  in  view  of  the  delay  in  building  an  intercepting  sewer,  the 
discharge  from  the  breweries  and  the  sewage  in  the  vicinity  of  the 
Spring  Garden  Works  should  receive  immediate  attention. 

In  regard  to  the  future,  our  investigations  show  that  there  is  only 
one  of  the  proposed  plans  for  bringing  water  from  a  distance  which 
seems  to  be  reasonably  practicable,  namely,  the  Perkiomen  Reservoir 
and  Conduit  scheme,  as  presented  in  this  report.  The  proper  time 
for  entering  upon  a  work  of  such  magnitude,  requiring  so  large  an 
expenditure  of  money,  will  necessarily  depend  in  some  measure  upon 
the  action  of  Councils  on  the  subject  of  the  works  we  have  recom- 
mended to  their  consideration,  and  also  upon  the  success  which  may 
be  met  with  in  maintaining  a  satisfactory  supply  of  good  water  by 
tbe  means  we  have  indicated. 

Raising  Pairmount  and  Flat  Rock  Dams. 

It  has  been  suggested  by  Mr.  James  F.  Smith,  Chief  Engineer,  in 
his  paper  contained  in  the  appendix,  that  the  dams  at  Fairmount  and 
Flat  Rock  might  be  advantageously  raised,  and  we  commend  this  sub- 
ject to  the  consideration  of  Councils. 


Science  and  Art  at  the  South  Kensington  Museum, 
London. — A  circular  issued  by  a  committee  of  the  most  eminent 
men  in  the  difiFerent  branches  of  science  and  art,  gives  notice  that  a 
Loan  Exhibition  of  Scientific  Apparatus  will  be  opened  at  the  Mu- 
seum on  the  Ist  of  April,  1876,  and  remain  open  until  the  end  of 
September,  after  which  time  the  objects  loaned  will  be  returned  to 
the  owners.  It  ^ill  consist  of  instruments  and  apparatus  employed 
for  research,  teaching,  illustration  of  progress  of  science  or  applica- 
tion to  the  arts,  etc.,  etc.  As  far  as  practicable,  arrangements  will 
be  made  for  explaining  and  illustrating  the  objects  which  may  be 
exhibited,  and  their  purposes.  The  cost  of  carriage  of  all  the  ob- 
jects selected  for  exhibition,  will  be  defrayed  by  the  Science  and  Art 
Department.  The  entire  range  of  mechanical  or  physical  applica- 
tion is  covered  by  the  prospectus  of  the  committee,  which  can  be  seen 
on  the  tables  of  the  Franklin  Institute,  together  with  forms  and 
other  information  for  those  who  desire  to  exhibit. 
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370  Sellers— The  Effect  of  Mectrie  Force. 

THE  EFFECT  OF  ELECTRIC  FORCE  ON  THE  MATERIAL  OF  STEAM  BOILERS. 

Dear  Sib  : — In  the  November  number  of  the  Journal,  which  has 
just  reached  me,  I  have  been   attracted  by  your  note  on  page  345, 
following  Dr.  Oresson's  paper  *'  on  the  effect  of  magnetic  and  galvanic 
forces  upon  the  strength  of,  and  destruction  of  iron  and  steel  strae- 
tures."     The  notion  that  the  destruction  of  iron  boilers  by  corroaion 
when  supplied  with  ordinary  water  is  ascribable  to  galvanic  action, 
has,  in  my  opinion,  very  little   foundation  in  fact.     Some  samples  of 
iron  corrode  more  readily  than  other  samples,  but  they  will  do  so  when 
submitted  to  any  of  the  conditions  favorable  to  such  slow  combustion. 
In  my  experience  as  a  locomotive  engine  builder  and  more  recent  ob- 
servations I  have  never  seen  any  good  reason  to  abandon  the  common 
practice  of  uniting  metals  of  known  different   electro-conditions  in 
one  structure,  and  will  cite  what  you  must  have  overlooked  as  you 
do  not  mention  it  in  your  note,  viz.:  the  use  of  cast  iron  boiler  heads, 
cast  iron  man-hole  rings  in  connection  with  wrought  iron  shells.     Also 
in  locomotive  practice  of  wrought  iron  boilers  with  copper  tubes,  and 
even  copper  fira  boxes.     Some  such  boilers  being  of  undoubted  long 
life.     So  with  many  instances  of  boilers  with  brass  tubes  and  all  the 
fittings  such  as  hand  hole  plugs   are  made  of  brass.     I  imagine  that 
any  of  these  metals  so  placed  in  connection  with  one  another  as  to 
form  a  galvanic  battery  of  usual  construction,  and  then  immersed  in 
a  bath  of  such  water  as  is  usually  used  in  boilers,  that  the  electric  or 
galvanic  currents  obtainable  from  such,  a  construction  would  be  a  very 
feeble  and  that  no  "  strong  galvanic  action  "  would  take  place.     I 
like  to  see  all  theories  substantiated  by  facts,  but  the  facts  should  be 
viewed  equally  not  unequally.    Electricity  is  dragged  in  too  often  to  ac- 
count for  phenomena  that  could  be  explained  in  other  ways.     You  are 
quite  right  in  saying  that  '^it  is  a  serious  mistake  to  admit  as  a  pop- 
ular utterance,  that  we  must  look  to  ^  galvanic  (voltaic  ?)  force '  as  the 
caiLse  of  deteriorations  of  boilers,  or  of  iron  structures  of  any  kind." 
I  do  not  wish  to  say  that  it  has  nothing  to  do  with  it  under  certain 
conditions,  but  that  it   plays  any  such   important  part  as  to  make 
us  avoid  combinations  of  metal  of  great  mechanical  advantage  when 
combined,  for  fear  that  some  grand  galvanic  action  will  destroy  the 
structure  so  built  up,  when  we  all  know  well  enough  that  such  com- 
bination of  dissimilar  metals  have  stood  the  test  of  years,  and  will 
continue  to  be  used  with  safety  in  good  engineering  practice. 

3301  Baring  St.,  Nov.  5,  1875.  Coleman  Skllers. 

Errata. — It  will  be  noticed  that  the  number  of  this  Journal  on 
the  cover  is  600  in  place  of  599,  in  (regular  sequence).  There  was 
an  error  committed  in  August  and  September,  1870,  both  of  which 
were  numbered  536,  and  this  correction  is  now  made  so  that  the  next 
year  shall  commence  properly,  number  601,  there  having  been  600 
numbers  actually  completed  by  this  present  one. 

Correct  page  358,  lines  21  and  22,  for  A, — A, — A,  read  N, — ^N, — K. 
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^franhlin   |(n^fifnt^. 

Hall  of  thb  Institute,  Nov.  17th,  1875. 

The  stated  meeting  of  the  InstitQte  was  called  to  order  at  8  o'clock 
P.  M.,  the  President,  Dr.  R.  E.  Rogers  in  the  chair. 

There  were  present  227  members  and  7  visitors. 

The  minutes  of  the  last  meeting,  held  October  20th,  were  read 
and  approved. 

The  Actuary  presented  the  minutes  of  the  Board  of  Managers, 
and  reported  that  at  their  meeting,  held  on  the  10th  inst.,  the  follow- 
ing donations  were  made  to  the  library : 

Report  on  the  Water  Supply  for  the  City  of  Philadelphia,  made  by 
the  Commission  of  Engineers  appointed  by  the  Mayor,  under  the 
ordinance  of  Councils,  approved  June  5th,    1875.      Philadelphia, 

1875.  From  Solomon  W.  Roberts. 

Laws  governing  the  steamboat  inspection  service.  Revised  stat- 
utes of  the  United  States.     Wabhington,  1875. 

General  rules  and  regulations  prescribed  by  the  Board  of  Super- 
vising Inspectors  of  steam  vessels,  and  approved  by  the  Secretary 
of  the  Treasury.     1875. 

Proceedings  of  the  Twenty- third  Annual  Meeting  of  the  Board  of 
Supervising  Inspectors  of  steam  vessels,  held  at  Washington,  D.  C, 
January,  1875.  Washington,  1875.  From  Messrs.  John  Menshaw 
and  F.  L.  Hand. 

Ingeniors  Foreningens  Forhandlingar.  10  Vols.,  1866-1875. 
From  the  Society,  Stockholm,  Sweden. 

Report  of  the  Director  of  the  New  York  Meteorological  Observa- 
tory in  the  Central  Park,  for  the  year  ending  December  31st,  1873. 
From  the  Director. 

Circular  of  Information  of  the  Bureau  of  Education,  Nos.  3—6. 

1876.  From  the  Bureau  of  E(iucation,  Washington,  D.  C. 
Report  of  the  Committee  appointed  by  the  Board  of  Public  Edu- 
cation to  inquire  into  the  sanitary  condition  of  the  schools  of  the 
First  School  District  of  Pennsylvania.     City  of  Philadelphia,  1875. 
From  Louis  Wagner,  Chairman  of  Committee. 

Proceedings  of  the  Philosophical  Society  of  Glasgow,  1874-5. 
Vol.  IX,  No.  2.     From  the  Society. 

The  Actuary  also  reported  that  in  accordance  with  the  recommen- 
dation of  the  Committee  on  Science  and  the  Arts,  the  Board  of 
Managers  have  awarded  the  Scott  Legacy  Premium  and  Medal  to 
Job  A.  Davis,  for  the  vertical  feed  as  applied  to  the  Davis  sewing 
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machine ;  to  Sholes  k  Gliddens  for  improvements  in  type  writers ; 
and  to  B.  Tatham  and  J.  M.  Brittin  for  their  safety  catch  for  elevators. 
Also  the  following  resolations  adopted  by  the  Board  : 

Besolved,  That  the  Silver  Medal  of  the  Institute  be  awarded  to 
the  American  Meter  Co.,  for  their  Jet  Photometer,  in  accordance  with 
the  conditional  recommendation  of  the  Judges  of  Class  29—15  of 
the  27th  Exhibition. 

Resolved,  That  the  Actuary  report  a  vacancy  in  the  Board  of 
Managers  caused  by  the  resignation  of  Prof.  Geo.  F.  Barker  from 
the  Institute. 

Dr.  W.  G.  A.  Bonwille  read  a  paper  on  the  use  of  ''  air  as  an  an- 
esthetic." 

Some  remarks  on  Dr.  B  )nwille*d  paper  were  made  by  the  Presi- 
dent and  Drs.  Collins  and  Mills. 

The  Secretary  gave  a  description  of  the  alterations  recently  made 
to  the  Connecting-Railway  bridge,  which  was  illustrated  by  a  number 
of  pictures  projected  on  the  screen. 

There  were  also  presented  and  described  Heyl's  wire  book-stitching 
machine  ;  Hubert's  patent  roofing  ;  Spinney's  patent  fuel,  and  J.  C. 
Bryan's  lightning  rods,  weather  vanes,  etc. 

Mr.  Coleman  Sellers  offered  the  following  preambles  and  resolution, 
which  were  unanimously  adopted : 

Whereas,  The  Franklin  Institute  learns  that  a  steam  street  car 
has  been  built  by  the  Baldwin  Locomotive  Works,  and  will,  in  a  few 
days,  be  ready  for  trial,  and  that  the  Baldwin  Locomotive  Works 
has  applied  to  Councils  for  permission  to  try  the  same  on  some  of  the 
street  railways  west  of  the  Schuylkill ;   and. 

Whereas,  In  the  opinion  of  the  Franklin  Institute,  it  is  of  im- 
portance, not  only  to  the  manufacturing  interests  of  Philadelphia, 
but  to  the  community  at  Urge,  that  proper  encouragement  be  ex- 
tended to  an  experiment  looking  to  the  substitution  of  a  more  desir- 
able motor  than  horse  power  for  the  propulsion  of  our  street  cars ; 
therefore 

Mesohedy  That  this  Institute  respectfully  request  Councils  to  grant 
the  permission  applied  for,  under  such  restrictions  as  they  may  deem 
necessary,  and  that  copies  of  these  preambles  and  resolution  be  pre- 
sented to  to  the  Select  and  Common  Councils  of  the  City  of  Phila- 
delphia at  their  meeting  to-morrow  afternoon. 

The  following  preamble  and  resolutions  were  offered  by  Mr.  Hector 
Orr,  and  unanimously  adopted : 

Whereas,  To  the  array  of  our  departed  members  for  this  year, 
we  must  now  add  the  name  of  Horace  Binney,  who  continuously 
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through  three  generations  in  Philadelphia  has  stood  as  oar  foremost 
citizen  for  many  years.     Therefore  be  it 

MeBolvedy  That  we  respectfully  here  express  our  appreciation  of 
his  worth  as  a  citizen  and  legislator,  and  a  hearty,  though  unobtru- 
sive friend  of  the  Franklin  Institute  ;  who  bore  his  high  faculties 
without  pretension  and  never  misapplied  them ;  whose  counsels  are  a 
legacy  more  valuable  than  gold,  and  whose  example  is  better  than 
hoth. 

Resolvedy  That  these  proceedings  be  communicated  to  the  family 
of  Mr.  Binney  and  be  engrossed  in  full  on  our  minutes. 

Mr.  Washington  Jones  called  attention  to  the  notice  of  a  vacancy 
ia  the  Board  of  Managers  and  nominated  Mr.  Chas.  H.  Cramp 
for  the  position. 

On  motion,  the  Institute  went  into  anelection,  and  the  Chair  ap- 
pointed Messrs.  Coleman  Sellers  and  Chas.  S.  Close  tellers. 

The  tellers  reported  more  than  a  quorum  voting  for  Mr.  Cramp, 
and  none  against  him,  whereupon,  Mr.  Chas.  H.  Cramp  was  de- 
clared elected  a  member  of  the  Board  of  Managers,  to  fill  the  unex- 
pired term  of  Prof.  Geo.  F.  Barker. 

Mr.  W.  B.  LeVan  presented  the  following,  which  was  adopted  : 

Resolved^  That  the  Committee  on  Publication  of  the  Journal  op 
THE  Franklin  Institute  be  requested  to  consider  the  propriety  of 
inserting  in  each  number,  on  the  first  page,  the  following  :  Note. — The 
Franklin  Institute  is  not  responsible  as  a  body  for  the  opinions  ad- 
vanced in  its  publications. 

On  motion  the  meeting  adjourned. 

J.  B.  Knight,  Secretary. 


Alterations  to  the  Connecting  Sailway  Bridge  and  its 
Foundations. — At  the  stated  meeting  of  the  Institute  in  November, 
the  secretary  gave  the  following  account  of  these  alterations,  il- 
lustrating them  with  several  views,  projected  on  the  screen. 

This  bridge,  which  spans  the  Schuylkill  river  in  the  city  of  Phila- 
delphia, a  short  distance  above  Girard  Avenue,  was  opened  to  travel 
in  1867.  It  is  of  iron,  of  the  Pratt  truss  system,  originally  266  feet 
in  length,  carrying  the  track  upon  its  upper  chord.  The  approaches 
are  of  masonry,  and  consist  of  a  series  of  semicircular  arches  of  60 
feet  span,  supported  on  piers  of  varying  height,  those  forming  the 
abutments,  and  carrying  the  iron  superstructure,  being  42  feet  high, 
and  reaching  10  feet  below  the  surface  of  the  water,  where  they 
rest  on  foundations  built  of  timber  crib  work,  filled  in  with  broken 
stones  and  cement. 
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Oq  attempting  to  remove  the  centres  on  which  the  arches  were 
constructed,  and  before  the  iron  span  was  pat  in  place,  it  was  found 
that  they  would  not  stay  up,  but  thrust  out  at  the  haunches.  The 
iron  span  was  then  put  in,  with  the  hope  that  its  weight  would  resist 
the  thrust  of  the  arches,  and  which  it  did  do  in  a  measure,  bat  the 
masonry  still  moved,  and  to  such  an  extent  that  it  pressed  against 
the  lower  chord  of  the  bridge,  and  buckled  it  up  in  the  end  panels. 

An  arch  of  cast  iron  was  then  put  in  the  bridge  to  counteract  the 
thrust  from  the  masonry  arches,  and  this  not  proving  sufficient,  a 
second  or  upper  arch  was  puc  in.  These  were  not  attached  to  the 
bridge,  except  to  stiffen  and  keep  them  in  place.  In  this  condition 
it  came  into  the  possession  of  the  Pennsylvania  Railroad  at  the  time 
of  leasing  the  New  Jersey  liailroads. 

In  1872,  Mr.  Joseph  M.  Wilson,  Engineer  of  Bridges  and  Build* 
ings,  Pennsylvania  Railroad,  was  requested  to  make  an  examination  of, 
and  report  on  this  bridge,  which  he  did,  and  afterwards  took  charge 
of  it. 

It  was  found  that  with  the  weight  of  the  iron  span,  and  the  resis- 
tance of  the  iron  arches,  the  masonry  was  theoretically  stable,  yet 
was  slowly  but  surely  disintegrating  under  the  varying  resistance  due 
to  the  expansion  and  contraction  of  the  iron  arches  from  changes  of 
temperature. 

A  variety  of  methods  for  remedying  the  difficulty  suggested  them- 
selves, but  the  only  one  considered  feasible  was  to  go  down  to  the 
bed  rock  of  the  river  in  front  of  the  piers  supporting  the  iron  span, 
and  build  up  additional  masonry,  connecting  it  to  the  old,  and  shorten 
the  superstructure  by  one  panel  ac  each  end,  change  the  end  posts, 
and  remove  the  iron  arches. 

To  do  this,  the  pier  was  surrounded  with  a  IG  sided  coffer  dam,  66 
feet  in  diameter  in  the  clear,  on  top,  built  of  12  inches  square 
timber,  placed  horizontally,  and  h  iving  an  inner  and  an  outer  shell, 
the  space  between  being  6  feet  at  the  top  and  10  feet  at  the  bottom, 
and  which  was  filled  with  loamy  gravel  puddle. 

The  rip  rap  around  the  abutment  piers  in  the  way  of  the  proposed 
dam,  having  been  dredged  our,  and  the  bottom  cleaned  as  well  as 
practicable  by  divers,  the  coffer  dam  was  first  framed  and  put  together 
on  shore,  the  bottom  edge,  cut  to  fit  the  profile  of  the  rock  bed  of 
the  river,  and  then  taken  to  pieces,  and  erected  in  place. 

Short  vertical  pieces  of  plank,  sharpened  wedge-shape  at  their  lower 
ends,  were  then  nailed  to  the  outside  of  each  face  of  the  dam,  being 
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well  driven  down  to  the  rock  to  make  a  tight  fit.  The  spaces  between 
the  rock  and  timber  were  then  calked  with  oakum  bj  divers,  and  filled 
in  between  with  cement,  after  which  the  puddle  was  put  in  place. 

To  remove  the  leakage  of  the  coffer  dam,  pumps  were  provided, 
with  a  capacity  of  4000  gallons  per  minute,  but  only  about  one- 
tenth  of  this  was  required,  as  the  actual  leakage  as  nearly  as 
oould  be  ascertained,  did  not  exceed  400  gallons  per  minute.  The 
remainder  of  the  rip  rap,  in  the  interior  of  the  dam,  was  then  removed, 
and  the  rock  reached  at  a  depth  of  about  32  feet  at  the  east,  and  37 
feet  at  the  west  pier,  at  the  lowest  point. 

The  rock  was  carefully  cleaned  off,  and  the  new  masonry  built  from 
it,  being  about  15  feet  additional ;  the  old  pier  being  12  feet  at  the 
spring  of  the  arch,  15  feet  at  the  base,  and  17  feet  at  top  of  crib 
foundation. 

The  iron  arches  were  then  taken  out,  the  bridge  shortened  about 
13  feet  at  each  end,  the  end  posts  being  moved  in  one  panel,  and  the 
entire  work  is  now  completed,  with  the  exception  of  a  small  portion 
of  the  railing  on  top,  all  having  been  done  without  any  interruption 
to  travel,  and  being  in  every  way  an  entire  success. 

The  work  was  in  charge  of  Mr.  Wilson,  as  stated,  but  was  exe- 
cuted under  the  immediate  superintendence  of  Mr.  Stacy  B.  Opdyke, 
Jr.,  Assistant  Engineer,  Pennsylvania  Railroad. 

The  contractor  for  the  coffer  dams  was  Mr.  Jonathan  Powell ;  for 
the  masonry,  Messrs.  Sinith  &  McGaw ;  and  for  the  changes  in  the 
iron  superstructure,  the  Keystone  Bridge  Company,  by  whom  it  was 
originally  built,  from  designs  by  J.  H.  Linville,  Civil  Engineer; 
but  it  is  proper  to  state,  in  this  connection  that  the  original  errors  in 
the  construction  were  entirely  connected  with  the  masonry,  which  did 
not  come  under  Mr.  Linville's  charge.  K. 


The  Market  Street  Bridge. — The  superstructure  of  the  Mar- 
ket Street  Bridge  over  the  Schuylkill,  was  entirely  destroyed  by  fire 
on  the  afternoon  of  Saturday,  November  20th.  The  bridge  was 
originally  built  in  the  year  1800,  by  a  private  company,  and  replaced 
a  floating  bridge  of  previous  existence.  It  became  the  property  of 
he  city  of  Philadelphia  (prior  to  the  consolidation)  in  the  year  1840; 
and  the  superstructure  was  entirely  reconstructed  in  1850.  The 
abutments  and  piers  are  as  they  were  first  built,  and  are  said  to  have 
had  a  foundation  upon  the  solid  rock;  that  of  the  western  abutment 
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being  41  feet  below  the  level  of  ordinary  high  water  mark.  The 
three  spans  are  150, — 194, — 150  feet,  clear  of  abutments  and  piers. 

The  superstructure  which  has  been  burned,  consisted  of  three  spans 
of  timber  framing,  composed  of  arches,  combined  with  "  Burr  "  truss 
work,  and  was  built  with  every  care  to  make  it  substantial  and  per- 
manent;  and  it  was  subsequently  further  strengthened  by  the  Penn- 
sylvania Railroad  Company,  when  they  acquired  the  privilege  of  using 
the  "  city  track ; "  until  it  was  one  of  the  strongest  bridges  in  the 
country.  The  whole  was  covered  by  a  wooden  roof,  with  tin  outer 
covering,  forming  altogether  an  immense  mass  of  dry  wood  work. 

An  averment  has  been  made  by  a  person  who  purported  to  be  an 
eye  witness,  that  exactly  twenty-seven  minutes  elapsed  after  the 
flame  appeared  (which  was  simultaneous  to  the  discovery  or  alarm) ; 
when  the  first  span  fell,  the  second  followed  instantly,  and  the  third 
at  an  interval  of  four  minutes. 

The  trafiSc  upon  this  bridge  had  quite  surpassed  its  capacity,  and 
the  necessity  of  enlargement  and  reconstruction  had  become  apparent, 
and  the  opportunity  now  given  to  accomplish  this  purpose,  is  in  some 
way  a  ground  of  reconciliation  for  the  loss.  It  is  to  be  hoped  that 
this  opportunity  will  be  suitably  availed  of,  aiid  that  the  new  structure 
will  combine  excellence  with  architectural  effect;  a  combination  not 
completely  attained  in  some  of  the  bridges  over  the  Schuylkill. 


The  New  Method  of  Graphical  Statics,  By  A.  Jay  Du  Boie, 
C.  E.,  Ph.  D.  Reprinted  from  Van  NoatrancTs  Engineering  Maga- 
zine,    New  York,  1875.     D.  Van  Nostrand. 

While  it  is  not  quite  correct  to  call  this  method  a  new  one — the 
students  of  the  Ecole  Poly  technique  of  twenty  years  since  were  made 
conversant  with  most,  if  not  all,  the  applications  set  forth — we  pre- 
sume it  will  prove  really  novel  to  general  students  and  readers  in  ap- 
plied mathematics,  and  especially  to  many  practical  engineers.  Any 
process  which  avoids,  or  eliminates,  or  corrects  errors  of  computation, 
is  of  great  importance ;  and  this  one,  which  accomplishes  all  these  and 
besides  gives  a  general  solution  to  problems,  when  figures  only  offer 
particular  ones ;  should  be  made  familiar  and  ready  of  application. 
The  printing  of  figures  in  the  text,  in  place  of  in  separate  plates, 
would  have  added  much  to  the  convenience  of  those  requiring  the 
book  for  reference,  but  this  deficiency  will  be  overlooked  in  its  use- 
fulness: and  in  its  shape  of  a  separate  treatise,  the  work  should  form 
one  of  the  books  of  an  engineer's  library. 
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^ivil  anti  ^echanical  ||nQine(ring. 

THE  PRODUCTION  OF  TRULY  CYUNDRIC  SURFACES  FOR  CALENDER 
OR  OTHER  ROLLS.* 

All  mechanics  who  have  had  many  years'  experience  in  the  work- 
shop, have  learned  that  the  most  accurate  result  of  turning  fails  to 
give  either  parallelism  or  concentricity  to  a  cylinder.  Only  a  relative 
perfection  of  the  lathe  in  all  its  parts,  an  almost  accidental  homo- 
geneity of  the  material  upon  which  the  turning  is  done,  a  fortunate 
endurance  of  the  tool  used  on  the  work,  and  much  skill  of  the  work- 
man allows  even  an  approximate  cylinder  to  be  made.  The  admitted 
conclusion  of  the  mechanic  is  that  following  the  turning,  and  after 
as  good  work  has  been  done  as  will  proceed  from  average  lathes, 
tools  and  workmen,  the  rolls  must  be  finished  by  a  grinding  pro- 
cess. The  method  of  trueing  the  surface  of  a  cylinder  by  grinding 
wheels  (stone  or  emery)  mounted  on  a  carriage  traveling  on  the  ways 
of  a  lathe,  in  which  lathe  the  roll  is  hung,  either  on  centers  or  on  its 
own  bearings,  is  well  known,  but  this  process  is  so  embarrassed  by 
the  imperfections  of  the  lathe  ways  (either  original  or  in  wear)  by 
the  spring  of  the  roll  away  from  the  grinding  wheel,  and  by  the  ne- 
cessity of  great  accuracy  in  setting  the  roll  parallel  with  the  ways, 
that  the  production  of  a  perfect  roll  becomes  almost  impossible. 
After  attaining  a  degree  of  perfection  in  this  way,  the  workman  has 
found  the  grinding  of  two  rolls  together,  with  a  slight  vibratory  mo- 
tion to  one  of  them,  to  be  the  best  way  to  correct  the  errors  of  di- 
ameter, and  straighten  their  faces.  And  after  all,  much  labor,  skill* 
and  care  has  failed  to  satisfy  the  critical  workman,  and  only  produced' 
calender  rolls  for  paper  machines  that  have  suflSced  for,  rather  than 
answered  the  requirements. 

*  A  preyiouB  description  of  this  method,  with  a  cut  of  the  machine,  will  be  found 
in  Vol.  Ixi  (3d  series),  page  892,  but  as  it  was  not  thought  by  Mr.  Poole  himself  (the 
compiler  of  the  description),  to  be  sufficiently  clear  and  definite,  the  present 
paper  has  been  prepared.  It  is  proper  to  add,  that  the  author  of  the  present  paper 
was  not  aware  of  the  existence  of  the  previous  one  until  after  the  completion  of  his 
article,  ready  for  the  press  ;  but  a  comparison  of  the  two  papers  has  led  him  to  con- 
clude that  the  second  one  may  prove  instructive. 

Vol.  LXX.— Thibd  8kbibb.--No.  6.— Dbcembbb,  1875.  27 
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There  was  shown  at  the  recent  exhibition  of  the  Franklin  Institute, 
by  J.  Morton  Poole  k  Co.,  of  Wilmington,  Delaware,  a  paper  calender, 
having  eleven  rolls.  The  rolls  were  7  feet  in  length,  measured  on  their 
true  faces,  the  top  roll  being  12  inches,  followed  by  eight  rails  of  7 
inches,  one  of  12  inches,  and  a  bottom  roll  of  15  inches  diameter.  These 
rolls  were,  all  of  them,  as  far  as  possible  callipering  and  examination 
would  detect,  perfectly  parallel  and  concentric,  and  would  bear  the 
exacting  test  of  the  perfect  visual  contact  when  interchanged. 

The  machinery  for  production  and  finishing  these  rolls  being  pro- 
tected by  patents  held  by  Mr.  Pv>>le,  he  has  willingly  exhibited  it,  and 
a  brief  description  of  the  principle  involved,  and  special  apparatus 
employed,  will  be  of  undoubted  interest  to  the  readers  of  the  Journal. 

Any  person  wishing  to  find  if  a  shaft  or  roll  is  round  or  is  parallel, 
would  try  it  with  a  pair  of  callipers.  This  is  all  that  Mr.  Poole  has 
done.  Only  that  he  has  mounted  at  each  toe  of  the  eaUipers  an  emery 
(corundum)  wheel,  and  these  wheels  grind  the  spot  they  touch,  to  the 
desired  uniform  calliper.  The  roll  being  mounted  in  a  lathe,  the 
calliper  wheels  (one  on  each  side)  are  passed  down  it  on  the  line  of  the 
centre  (or  very  close  to  this  line)  whilst  it  revolves. 

Any  machinist  will  see  that  if  the  line  of  the  centre  of  the  roll  in 
this  supposed  case  is  exactly  in  the  plane  of  the  path  of  the  axis  of 
the  grinding  wheels,  the  result,  after  all  requisite  grinding  is  done, 
must  be  a  perfectly  callipered  roll  (and  this  is  also  true  if  the  line  of 
the  centre  of  the  roll  is  parallel  to,  above  or  below,  the  plane  of  the  path 
of  the  axes  of  the  grinding  wheels.)  But  then  this  may  not,  there- 
fore, be  a  round  one.  A  cardioid  or  heart  shape  cam,  or  an  eccentric 
will  calliper  perfectly,  and  yet  not  fulfill  the  requirement  of  cylindric 
perfection.  Now,  if  we  consider  the  callipers  to  hang  freely,  it  is 
evident  that  if  they  are  grinding  an  eccentric  or  cardioid  shape, 
they  will  oscillate  to  follow  the  eccentricities.  If,  therefore, 
the  callipers  are  held  from  swinging  by  friction  of  sufficient  amount 
to  make  one  of  the  two  wheels  do  all,  or  most  of  the  work, 
the  high  place  of  the  eccentric  or  heart  will  be  reduced  first  on  otie 
side  and  then  on  the  other,  and  when  a  reduction  is  once  provided 
for,  it  is  only  a  question  of  time  when  the  object  will  hecom^  perfecify 
round. 

The  great  interest  which  attaches  to  Mr.  Poole's  system  of  grind- 
ing is  in  the  close  approximation  to  mathematical  accuracy  resulting 
from  it,  in  the  production  of  original  cylinders,  cylinders  which  in  no 
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respect  follow  or  repeat  inaccuracies  of  their  own,  or  even  of  the  ma- 
chine used  in  finishing  them,  and  so  nearly  fill  the  requirements  of 
exactness  that  eight  or  ten  can  be  selected  from  a  thousand,  and  piled 
into  a  set  ready  for  use.  It  is  not  essential  that  the  finishing  (grind- 
ing) lathe  shall  pretend  to  much  accuracy  in  construction,  for  it  is 
incomplete  unless  the  roll  to  be  ground  is  in  place.  The  roll  itself 
forms  part  of  the  machine,  and  its  axis  of  rotation  is  the  real  guide 
for  the  path  of  the  callipering  grinding  wheels. 

To  make  this  condition  better  understood,  let  it  be  conceived  that 
at  any  place  the  callipering  wheels  are  stopped  from  traversing  along 
the  ways  of  the  lathe  bed,  and  operate  upon  a  portion  of  the  roll  that 
ift  decidedly  eccentric  from  fault  in  turning.  At  this  point  of  the 
roll,  the  grinding  wheels  acting  as  callipers,  will  vibrate  back  and 
forth  (crosswise  to  the  roll),  moved  by  the  eccentricity ;  but  from  the 
resistance  to  this  motion  given  by  clamping  them,  they  will  cut 
hardest  on  the  high  sides,  and  the  force  required  to  vibrate  the 
callipers  will  in  time  wear  down  the  eccentricity,  and  a  true  circle  be 
the  result.  What  has  thus  occurred  at  one  point  on  the  roll  surface, 
will  be  repeated  by  traversing  the  grinding  wheel  for  its  entire  length, 
and  the  finished  roll  becomes  the  mere  extension  of  the  true  circle 
into  a  cylinder.  Thus  the  grinding  lathe  originates  an  absolute 
cylindrical  form  without  the  aid  of  straight-edge  or  guiding  former- 
bar. 

The  condition  of  this  accurate  grinding  was  stated  to  be  the  coin- 
cidence or  parallelism  of  the  axis  of  the  roll  with  the  plane  of  the 
path  of  the  axes  of  the  grinding  wheels.  If  the  roll  is  placed  much 
oat  of  this  plane,  it  will  be  noticed  that  the  callipers  will  only  meas- 
ure the  diameter  at  the  point  where  it  coincides  with  the  plane,  and 
that  anywhere  else  they  measure  above  or  below  the  centre.  If  the 
point  of  coincidence  of  diameter  be  the  middle  of  the  roll,  the  shape 
resulting  is  dice-box  form  (a  hyperboloid  of  revolution)  and  in  fact 
this  very  shape  is  produced  sometimes  intentionally,  as  in  the  case  of 
chilled  rolls  for  sheet  iron,  which  require  to  be  a  little  hollow  in  the 
middle  to  compensate  for  the  greater  expansion  of  that  part  by  the  heat, 
when  rolling  iron.  ^But  if  the  roll  so  nearly  coincides,  that  the  variation 
of  the  line  of  the  axis  of  the  roll  with  the  plane  of  the  path  of  the  axes 
of  the  wheels  (or  a  plane  near  to  it,  but  parallel  with  it),  bears  but  a 
small  proportion  to  the  diameter  of  the  roll,  the  error  in  true  cylin- 
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drical  form  becomes  exceedingly  small.*  If  a  roll  10  inches  in  di- 
ameter is  assumed,  and  if  the  grinding  wheels  be  taken  to  be  8  inches 
in  diameter ;  and  if  the  roll  be  placed  in  the  grinding  machine  1-lOth 
an  inch  out  of  the  proper  position,  (supposing  in  this  case  the  middle 
of  the  length  of  the  roll  to  be  in  the  right  plane  and  the  ends  l-20th 
an  inch  up  and  down)  the  diameter  at  the  end  of  the  roll  will  exceed 
that  of  the  middle  by  l-6480th  of  an  inch. 

Now  it  is  perfectly  feasible  to  set  a  10-inch  roll  within  l-50th  of  an 
inch,  and  the  inequalities  of  the  ways  of  a  bed  arising  from  wear 
ought  to  be  kept  within  this  limit,  and  if  8-inch  grinding  wheels  are 
supposed,  the  practical  accuracy  following  this  setting  would  be  within 
l-162000th  of  an  inch.  The  sag  of  a  roll  (for  they  are  ground  in 
horizontal  position)  from  its  weight  alone  is  an  estimatable  quantity, 
is  so  small  in  rolls  of  ordinary  proportions  that  l-2000000th  of  an 
inch  would  include  the  error  in  parallelism  proceeding  from  depression 
from  proper  plane  in  the  centre,  for  a  roll  8  feet  in  length. 

The  effect  upon  the  trueness  of  the  cylinder  of  setting  the  roll  in 
the  grinding  machine,  out  of  the  line  of  the  ways  or  path  of  the  cal- 
lipering wheels,  but  in  the  proper  plane,  is  nothing  whatever,  within 
large  limits  of  deviation.  After  the  roll  is  rounded  by  grinding,  it 
is  obvious  that  it  makes  no  difference  how  the  callipers  move,  only 
provided  the  points  of  contact  with  the  cylinder  be  on  the  diametri- 
cal lines;  and  even  when  rounding  up  with  the  callipers  held  by  friction 
from  freely  placing  themselves,  the  oscillatory  movement  of  the  calli- 
pers continues  so  long  as  any  eccentricity  exists,  after  which  the  calli- 
per movement  becomes  steady,  and  the  friction  resistance  transfers 
the  grinding  work  mainly  to  one  wheel,  when  the  traverse  is  in  one 
direction  and  to  the  other  on  the  return.  It  is  only  necessary  that 
the  friction  nip  should  not  relieve  one  wheel  entirely,  and  it  is  of 
course  best,  after  the  roll  is  truely  round  (a  condition  easily  detected 
by  the  marks  on  the  face  left  by  the  wheels)  to  complete  the  finish  of 
the  surface  with  free  callipers. 

The  small  errors  indicated  as  possible  to  this  system  of  grinding 

*  The  error  resultiDg  from  want  of  parallelism  of  axis  of  roU  with  the  plane  of  the 
path  of  callipering  wheels  is,  (neglecting  the  square  of  the  error  as  inconsiderable)  at 
any  part  aboYC  or  below  the  normal  plane  = 

-    /  eleyation  or  depression,  multiplied  by  diameter  of  the  roll  > 

Twice  the  square  of  }..,.,  .       ,  *^  *  ^.       *         ,      ^^       a  l    i  t 

\  diTided  by  the  sum  of  diameters  of  roll  and  one  wheel  i 


divided  by  the  diameter  of  the  roll. 
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with  but  a  mihimum  of  care  in  setting  can  be  nearly  eradicated  by  ex- 
cellence in  workmanship,  and  Mr.  Poole  does  actually  work  below  the 
limits  here  stated.*  Admitting  an  error  of  a  50000th  part  of  an 
inch  to  exist,  and  to  be  distributed  (by  a  uniform  deviation  out  of 
plane)  into  the  surface  so  as  to  give  the  hyperboloid  before  spoken 
of ;  admitting  this,  the  contact  of  a  set  of  rolls  would  still  be  per- 
fect, for  the  error  is  far  within  the  elasticity  of  the  material  of  the 
roll,  so  that  a  set  of  nine  rolls  thus  ground,  would  have  line  bearings  on 
each  other  of  apparent  perfection. 

In  fact,  the  lower  roll  of  a  set  in  a  calender  cannot  be  ground  en- 
tirely by  this  system;  for  it  has  to  carry  the  weight  of  the  entire  set, 
and  of  itself,  and  is  depressed  to  a  catenary  form.  The  material  of 
these  rolls  under  their  o^n  weight  can  be  considered  as  perfectly 
elastic  and  the  pressure  will  then  be  that  of  a  fluid  of  uniform  depth 
upon  the  string  support.  It  has,  therefore,  been  found  necessary 
to  produce  a  barrel  shape  roll  for  the  bottom  one.  The  amount 
of  enlargement  in  the  central  diameter  for  a  six  feet  by  fourteen 
inch  roll  is  stated  by  Mr.  Poole  to  be  about  l-150ih  an  inch.  This 
roll,  therefore,  is  first  trued  up  round  and  parallel  by  the  described 
process,  and  then  is  barrel  shaped  by  the  usual  one  of  a  "/orm^- 
iar"  guide  to  oscillate  one  of  the  calliper  legs.  This  former 
is  made  with  perfect  accuracy,  as  compared  to  one  planed  up, 
by  using  a  truely  ground  cylinder  of  proper  length,  which  is 
laid  parallel  to  the  roll  with  the  greatest  care,  and  is  sprunff,  by 
being  held  at  both  ends  and  forced  out  by  a  sheet  of  paper  thick- 
ness, in  the  middle  of  its  length.  The  accurate  setting  of  this 
^'former-bar'*  is  ensured,  if  the  roll  is  first  ground  parallel,  by  the 
length  of  the  cut  of  the  grinding  wheel  at  each  end  of  the  roll :  an 
indication  that  is  measurable,  in  this  case  to  a  millionth  of  an  inch. 
The  curve  derived  from  this  distortion  of  the  former-bar  is  not  ex- 

*  While  it  is  so  easy  for  a  tolerably  skillfiil  workman  to  set  the  axis  of  the  roU  in 
parallelism  with  the  plane  of  grinding  wheels,  it  is  possible  to  arrange  the  machine  so 
that  even  this  care  of  setting  may  not  be  demanded.  If,  in  place  of  hanging  the 
grinding  carriage,  at  both  ends,  from  the  horns  of  the  trayeling  carriage,  it  should  be 
hung  from  one  end  only,  while  the  other  end  depends  from  an  arm  which  runs  or 
passes  over  the  roll,  and  rides  upon  it,  by  a  wheel  (or  slide)  the  grinding  wiU  then  be 
done  altogether  independent  of  the  ways  of  the  lathe.  This  arrangement  will  therefore 
oompensate  of  itself  for  all  errors  of  setting,  or  wear  or  inaccuracy  of  ways.  In 
such  case  the  riding  wheel  (when  one  is  used)  must  necessarily  be  very  true  for  the 
attainment  of  absolute  perfection. 
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actly  that  desired,  but  it  approximates  to  it,  and  by  the  condition  of 
nearly  perfect  elasticity  for  exceedingly  small  movement,  as  has 
been  before  stated,  the  two  curves  coincide  to  all  needful  accaracy. 

The  grinding  machines  to  operate  on  this  principle  present,  as  made 
by  Mr.  Poole,  some  peculiarities  of  construction  worthy  of  note. 
Taking  for  description :  the  finishing  machine  for  grinding  callender 
rolls  of  from  6  inches  to  16  inches  diameter,  and  5  feet  to  8  feet  in 
length  of  face.  Such  a  machine  consists  primarily  of  a  massive  bed 
(and  trough  for  water)  much  like  that  for  a  lathe  of  48''  swing. 
Upon  this  bed  are  mounted — a  driving  head — two  housings  to  take 
the  roll  necks  and  a  carriage  to  travel  between  the  housings  and  carry 
the  grinding  wheels.  The  driving  head  is  of  course  out  of  all  pro- 
portion with  that  needed  for  a  lathe  of  similar  dimension,  and  in  fact 
the  spindle  is  but  3  to  4  inches  diameter,  and  the  power  is  applied  by  a 
large  overhung  pulley  without  gears.  This  pulley  is  some  5  feet  in 
diameter  by  5  inches  face,  and  is  driven  at  about  40  revolutions  per 
minute.  [Belt  power  only  answers  to  give  that  uniformity  of  motion 
to  the  roll  which  will  produce  a  smoothly  marked  surface,  for  the  best 
of  cut  gears  leave  their  impression  on  the  finished  roll.]  Under  the 
spindle  is  placed  a  reversing  screw  gear  for  actuating  the  carriage. 
The  mechanic  will  need  no  description  of  this  attachment,  only  to  say 
that  the  feed  is  about  3- 16th  an  inch,  and  that  the  screw  is  properly 
shielded  from  drippings.  The  housings  with  their  adjustments  for 
bearings  for  the  necks,  also  do  not  call  for  description  to  be  under- 
stood by  the  practical  man.  The  carriage,  with  what  we  have  catted 
the  callipers  need  a  more  full  explanation.  The  carriage  is  like 
that  upon  any  lathe  bed,  up  to  the  bottom  of  the  tool  post  slides,  but 
it  has  four  posts  or  horns  cast  upon  and  forming  part  of  it  at  the  front 
and  back  corners.  These  posts  arc  perhaps  12  inches  apart,  along 
the  carriages,  and  three  feet  apart  across  it,  they  are  T  shape  with 
the  flat  of  the  T'^  towards  each  other,  and  they  are  not  capped 
but  the  top  ends  are  open.  They  are  about  18  inches  high. 
Fitted  between  the  posts,  a  loose  sliding  fit,  is  placed  a  substantial 
double  ended  cross  slide  rest,  which  hangs,  by  links  or  knife  edges* 
from  the  upper  end  of  the  posts  or  horns,  and  is  free  to  swing  from  side 
to  side  across  the  lathe.  Upon  this  cross  sli<le  rest  at  either  end  is 
mounted  like  tool  posts,  two  boxes  which  contain  the  grinding  wheels. 
Everything  about  this  part  is  solid  and  substantial,  and  this  arrange- 
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ment  forms  the  ealliper  we  have  so  often  referred  to.  The  calliper 
will  thus  be  seen  to  be  applied  from  below  upwards — the  friction 
which  prevents  oscillation  is  obtained  by  a  set  screw  in  one  horn  which 
bears  on  a  spring  washer  and  thus  effects  the  nip. 

The  grinding  wheels  used  are  a  special  make,  none  having  been 
found  on  sale  that  would  fill  the  demand  of  durability  so  as  not  to 
wear  appreciably  in  one  travel  of  the  carriage,  and  also  of  capability 
to  be  run  with  water.  It  being,  as  is  well  known  to  all  grinders,  im- 
possible to  get  true  work  from  a  stone  unless  water  is  used  freely  to 
preserve  the  temperature.  Corundum  has  proved  most  suitable,  and 
the  wheel-making  part  of  Mr.  Poole's  establishment  is  by  no  means 
the  least  important,  either  in  expenditure  or  appliances.  The  wheels 
are,  when  new,  about  9  inches  in  diameter  by  1^  inches  thick ;  they 
are  mounted  on  heavy  spindles  with  conical  bearings  and  have  pulleys 
to  drive  them,  on  both  sides  of  the  wheels,  about  4  inches  diameter 
by  2  inches  wide.  Great  care  is  taken  to  balance  each  part  of  the 
body  in  rotation,  separately  and  together,  so  as  to  get  out  the  least 
jump  of  the  grinding  wheel. 

The  grinding  wheels  run  with  about  the  circumferential  speed  of  a 
mile  per  minute.  The  actual  reduction  of  a  cylinder  due  to  one  pass 
or  traverse  of  a  pair  of  grinding  wheels,  as  determined  by  many 
experiments,  does  not  vary  much  from  l-20000th  of  an  inch  (= 
l-40000th  at  each  side).  They  are  driven  by  two  overhead  drums, 
one  below  the  other,  the  upper  one  18  inches  diameter,  and  the 
lower  one  15  inches  in  diameter.  These  drums  are  8  or  9  feet  in 
length  so  that  the  belts  can  traverse  up  and  down  with  the  carriage. 
They  are  made  from  sheet  tin,  like  some  of  the  cylinders  of  a  paper 
machine,  and  are  carefully  balanced  at  every  point  of  their  length  so 
as  to  be  in  equilibrium  of  rotation.  The  disposition  of  each  belt  is 
as  follows :  the  slack  side  of  the  belt  passes  down  from  the  top 
drum,  under  the  spindle  pulley  of  wheel  on  front  of  machine,  then 
being  drawn  up  over  the  lower  drum,  it  is  passed  down  from  the  lower 
drum  under  the  spindle  pulley  of  wheel  at  back  of  machine,  and 
finally  it  is  a  second  time  drawn  up  over  the  top  drum  to  the  place  of 
beginning.  The  tension  of  a  vertical  belt  depends  upon  the  elastic- 
ity either  of  the  belt  (or  of  the  shafting)  and  it  is  found  necessary  to 
drive  the  two  drums  in  such  way,  that  the  surface  speed  of  the  top 
drum  shall  be  just  enough  less  than  that  of  lower  drum,  as  will  corn- 
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pensate  for  the  stretch  of  the  belt  and  avoid  throwing  all  i\ieslaehne» 
into  the  down  side  of  the  belt  from  the  top  drum,  in  order  to  ensure 
proper  adhesion  to  the  pulley  of  the  first  spindle.  By  this  double 
loop  arrangement  of  belts,  the  work  is  accomplished  by  two  belts  in 
place  of  four,  and  the  contact  of  the  belt  with  the  spindle  pulley  is 
made  180°  without  using  a  cross  belt.  A  cross  belt  is  undesira- 
ble for  a  traveling  one. 

It  will  be  noticed,  that  the  tension  of  the  belts  tend  to  lift  the  car- 
riage off  its  links  and  knife  edges,  but  the  weight  of  the  carriage, 
with  the  wheels,  spindles,  etc.,  is  so  large  as  to  resist  this  strain,  and 
also  to  avoid  any  unsteadiness  therefrom. 

The  arrangement  of  counter-shafting  for  driving  the  machine  and 
the  drums  does  not  call  for  description.  A  copious  supply  of  water 
is  fed  upon  the  roll  while  the  grinding  proceeds;  this  water  is 
pumped  up  to  a  tank  by  a  pump  attached  to  the  machine,  and  as  the 
same  water  is  used  over  and  over,  the  fine  corundum  in  suspension 
adds  materially  to  the  cutting  effect  of  the  wheels. 

Calender  rolls  of  greatest  excellence  are  an  American  product, 
and  depend  upon  our  grade  of  gun  iron  produced  from  charcoal  pig 
of  Connecticut  origin  for  the  best,  but  it  is  probable  that  the  product 
of  a  Siemens-Martien  furnace,  or  possibly  Bessemer  material  will 
eventually  allow  other  iron  to  be  used.  They  (the  calender  rolls)  are 
now  produced  chilled  to  moderate  hardness  (the  superlatively  hard 
chill  is  blowy)  with  ahsolute  perfection,  without  a  pin-hole  or  blemish 
on  an  entire  roll  surface. 

In  turning  of  these  rolls,  exceedingly  strong  lathes  of  ordinary 
form  are  used  to  cut  off  the  rising  head,  and  true  up  the  necks,  and 
they  are  faced  up  in  the  roll  lathe  (of  the  rolling  mill),  which  differs 
materially  from  the  machinist's  slide  rest  lathe.  Both  the  necking 
and  roll  lathes  of  Mr.  Poole  present  many  features  of  specific  excel- 
lence and  novelty,  but  the  length  of  this  paper  will  not  permit  more 
than  this  allusion  to  them,  except  that  it  is  proper  to  mention  that 
the  tool  used  in  the  roll  lathe  in  cutting  chilled  iron  is  a  flat  bar  of 
planed  steel  about  3^  inches  wide  by  1^  inches  thick,  and  in  lengths 
of  from  four  to  ten  inches.  The  cutting  edge  is  formed  on 
four  corners  of  two  sides  in  this  way :  a  groove  a  half-inch  in  width 
by  one-eighth  of  an  inch  deep,  is  planed  along  the  side  in  the  middle 
of  the  thickness,  and  the  edge  (thus  relieved  in  the  centre),  is  ground 
in  an  ordinary  parallel  grinding  lathe  by  a  six-inch  wheel,  to  the 
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shape  or  concavity  of  the  grinding  wheel.  This  procedure  gives  a 
cutting  edge  of  78°,  and  has  been  found  by  Mr.  Poole  to  answer  per- 
fectly, when  used  in  the  roll  lathe  method  of  crowding  up  to  the  cut. 
It  is  however  admitted  that  no  steel  is  good  enough,  or  can  be  made 
hard  enough,  to  be  so  perfectly  satisfactory  that  nothing  better  could 
be  wished. 

Before  commencing  to  grind  the  surface  of  a  roll,  it  is  indispensi- 
ble  that  the  necks  shall  be  true  and  round.  Exact  parallelism  is  not 
requisite,  but  the  first  step  in  roll  grinding  is  to  grind  the  necks  on 
dead  centres,  to  positive  roundness.  Except  this  is  done,  the  calliper 
grinding  of  the  bodies  only  reproduces  all  the  eccentricities  in  the 
necks.  When  this  precaution  is  neglected,  the  rolls  will  fail  to  drive 
each  other  without  being  geared  together.  The  test  of  accuracy,  or 
rather  of  freedom  from  eccentricity,  is  the  absence  from  tremor  when 
the  "  stack  "  of  rolls  is  running.  When  perfect,  not  the  slightest 
vibration  can  be  felt. 

It  has  been  stated,  that  the  action  of  the  grinding  wheels  was  de- 
termined to  be  l-20000th  of  an  inch  for  both  wheels  (l-40000th  each). 
With  this  rate  of  grinding,  a  chilled  roll  of  American  hardness,  12 
inches  in  diameter  and  72  inches  face,  turned  in  Mr.  Poole's  roll 
lathes,  with  the  bearings  ground  beforehand  on  centres,  can  be  finished 
in  seven  and  a  half  hours.  To  efiect  this,  the  turning  must  have 
been  exceedingly  accurate,  and  no  error  of  callipering  in  the  lathe, 
or  of  eccentricity  proceeding  from  inequality  of  hardness  of  chilled 
surface,  (or  more  generally  from  spring  of  the  roll  in  cooling,  which 
may  demand  a  strong  cut  on  one  side,  and  a  very  light  cut  on  the 
other)  greater  than  l-600th  or  l-600th  of  an  inch  must  exist  prior  to 
the  grinding. 

*An  idea  of  the  minuteness  of  the  error  which  will  prevent  contin- 
uous contact  of  any  two  rolls  can  be  entertained  by  referring  again 
to  the  work  of  one  grinding  wheel,  on  one  pass  or  traverse,  equaling 
l-40000th  of  an  inch.  Arrest  one  of  these  wheels  anywhere  in 
the  length  of  a  roll,  and  prevent  it  from  taking  its  40000th  of  an 
inch  from  the  cylinder,  and  the  defect  becomes  manifest  when  two 

*  The  remarks  in  this  paragraph  are  Mr.  Poole' sown  comments,  and  are  the  undoubted 
result  of  practical  test  within  limits  of  observation.  The  most  perfect  of  ground  pol- 
ished or  burnished  iron  surface  fail  to  satisfy  a  microscope  of  quite  low  degree.  The  test 
for  light  was  not  made  in  a  dark  room,  the  reflection  on  the  cylindrical  surfaces 
brought  in  interferences  of  much  complication,  and  the  high  elasticity  of  iron  under 
small  loads  or  in  almost  differential  compression,  would  limit  all  these  tests  to  the  usual 
condition  of  approximate  accuracy. 
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rolls  are  placed  in  contact,  not  by  passages  of  light,  but  by  the  break 
in  the  continuity  of  the  burnished  line  made  by  sliding  one  roll  upon 
the  other.  When  two  cylinders  of  iron  are  placed  together,  it  is  just 
possible  to  detect  by  the  eye  an  opening  of  l-4000th  part  of  an  inch, 
and  this  minute  opening  separates  the  light  into  its  prismatic  colors. 
The  linear  contact  test,  therefore,  becomes  ten  times  as  perfect  as  the 
visual  one. 

As  an  example  of  the  degree  of  accuracy  attained  by  this  new 
method  of  grinding,  the  experience  of  Mr.  Poole's  machine  in 
Wurtemburg  can  be  cited.  The  government  of  Wurtemburg  is  of 
itself  the  proprietor  and  operator  of  the  larger  manufacturing  indus> 
tries  (which  are  generally  carried  on  by  companies  elsewhere),  such 
as  mining,  iron  and  metal  works,  machine  shops,  paper  making,  etc., 
etc.,  and  became  a  purchaser  of  Mr.  Poole's  patents  for  the  King- 
dom. Among  the  stipulations  was  one  founded  on  the  statement  as  to 
time  (7J  hours)  required  to  grind  a  12''  X  72"  roll,  which  was  made 
a  condition  of  performance  obligatory  on  Mr.  Poole,  under  penalty 
of  forfeiture  of  agreement.  This  was  easily  accomplished,  however, 
as  the  Wurtemburg  chilled  roll  for  the  test,  from  the  nature  of  the 
iron,  proved  softer  than  any  American  one,  and  was  turned  to  greater 
accuracy  than  can  be  reached  with  more  intractable  material,  and  but 
3J  hours  were  needed  to  effect  the  desired  grinding. 

But  a  more  satisfactory  exhibition  of  the  excellence  of  the  new 
process  was  afforded  when  a  roll  previously  finished  in  the  same  work- 
shop, was  tested  in  the  new  grinding  machine.  This  roll  had  been  an 
especial  effort,  having  been  finished  for  the  Vienna  Exhibition,  ground 
and  polished  to  the  highest  brilliancy,  and  had  come  bach  from  the 
exhibition  with  an  award.  It  was  found  so  tapering  and  generally 
imperfect,  as  to  require  and  occupy  two  days'  grinding  to  bring  it  to 
cylindrical  form. 

In  1868,  when  this  method  of  grinding  rolls  was  first  introduced, 
there  is  said  to  have  existed  in  all  the  paper  mills  of  the  United 
States  but  two  ^^ stacks**  of  chilled  rolls;  or,  at  least,  Mr.  Poole 
avers  that  he  only  knows  of  that  number.  These  stacks  were  five 
rolls  high,  and  the  rolls  were  short,  48-in.  and  62-in.  faces,  respec- 
tively. Chilled  rolls  were,  however,  commonly  in  use  at  that  time, 
as  super-calenders  in  writing  paper  mills — say  from  24  to  30-in. 
face.  No  maker  of  paper  machinery  had  ventured  to  make  chilled 
rolls,  for  machine  calenders   of  72    to  84-in.  face,  which  has  been 
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demanded  to  meet  the  requirements  of  width,  of  the  common  Fou- 
deinier  machines.  The  stack  shown  at  the  exhibition  of  the  Franklin 
Institute,  was  11  rolls  high,  with  84-in.  face,  and  is  not  an  uncom- 
mon stack  at  this  time.  The  great  superiority  of  calendered  paper,  and 
of  paper  calendered  by  perfect  rolls ;  in  freedom  from  buckles;  mottled, 
dead  and  bright  places ;  and  in  parallelism  of  the  sheet,  has  led  to  a 
rapid  increase  of  calenders,  both  in  this  country  and  abroad.  And 
an  actual  improvement  in  the  manufacture  of  paper  has  been  effected. 
The  several  results  can  be  summed  up.  The  accomplishment  of 
mechanical  accuracy  on  philosophical  and  theoretical  bases ;  the  con- 
struction of  machinery  by  economical  and  thoroughly  practical  pro- 
cess ;  and  the  consequent  advancement  of  one  of  the  greatest  indus- 
tries of  civilization,  the  manufacture  of  Paper.  B. 


AIR  BAGS  FOR  RAISING  VESSELS.* 

Air  being  seven  hundred  times  lighter  than  water,  a  bag  made  of 
a  very  light  water-tight  material,  when  filled  with  air,  affords  easy 
and  powerful  means  wherewith  to  raise  sunken  bodies.  Air  bags  are 
convenient  for  stowage  and  transport,  because  when  not  in  use  they 
occupy  very  little  space,  while  at  the  same  time  when  wanted  they 
can  be  expanded  into  large  dimensions.  The  greater  the  weight  of 
body  to  be  lifted  by  means  of  air  bags,  the  larger,  of  course,  must 
be  their  displacement,  and  as  the  bags  are  generally  manufactured  of 
certain  fixed  dimensions,  the  weight  of  the  submerged  body  must  de« 
termine  the  number  of  air  bags  to  be  applied. 

The  first  to  suggest  the  use  of  air  bags  for  this  purpose  was  Pro- 
fessor St.  Claire,  of  the  University  of  Edinburgh,  who  proposed 
them  in  the  year  1785.  But  as  the  india-rubber  industry  was  then 
but  barely  developed,  air  bags  could  not  then  have  been  manufactured 
of  that  material  so  as  to  be  of  practical  use.  So  recently  as  in  1864, 
air  bags  were  for  the  first  time  practically  applied  by  Bauer  for  rais- 
ing the  steamer  Louis,  which  sank  in  the  Lake  of  Boden.  But  on 
that  occasion,  owing  to  the  bags  being  pear-shaped,  they  could  not 
sustain  the  pressure,  and  gave  way.  The  idea  of  using  the  air  bags 
in  Russia  originated  with  M.  J.  Alexandrovsky,  and  the  system  was 
adopted  in  1865,  at  the  time  when  the  turret  ironclad  Smertch  foun- 

*  From  Enfftneeruifff  Loodon,  October  29t]i,  1876. 
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dered  in  the  Baltic  sea.  Mr.  Alexandrovsky  was  supported  by  Ad- 
miral Popoff,  of  the  Russian  Imperial  Navy,  who  assisted  him  greatly 
in  bringing  his  invention  into  practice,  carrying  out  experiments  so 
as  to  render  the  air  bag  system  what  it  now  is,  namely,  a  very  valu- 
able means  of  raising  ships,  etc.,  and  which  has  already  rendered 
good  service  to  the  government  and  commerce  of  Russia  on  several 
occasions. 

The  air  bags  adopted  in  the  Russian  navy  when  inflated  are  of 
cylindrical  form,  measuring  12  ft  in  diameter,  and  20  ft.  in  length. 
The  useful  part  of  their  displacement  or  their  lifting  power  in  practice 
averages  60  tons.  Air  bags  measuring  15  ft.  in  diameter  and  20  ft. 
long,  will  lift  about  100  tons,  and  cost,  acording  to  the  number  required, 
from  376Z.  to  350Z.  each  in  St.  Petersburg.  The  skin  of  the  bags,  of 
the  sizes  mentioned,  is  composed  of  three  layers  of  the  thickest  can- 
vas, saturated  with  india-rubber.  Between  each  of  the  canvas  layers 
is  a  sheet  of  india-rubber.  The  two  inner  layers  of  canvas  are  made 
up  of  strips  sewn  together  along  their  edges,  and  laid  in  the  direc- 
tion of  the  length  of  the  bag,  whilst  the  third  or  external  layer  is 
made  of  canvas  strips  surrounding  the  bag  circumferentially.  The 
strips  of  this  last  layer  thus  cross  those  of  the  layers  underneath  it. 
This  arrangement  of  the  skin  layers  secures  in  the  bags  the  required 
amount  of  resistance  and  durability.  The  external  surface  of  the 
bag  is  fitted  with  special  straps  through  which  it  is  surrounded  with  a 
close,  strong  rope  net,  which  increases  the  strength  of  the  skin,  and 
a  layer  of  matting  is  interposed  between  the  skin  and  the  rope  net. 

In  order  to  distribute  over  the  whole  surface  of  the  bag,  the  strain 
to  which  it  is  subjected  when  lifting  heavy  bodies,  the  bag  is  envel- 
oped in  a  series  of  longitudinal  and  transverse,  or  circular  hempen 
cables.  To  the  lower  ones  iron  eyes  are  fastened,  which  afford  means 
to  connect  the  chains  securing  the  bag  to  the  object  to  be  raised. 
When  necessary,  an  oak  beam  12  ft.  long  and  14  in.  or  16  in.  square 
is  attached  to  the  cables  which  surround  the  bag  transversely ;  and 
to  this  beam  the  connecting  chains  are  made  fast.  Each  of  the  air 
bags  is  fitted  with  a  valve,  which  is  screwed  in  at  the  top  and  in  the 
centre,  together  with  an  india-rubber  hose,  by  means  or  which  air  is 
forced  into  the  bag.  At  the  ends  of  the  bag,  also  in  its  upper  part, 
are  two  smaller  valves  with  tubes  intended  for  letting  the  air  out,  and 
for  holding  the  pressure  gauge,  which  is  applied  for  the  purpose  of 
ascertaining  the  amount  of  pressure  inside. 
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In  the  interior  of  the  bag,  along  its  bottom,  two  short  lengths  of 
hose  are  sewn  in  so  that  they  cannot  move  laterally.  One  end  of  each  of 
these  pipes  which  is  open,  terminates  close  to  the  end  of  the  bag  and 
in  the  interior  of  it,  whilst  the  other  end  passes  out  at  the  opposite 
end  of  the  bag  at  the  bottom,  and  is  fitted  with  a  safety  valve,  which 
opens  when  the  bag  is  fully  inflated  with  air,  and  the  pressure  begins 
to  exceed  the  suiTounding  water  pressure.  By  means  of  these  two 
safety  pipes  and  valve  the  bag  is  secured  from  bursting,  and  the  pres- 
sure of  the  air  within  it  distributes  itself  evenly  in  both  ends  of  the 
bag.  The  bottom  part  is  fitted  with  a  man-hole  suflSciently  large  to 
admit  the  entrance  of  a  man,  for  inspecting  the  interior  of  the  bag, 
and  for  repairs. 

In  order  to  lift  the  sunken  vessel,  it  is  necessary  first  to  send  down 
divers  to  examine  her  condition,  and  to  find  the  spot  where  it  would 
be  most  convenient  to  pass  chains  or  cables  underneath  her  keel. 
For  this  last  purpose  the  divers  at  first  pass  a  thin  rope  underneath  the 
bottom  of  the  vessel,  which  is  followed  by  a  rope  of  greater  thickness, 
attached  to  the  first,  and  terminating  at  the  other  end  by  a  chain  or 
the  cable.  It  sometimes  happens  that  the  power  of  the  divers  below, 
and  that  of  the  windlasses  above,  though  sufficient  to  draw  a  thin  rope 
under  the  vessel,  are  insufficient  to  haul  a  thick  cable.  In  such  cases 
an  air  bag  is  attached  to  the  end  of  the  thin  rope,  and  this  bag  being 
inflated  acquires  an  ascending  power  sufficient  to  carry  with  it  a  cable 
of  any  required  thickness.  This  method  was  successfully  adopted, 
when  a  vessel  sunk  in  a  depth  of  15  fathoms  was  being  raised,  and 
when  the  power  of  200  men  with  windlasses  proved  to  be  insufficient 
to  draw  the  chain  underneath  the  vessel. 

When  several  chains  have  been  drawn  underneath  the  bottom  of  the 
ship,  the  air  bags  are  attached  to  the  ends  of  each  of  them,  as  near 
to  the  bottom  of  the  ship  as  possible.  The  bags  being  inflated  by 
means  of  air  pumps  cause  the  ship  to  rise.  Before  pumping  air  into 
the  bags,  care  is  taken  to  connect  together  all  the  chains  which  sur- 
round the  hull  of  the  vessel  in  a  transverse  direction,  so  as  to  form  a 
longitudinal  continuous  belt,  which  uniting  all  the  chains  into  one 
system,  prevents  the  end  pairs  of  air  bags  sliding  ofi"  from  beneath  the 
extremities  of  the  vessel.  As  the  ship  rises,  the  surrounding  water 
pressure  decreases,  and  the  excess  of  air  passes  out  from  the  bags 
through  the  safety  valves,  with  which  each  air  bag  is  provided. 


Digitized  by  VjOOQ  IC 


890  Ohil  and  Mechanical  Engineering. 

This  method  of  raising  vessels  and  other  sunken  bodies  by  means  of 
air  bags  is  of  very  great  importance,  especially  when  the  work  has  to 
be  performed  in  the  open  sea,  because,  in  rough  weather  the  bags 
without  any  air  in  them  can  be  left  under  water  with  buoys  to  mark 
their  position,  until  the  weather  becomes  more  favorable  and  the  sea 
calm. 

When  lifting  vessels  from  great  depths,  the  work  must  not  be  ac- 
complished by  one  process ;  that  is,  the  whole  number  of  air  bags 
required  to  complete  the  work  should  not  be  applied  to  the  ship  at 
one  time.  This  precaution  is  necessary,  because,  when  the  vessel, 
tied  up  with  chains,  and  provided  with  the  full  number  of  air  bags, 
ascends  rapidly  from  a  great  depth,  and  gets  to  the  surface  of  the 
water,  it  is  raised,  by  means  of  its  acquired  momentum,  higher  than 
is  consistent  with  equilibrium  at  the  surface.  Eventually,  after  at- 
taining an  unbalanced  position,  the  whole  is  submerged  again.  This 
arises  from  the  circumstance  that  from  the  moment  the  ship  leaves 
the  bottom  of  the  sea,  and  during  her  ascent,  the  surrounding  water 
pressure  is  gradually  decreasing,  and  the  air  from  the  bags  is  passing 
out.  Therefore,  at  the  time  when  the  ship  reached  the  surface  of  the 
water,  the  bags  would  not  possess  the  amount  of  lifting  power  neces- 
sary  to  keep  her  on  the  surface.  Accordingly,  the  ship  would  return 
to  the  bottom.  To  prevent  this,  one,  two,  three,  and  in  some  cases 
four  bags  (according  to  the  size  of  the  vessel),  out  of  the  whole  num- 
ber required  are  fastened  to  the  chains  which  surround  the  vessel,  not 
close  to  her,  but  at  a  depth  of  some  two  or  three  fathoms  below  the 
surface  of  the  water.  By  such  distribution  of  lifting  power,  the  ves- 
sel, having  separated  herself  from  the  bottom  of  the  sea,  would 
ascend  until  the  upper  bags  reached  the  surface  of  the  water.  The 
whole  system  is  then  towed  to  another  place,  where  the  water  is 
shallower  than  where  the  wreck  occurred.  The  air  bags  which 
reached  the  surface  of  the  water  at  the  first  operation,  are  again 
submerged,  and  are  tied  to  the  chains  several  fathoms  lower  down. 
By  repeating  these  operations  several  times,  according  to  circum- 
stances, the  ship  will  be  brought  to  the  surface  gradually,  and  by  easy 
stages  with  the  certainty  of  success. 

These  precautions  are  also  necessary  in  those  cases  when,  as  it 
sometimes  happens,  the  sunken  ship,  after  having  separated  herself 
from  the  bottom  of  the  sea,  would  be  raised  not  borizontally,  bat 
with  one  end  higher  than  the  other.     By  having  several  air  bags,  out 
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of  the  whole  number,  attached  at  a  depth  of  a  few  fathoms  below  the 
surface,  it  insures  that  the  rise  of  the  higher  end  of  the  vessl  will  be 
Kmited  only  to  the  height  equal  to  those  few  fathoms,  and  the  chains 
with  the  air  bags  surrounding  the  ship  cannot  slide  from  underneath 
her.  This  method  of  working  affords  a  sure  means  of  ascertaining 
whether  there  is  any  necessity  to  increase  or  decrease  the  lifting 
power  at  either  extremity  of  the  vessel. 

In  the  year  1869,  a  merchant  schooner  foundered  in  the  Baltic,  and 
in  order  to  save  her  heavy  cargo,  consisting  of  pig  iron,  air  bags  were 
made  use  of.  This  case  proved  how  powerful  the  air  bags  were,  be- 
cause, when  the  upper  part  of  the  vessel  was  surrounded  by  the 
longitudinal  belt  of  chains  with  the  air  bags  attached  to  it,  her  deck, 
with  the  whole  of  the  masts,  spars  and  fittings,  together  with  the 
upper  strakes  of  her  sides,  were  torn  away  by  the  power  exerted  by 
the  bags,  and  were  carried  up  to  the  surface,  the  breakage  occurring 
just  along  the  line  where  the  bags  were  applied.  After  having  thus 
opened  the  hold,  her  cargo,  and  afterwards  the  vessel  herself,  were 
lifted  up  easily  and  successfully.  The  next  useful  work  performed 
with  the  air  bags  was  the  lifting,  in  1870,  of  the  gunboat  Metch 
which  sank  in  the  roads  of  Tranzund,  in  a  depth  of  21  feet. 

Soon  after  this,  in  the  same  year,  the  steamer  Ilmen,  which  had 
foundered  near  Viborg,  was  raised.  The  work  was  completed  in  the 
short  .space  of  ten  days,  thus  proving  the  simplicity  and  ease  with 
which  the  air  bag  system  can  be  applied. 

In  the  same  year  the  ironclad  Sevastopol  was  lifted  for  repairs  by 
means  of  bags,  so  that  access  was  obtained  to  the  wooden  plank- 
ing separating  the  armor  from  the  copper  sheathing.  The  edges 
were  caulked,  and  the  planks  replaced  by  new  ones.  By  these  means, 
in  five  days  only,  and  with  very  little  expense,  the  leakage  from  which 
the  frigate  suffered  in  1869-70,  and  also  the  destruction  of  the  lower 
armor  plates,  due  to  the  action  of  copper  sheathing,  were  success- 
fully stopped.  Had  not  the  bags  been  employed,  it  would  have 
been  necessary  to  place  the  frigate  in  dock,  and  as  the  docks  at 
Kronstadt,  at  that  time,  were  not  so  deep  as  they  [are  now,  this 
work  would  have  necessitated  the  removal  of  her  armor — a  heavy 
andl  very  costly  job — or  the  frigate  could  not  have  been  commis- 
ioned  until  the  new  dock  was  completed.  During  the  same  year, 
also,  air  bags  were  used  for  raising  the  stern  of  the  ironclad  frigate 
Minin.     With  the  help  of  two  barges  and  four  air  bags,  the  frigate 
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was  successfully  conveyed  over  the  Neva  bar  to  Kronstadt.  In  1870, 
the  imperial  yacht  Standart  being  raised  by  means  of  eight  air  bags, 
was  conveyed  in  a  similar  manner  over  the  Neva  bar.  In  this  work, 
also,  the  use  of  air  bags  greatly  reduced  the  expense,  and  saved  much 
time.  In  the  same  year,  the  air  bags  were  utilized  for  lifting  up  the 
stern  of  the  ironclad  Prince  Pojarsky,  when  she  was  brought  through 
the  gate  of  Petrovsky  Kronstadt  Dock,  where  the  ship  had  her  ar- 
mor plates  put  on,  and  whence  she  could  not  be  taken  out  without 
taking  these  plates  off  again. 

In  1872,  in  Biorke-Zund,  a  vessel  sank  in  90  feet  of  water.  It 
was  intended  to  lift  her  by  means  of  barges,  but  this  attempt  failed, 
after  much  time  and  money  had  been  spent.  On  the  attempt  being 
made  with  air  bags,  the  work  was  successfully  accomplished,  notwith- 
standing that  this  vessel,  owing  to  her  cylindrical  form,  her  compara- 
tively small  size,  and  her  very  heavy  weight,  proved  to  be  very  diffi- 
cult to  raise.  The  lifting  of  this  vessel  thus  from  the  bottom  of  the 
sea,  showed  that  the  work  could  only  have  been  successfully  carried 
out  by  means  of  air  bags. 

The  system  afforded  no  less  important  aid  in  1878,  in  the  Black 
Sea,  where  the  necessity  occurred  for  changing  the  pitch  of  the  pro- 
pelling screws  of  the  Popoff ka  Novgorod.  The  form  of  this  ship  did 
not  allow  her  to  be  taken  upon  any  slipways  e^^isting  at  that  time. 
This  work  required  but  three  bags,  and  by  means  of  them  the  ^  stern 
was  lifted  to  a  height  of  5  feet. 

Last  year,  a  merchant  steamer,  the  Dornkat,  which  foundered  in 
11  fathoms  of  water,  near  London  Lights,  in  the  Baltic,  was  lifted  by 
means  of  eight  air  bags.  Notwithstanding  that  at  the  beginning  of 
the  work  the  steamer  was  surrounded  on  all  sides  by  the  ground  at 
the  bottom  of  the  sea,  and  was  buried  in  it,  and  that  the  work  was 
carried  out  in  an  open  sea,  the  steamer  was  successfully  raised. 

In  the  autumn  of  last  year,  by  means  of  the  air  bags,  the  stern  of 
the  Popoff  ka  Novgorod  was  lifted  twice  for  the  purpose  of  lengthening 
the  blades  of  the  propelling  screws,  and  to  change  their  pitch.  This 
year,  air  bags  have  been  usefully  applied  on  several  occasions,  and  at 
present  they  render  great  services  in  the  construction  of  the  new 
bridge  across  the  Neva,  in  St.  Petersburg.  In  this  case,  they  are 
used  to  keep  in  a  vertical  position  the  iron  caissons  during  their  erec- 
tion. It  will  thus  be  seen  that  the  air  bag  system  is  in  every  respect 
one  which  may  be  of  great  value  to  the  royal  and  mercantile  navy. 


Digitized  by  VjOOQ  IC 


Isherwood — Propelling  Efficiency  of  Screws.  898 

EXPERIMENTS  MADE  AT  THE  MARE  ISUND  NAVY-YARD,  CALIFORNIA,  WITH 

DIFFERENT  SCREWS  APPLIED  TO  THE  UNITED  STATES  STEAM 

LAUNCH  NO.  4,  TO  ASCERTAIN  THEIR  RELATIVE 

PROPELLING  EFFICIENCY. 


By  Chief  Engineer  B.  F.  Isbbrwood,  U.  S.  N. 


[ConiiQued  from  Vol.  Ixx,  page  262.] 

With  the  vessel  at  the  speed  of  7  geographical  miles  per  hour,  and 
screw  H  revolving  freely,  the  aggregate  resistance  of  vessel  and  screw 
was  756  poands,  deducting  from  which  the  631  pounds  due  to  the  re- 
sistance of  the  vessel,  there  remain  for  the  resistance  of  the  screw, 
per  w,  125  pounds.     Consequently,  the  screw,  when  revolving  freely, 

increased  the  vessel's  resistance    ( --— — =-- )  19-81  per  centum  ; 

\       621  / 

and  decreased  its  speed  {y  631 :  i/756  ::  7  :  7 -6620  and  7-6620  —  7-=) 
0*6620  geographical   mile  per  hour,  or     [ -^-- =j  8*64  per 

centum. 

From  the  foregoing  it  appears  that  the  resistance  due  to  screw  H 
when  revolving  freely,  is  25*04  per  centum  of  the  resistance  of  the 
vessel,  per  «e,  less  than  when  it  is  held  stationary  with  one  blade 
vertical  below  the  shaft,  immediately  behind  the  vessel's  stern-post ; 
37*40  per  centum  less  than  when  it  is  held  stationary  with  one  blade 
yerticle  above  the  shaft,  immediately  behind  the  stern-post;  and 
32*65  per  centum  less  than  when  it  is  held  stationary  with  one  blade 
horizontal,  square  across  the  vessel,  on  one  side  of  the  stern-post, 
while  the  remaining  two  blades  are  on  the  opposite  side  at  angles  of  80 
degrees  from  the  perpendicular. 

General  conclusiom, — From  the  results  of  the  preceding  experi- 
ments made  to  determine  the  relative  resistances  of  the  screws  of 
steam-launch  No.  4  when  dragged  through  the  water  in  various  pos- 
itions and  under  different  conditions,  the  following  general  conclu- 
sions can  be  drawn : 

First.  All  the  screws  experimented  with  continued  to  revolve  until 
the  vessel's  speed  fell  below  3^  geographical  miles  per  hour. 

Vol.  LXX.~Thibd  Sbribs.— No.  6.— Dbcbmbbb,  1875.  38 
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Second.  That  with  the  exception  of  the  extreme  case  in  which  a 
two-bladed  screw  is  employed,  composed  of  such  small  fraction  of  the 
pitch  that  its  projected  area  on  a  plane  at  right  angles  to  the  axis  is 
covered  or  masked  by  the  stern-post  of  the  vessel,  the  two  bladed 
screws  gave  much  less  resistance  when  revolving  freely  than  when 
held  stationary  with  their  blades  in  the  vertical  position  immediately 
behind  the  stern-post  of  the  vessel. 

Third.  That  even  in  the  extreme  case  above  excepted,  and  which 
never  occurs  in  practice,  the  resistance  of  the  two-bladed  screw  when 
held  stationary  with  its  blades  in  the  vertical  position  immediately 
behind  the  stern-post  of  the  vessel,  was  only  2  per  centum  less  than 
when  revolving  freely.  And  that  this  slightly  less  resistance  was  due 
to  the  fact  that,  because  it  was  masked  by  the  stern-post,  owing  to 
the  extremely  small  fraction  of  the  pitch  of  which  it  was  composed, 
it  made,  when  revolving  freely,  fewer  revolutions  per  minute  than 
it  would  have  made  if  composed  of  a  larger  fraction  of  the  pitch,  and 
consequently  had  to  be  dragged  bodily  through  the  water  at  a  higher 
speed. 

Fourth.  That  the  resistance  of  the  two-bladed  screws  when  their 
blades  were  held  stationary  in  the  vertical  position  immediately 
behind  the  vessel's  stern-post,  was  much  less,  for  all  the  fractions  of 
pitch  employed,  than  when  they  were  held  stationary  in  the  horizon- 
tal position  square  across  the  vessel.  And  that  this  difference  of  the 
resistance  in  the  two  positions  became  less  and  less  as  the  screira 
were  composed  of  greater  and  greater  fractions  of  the  pitch,  all  other 
things  being  the  same. 

Fifth.  That  in  the  case  of  screws  otherwise  identical,  except  that 
the  surface  in  the  one  was  divided  into  two  blades,  while  in  the  other 
it  was  divided  into  four  blades  equispaced  around  the  axis,  the  two- 
bladed  screw  when  held  stationary  with  its  blades  in  the  vertical  pos- 
ition immediately  behind  the  vessel's  stern-post,  gave  a  much  less  re- 
sistance at  equal  speed  of  vessel  than  the  four-bladed  screw  when  held 
stationary  with  two  of  its  blades  in  the  vertical  and  the  other  two  in  the 
horizontal  position. 

Sixth.  The  two-bladed  screw  under  the  conditions  of  fifth,  also 
gave  a  much  less  resistance  than  the  four-bladed  screw  with  its  blades 
equispaced  around  the  axis,  and  held  stationary  at  the  angle  of  4o 
degrees  with  the  perpendicular. 

Seventh.  The  two-bladed  screws,  when  held  stationary  with  their 
blades  in  the  horizontal  position  square  across  the  vessel,  gave  resis- 
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tances,  at  equal  speed  of  veasel,  in  the  direct  ratio  of  the  fraction  of 
pitch  of  which  they  were  composed,  all  other  things  being  the  same. 

Eighth.  The  two-bladed  screws,  when  held  stationary  with  their 
blades  in  the  vertical  position  immediately  behind  the  stern-post  of 
the  vessel,  gave,  at  equal  speed  of  vessel,  resistances  increasing  with 
the  fraction  of  pitch  of  which  they  where  composed,  other  things  being 
the  same.  The  ratio  of  this  increase  in  function  of  fraction  of  pitch, 
the  experiments  were  not  suflSciently  numerous  and  varied  to  deter- 
mine. 

Ninth.  The  two-bladed  screws,  with  the  exception  of  the  extreme 
case  in  which  a  two-bladed  screw  is  employed  composed  of  such  small 
fraction  of  the  pitch  that  its  projected  area  on  a  plane  at  right  angles 
to  the  axis  is  covered  or  masked  by  the  stern-post  of  the  vessel,  gave, 
when  freely  revolving,  resistances  in  the  direct  ratio  of  the  fractions 
of  the  pitch  of  which  they  were  composed,  all  other  things  being  the 
same. 

Tenth.  That  with  the  exception  of  the  extreme  case  above  defined, 
the  two-bladed  screws,  ceteris  paribus,  composed  of  whatever  fraction 
of  the  pitch  they  might  be,  make,  when  revolving  freely,  at  any 
speed  of  the  vessel  greater  than  3|  geographical  miles  per  hour,  the 
same  number  of  revolutions  per  mile.  As  the  product  of  this  num- 
ber of  revolutions'  and  the  pitch  in  feet  is  always  less  by  a  constant 
quantity  than  the  geographical  mile  in  feet,  the  two-bladed  screws, 
composed  of  whatever  fraction  of  the  pitch  they  might  be,  are,  for 
equal  speed  of  vessel,  dragged  bodily  at  equal  speed  through  the 
water. 

Eleventh.  That  in  the  extreme  case  above  excepted,  the  two-bladed 
screw  of  such  small  fraction  of  the  pitch  that  its  blades  are  masked 
or  covered  by  the  stern-post  of  the  vessel,  makes,  when  revolving 
freely,  the  same  number  of  revolutions  per  mile  at  all  speeds  of  vessel 
above  3|  geographical  miles  per  hour ;  but  this  number  is  less  than 
when  the  fraction  of  the  pitch  is  greater,  and  this  screw  is  consequently 
dragged  bodily  through  the  water  at  a  greater  speed  than  in  that  case, 
and  has  a  corresponding  greater  resistance  in  proportion  to  its  frac- 
tion of  pitch. 

Twelfth.  The  four-bladed  screw  with  its  blades  equispaced  around 
the  axis  and  held  stationary  at  angles  of  45  degrees  with  the  perpen- 
dicular, gave  8*7  per  centum  more  resistance  than  when  it  was  held 
stationary  with  two  of  its  blades  in  the  vertical  position  and  the  re- 
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maining  two  in  the  horisontal  position.  The  above  proportion,  how. 
ever,  is  only  true  for  the  particular  fraction  of  pitch  of  which  thia 
screw  was  composed.  It  will  become  less  for  greater  fractions  and 
more  for  smaller  ones.  It  nevertheless  shows  that  the  resistance  of 
a  blade,  even  when  at  the  angle  of  45  degrees  with  the  perpendicular 
is  much  less  than  when  in  the  horizontal  position.  Had  the  resistance 
of  the  blades  in  both  these  cases  been  equal,  the  resistance  of  the 
screw,  with  its  blades  at  the  angle  of  45  degrees  with  the  perpendicu- 
lar, would  have  been  440  pounds  when  the  vessel  had  the  speed  of  7 
geographical  miles  per  hour,  whereas  the  experimental  resistance  at 
that  speed  was  only  887  pounds,  or  76-6  per  centum  of  the  former. 
The  difference  strikingly  illustrates  the  effect  exercised  upon  the  re- 
sistance of  the  blade  by  the  proximity  of  the  hull. 

Thirteenth.  The  four-bladed  screw  with  its  blades  equispaced 
around  the  axis,  gave  a  much  less  resistance  when  revolving  freely 
than  when  held  stationary  in  any  position.  And  when  identical 
with  the  two-bladed  screw  in  all  respects  except  the  number  of  blades 
into  which  the  same  surface  was  divided,  it  gave,  when  revolving 
freely  exactly  the  same  resistance  as  the  two-bladed  screw  when  re- 
volving freely  at  the  same  speed  of  vessel. 

Fourteenth.  The  above  four-bladed  screw  makes,  when  revolving 
freely  at  any  speed  of  vessel  greater  than  8^  geographical  miles  per 
hour,  the  same  number  of  revolutions  per  mile;  and  this  number  is 
exactly  the  same  as  that  made  under  the  same  conditions  by  a  two- 
bladed  screw  of  the  same  diameter  and  pitch,  with  a  fraction  of  pitch 
sufficiently  great  not  to  be  masked  by  the  vessel's  stern-post;  As  the 
product  of  this  number  of  revolutions  and  the  pitch  in  feet  is  always 
less  by  a  constant  quantity  than  the  geographical  mile  in  feet,  the 
four-bladed  screw  is  dragged  bodily  through  the  water  at  a  speed 
which  is  always  the  same  per  centum  of  the  vessel's  speed,  let  the 
latter  be  what  it  may. 

Fifteenth.  The  Mangin  screw  composed  of  two  identical  two-bladed 
screws  placed  one  immediately  behind  the  other,  so  that,  when  viewed 
in  projection  on  a  plane  at  right  angles  to  axis,  it  appears  like  a 
single  two-bladed  screw,  gave,  at  equal  speed  of  vessel,  when  of  the 
same  diameter,  pitch,  and  projected  area  on  a  plane  at  right  angles 
to  the  axis  as  the  two-bladed  screw,  exactly  the  same  resistance  as 
the  latter  upder  all  the  conditions  of  being  held  stationary  with  the 
blades  in  the  vertical  position  immediately  behind  the  vessel's  stem- 
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post,  of  being  held  stationary  with  the  blades  in  the  horizontal  posi- 
tion square  across  the  vessel,  and  of  revolving  freely.  But  the  Man- 
gin  screw,  composed  as  above,  has  doable  the  fraction  of  pitch  and 
doable  the  surface  of  the  two-bladed  screw  above  described ;  conse- 
qnently,  while  the  propelling  efficiency  will  be  greater  than  that  of 
the  two-bladed  screw  in  the  ratio  of  the  square  root  of  2  to  the  square 
root  of  1,  its  resistance  at  equal  speed  of  vessel  when  dragging  with 
its  blades  held  stationary  in  any  position,  or  revolving  fneely,  will  be 
only  one-half  of  that  of  the  two-bladed  screw. 

Sixteenth.  In  the  cases  of  a  two-bladed  screw,  afour-bladed  screw, 
and  a  Mangin  screw,  all  three  having  the  same  diameter,  pitch,  and 
fraction  of  pitch,  or,  in  other  words,  being  identical  except  as  to 
number  and  arrangement  of  blades,  their  propelling  efficiencies  in 
smooth  water  are  equal,  but  their  resistances  when  dragging  at 
equal  speeds  of  vessel  are  very  different.  When  these  screws  are  re- 
Tolving  freely  the  resistances  of  the  two-bladed  and  four-bladed  are 
equal,  while  the  resistance  of  the  Mangin  screw  is  only  one-half  of 
that  of  either.  When  these  screws  are  held  stationary  and  dragged 
through  the  water,  the  resistances,  at  equal  speed  of  vessel,  of  the 
two-bladed  screw  and  of  the  Mangin  screw  with  their  blades  in  the 
▼ertical  position  immediately  behind  the  vessel's  stern-post,  and  of 
the  four-bladed  screw  with  two  of  its  blades  in  the  vertical  and  the 
other  two  in  the  horizontal  position,  these  positions  for  the  three 
screws  being  those  in  which  they  have  the  least  resistance  when  held 
stationary,  compare  as  100  for  the  Mangin  screw,  219  for  the  two* 
bladed  screw,  and  344  for  the  four-bladed  screw.  As  regards  to  the 
latter,  however,  this  proportion  is  true  only  for  the  particular  fraction 
of  pitch  (0*3570)  of  which  these  screws  were  composed.  With  larger 
fractions  of  the  pitch  the  resistance  of  the  two-bladed  and  four-bladed 
screws  would  be  relatively  less,  and  with  smaller  fractions  of  the  pitch 
it  would  be  relatively  more,  but  in  a  higher  degree  for  the  four* 
bladed  than  for  the  two-bladed  screw. 

All  these  screws  give  the  same  number  of  revolutions  per  mile 
when  revolving  freely  so  long  as  the  projected  area  of  the  Mangin 
screw  on  a  plane  at  right  angles  to  the  axis  is  sufficiently  large  not 
to  be  covered  or  masked  by  the  vessel's  stern-post,  and  this  number 
is  constant  at  all  speeds  of  vessel  above  three  and  a  half  geographi* 
cal  miles  per  hour,  at  which  revolution  ceased. 

Seventeenth.  The  Oriffith  screw,  though  of  the  same  diameter  as 
the  others,  had  a  pitch  so  different  in  kind  and  dimensions,  and  blades 
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80  different  in  number  and  shape,  that  no  comparison  can  be  made 
with  them.  There  can  onlj  be  drawn  the  general  conclnsion,  that 
screws  with  larger  pitches  when  revolving  freely,  make  fewer  revola- 
tions  per  mile  and  have  the  product  of  that  number  of  revolationB 
and  the  pitch  in  feet  a  greater  proportion  of  the  mile  in  feet  than 
screws  of  smaller  pitches. 

Eighteenth.  The  foregoing  conclusions,  though  qualitatively  exact 
for  the  kind  of  screws  experimented  with,  let  their  absolute  dinaen- 
sions  of  diameter,  pitch,  and  friction  of  pitch,  be  what  they  may,  so 
long  as  these  remain  the  same  for  all,  and  let  them  be  applied  to 
what  form  or  dimensions  of  vessels  they  may,  yet  quantitatively  will 
be  modified  by  all  the  circumstances  just  enumerated,  with  the  excep- 
tion that  whether  the  same  kind  and  quantity  of  surface  to  be  ar- 
ranged in  two  blades,  four  blades  equispaced  around  the  axis,  or  four 
blades  with  two  immediately  behind  the  other  two,  as  in  the  Mangin 
screw,  the  resistance  when  dragging  and  revolving  freely  will  be  as 
stated  in  sixteenth ;  and  that  they  will  all  make  the  same  number  of 
revolutions  per  mile  of  the  vessel's  speed. 

In  the  following  Table  No.  1,  will  be  found  the  dimensions  of  the 
experimental  screws,  which,  though  given  in  the  preceding  report  on 
their  propelling  efficiencies,  are  here  re-inserted  for  conveniences  of 
reference. 

In  the  succeeding  Table  Ho.  2,  will  be  found  collected  under  ap- 
propriate headings,  the  numerical  results  of  the  experiments  made 
with  the  screws  dragging  under  various  conditions. 

Table  No.  1,  containing  the  principal  dimentions  of  the  tcrews  employed  in  the  foregoing 

experimentt. 


Designation  of 
the  screws. 


a 


B 

s 


A '  4-3888 

B 4-8883 

0 4-2 


D... 
E... 
F». 
Hf. 


4-8338 
4-8838 
4-8333 
4-3838 


.0 


5     I    S 
Q      ;     P^ 


0-60      I     6-186 


0-60 
0-60 
0-60 
0-60 
0*60 
1-25 


6-180 
6136 
6'136 
6-136 
6-186 
T-000 


3 


2 
i 


■5  a' 
2? 

'S           1 

CD  ©  O^ 

1*^ 

on  used 
pitch. 

ted  area 
es  on  a 

f:ht  ang 
n  squar 

1? 
If 

Lengt 
Indl 
infe 

racti 

rojec 
blad 
at  r 
axis 

II 

Cm 

P^ 

» 

0-9167 

1 
0-3670 

61950 

e-im 

0-7187 

0-2799 

4-0730 

4-8076 

0-4688 

0-1786 

2-0975 

8-0061 

0-2604 

01014     , 

1-4756 

1-7417 

0-4683 

0-3670     ' 

61960 

o-im 

0-4688 

0-3670     1 

61960 

6-U& 

tO-fll67 

5  0-2084 

2-7495 

4-»88 

*  Mangin  or  duplex  screw. 
X  Maximum. 


t  Qrifflth  sorew,  with  expanding  pitch  from  6^  ft.  to  TH  t. 
f  Calculated  for  the  mean  pitch  of  7  feeU 
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QCC    tdtdW    ►►{>      Designation  of  the  sore W8. 


I  Speed    of   the   vessel,  In  geographical 
I  miles  per  hoar. 

[  Number   of    revolutions   made   by   the 
I  screw  per  geographical  mile. 

I  Speed   of    the   screw.    In   geographical 
miles  per  hour,  calculated  from   the 
I     pitch  and  the  revolutions. 


Difference,  In  per  centum  of  the  speed  of 
the  vessel,  between  the  speed  of  the 
vessel  and  the  speed  of  the  screw. 


SmS  sss  sss 

i-<i>^i->   i-iM>-<   i..>h-t|i^ 


§83  ISi  lis 


Resistance  of  the  vessel  alone— i.e.,  with 
out  any  screw— In  pounds  per  dynamo- 
meter. 

I  Resistance  of  the  screw  alone,  in  pounds 
I  per  dynamometer. 


18    §^8 


s^s^s  s^s:  3s:sa 
s^s   ttt   t^^ 


Aggregate  resistance  of  vessel  and  screw 
in  pounds  per  dynamometer. 


Resistance  of  the  screw,  In  per  centum  of 
the  resistance  of  the  vessel  alone. 


SQoSk        OM&        ^^t90 

Iil3    SSi    SS^ 


speed,  in  geographical  miles  per  hour, 
that  the  vessel  would  have  had  with  the 
screw  removed,  had  the  vessel  been 
towed  by  the  pull  of  the  aggregate  re- 
sistance of  vessel  and  screw  by  dyna- 
mometer. 


In 

••S.O 


§ 


Loss  of  speed  In  geographical  miles  per 
hour,  due  to  the  resistance  of  the  screw. 


IIS    ^S    2SS    3S;S    Sd^    ISSS 


Loss  of  speed  due  to  the  resistance  of  the 
screw.  In  per  centum  of  the  speed  the 
vessel  would  have  had  with  the  screw 
removed,  had  the  vessel  been  towed  by 
the  pull  of  the  aggregate  resistance 
of  vessel  and  screw  by  dynamometer. 


!"8 

1} 


II 


il 

II 
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si 
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5 

II 
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•  %^ 

^« 
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iiaiM  on)  q^iii  pvq  8A«q  pinoA  (onaA 
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aq)  JO  aonv^sfsai  oq)  o)  anp  paade  jo  seo^  i 


$9S 


?     i     9     s    i 

•     s     s     S    I 
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'Oiim  i«aiqd«jSodS  jad  iidjos 
aq^   Xq   aptrm  BaonmoAaj    jo  jaqmnjj 

*jnoq  Jad  M\\m 
jvojqdvjJBoaS   n|    ^lassaA   aq^  jo   paads 
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PNEUMATIC  TELEGRAPHS  FOR  LONG  DISTANCES  * 

Pa|>er  read  at  the  Meeting  of  the  Society  of  Ciyil  Engineers  of  Paris,  on  the  4th  of 

June,  1875. 

By  M.  A.  Crbspin. 

[Continued  from  Vol.  Izz,  page  285.] 

In  the  present  state  of  the  question  it  seems  evident  that,  even 
taking  into  account  a  postal  service  already  well  developed,  the  diame- 
ter of  a  pneumatic  tube  should  never  exceed  one-tenth  of  a  meter ; 
under  these  conditions  the  limit  of  remunerative  cost  has  been  reached, 
beyond  this  limit  the  cost  becomes  greater  than  that  of  a  railway. 
If  such  a  tube  is  worked  by  engines  of  suflScient  power,  it  can  trans- 
mit as  many  as  100  boxes  per  hour,  representing  nearly  100  kilo- 
grams weight  of  messages,  which,  divided  into  letters  of  20  grams 
each,  would  equal  5000  of  such  letters  per  hour. 

It  is  evident  that  a  traffic  of  this  kind  would  be  far  in  excess  of  the 
amount  of  work  possible  at  the  present  time. 

We  have  just  seen  by  what  has  been  previously  stated  on  the  sub* 
jects  of  pressure  and  diameter,  that  these  two  elements  in  the  estab- 
lishment and  working  of  a  pneumatic  tube,  cannot,  practically,  be  ex- 
tended beyond  certain  limits ;  we  now  proceed  to  examine  the  influence 
of  the  length  itself.  We  again  revert  to  the  fact  that  all  the  advan- 
tages of  a  pneumatic  telegraph  consist  in  its  compensating,  by  its  ca- 
pacity, for  its  relative  slowness  as  compared  with  electricity.  It  is 
necessary  therefore,  if  we  wish  to  go  far,  to  go  at  a  high  speed ;  we 
have  just  seen  within  what  limits  we  can  avail  ourselves  of  increased 
pressure  and  diameter,  and  the  result  of  our  examination  is,  that  a 
solution  of  the  problem  must  be  sought  in  some  other  direction. 

The  first  investigations  of  the  subject  date  from  1857  ;  they  were 
made  by  Mr.  Latimer  Clark,  who  brought  forward  the  question  of  the 
necessity  for  a  mechanical  arrangement  to  allow  of  the  working  of 
lines  of  comparatively  great  length.  A  kind  of  opening  was  ar- 
ranged which  was  closed  by  means  of  special  mechanism  at  the  moment 
a  train  passed,  when  a  train  was  being  impelled  by  compressed  air, 
and  was  opened  upon  the  passage  of  a  train  in  the  opposite  direction, 
drawn  inwards  by  the  vacuum. 

The  advantages  of  a  plan  of  this  kind  were  indisputable,  and  we 
find  in  the  journal  Engineering  of  the  year  1869  the  description  of  an 
apparatus  proposed  by  Mr.  Sabine,  which  afibrds  a  satisfactory  solu- 
tion of  the  problem. 

*  Extracted  from  the  Tetegraphie  Journal,  London. 
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Mr.  Sabine  has  taken  the  case  of  a  line  similar  to  one  of  the  prin- 
cipal line  radiating  from  the  Post  OflSce  in  London,  and  constituting  a 
line  of  communication  with  a  point  more  or  less  distant  by  means  of 
trains  alternately  driven  forward  by  pressure  of  air,  and  afterwards 
drawn  back  again  by  a  vacuum  applied  at  the  end  of  the  tube  termi- 
nating in  the  central  station. 

His  arrangement  consists  of  a  valve  acted  upon  through  a  hinged 
rod  by  a  sort  of  diaphragm  of  leather  or  india-rubber,  the  latter  being 
influenced  through  a  special  tube  by  the  vacuum  or  pressure  at  the 
central  station.  This  diaphragm  opens  the  valve,  and  when  sending 
by  pressure  the  air,  by  escaping  through  the  opening,  allows  the  train 
to  traverse  the  first  section  as  if  the  line  consisted  merely  of  the 
length  between  the  starting  point  and  the  valve.  The  moment  the 
train  passes  the  opening,  it  detaches  the  valve  from  the  rod  which 
connects  it  with  the  diaphragm,  by  the  action  of  a  spring ;  the  valve 
then  closes,  and  the  train  passes  through  the  second  section  with  the 
speed  proper  to  a  line  having  the  length  of  the  two  first  sections,  and  so  on. 

If  the  central  station  draws  a  train  from  the  extreme  end,  the  ap- 
paratus acts  in  the  following  manner :  by  means  of  the  vacuum  ac* 
tuating  the  diaphragms  through  the  special  tube,  all  the  valves  are 
closed,  the  line  can  then  be  exhausted  of  air  in  front  of  the  train 
which,  as  it  passes  the  valves,  acts  upon  the  bolts,  and  thus  discon- 
nects them,  so  as  to  allow  the  air  to  enter  behind  the  train  at  the  end 
of  each  section ;  the  same  advantage  is  thus  obtained  as  when  sen- 
ding by  pressure. 

The  table  given  below  shows  the  advantage  gained  by  employing 
this  apparatus ;  a  line  of  ten  sections  is  taken  for  example. 


Vjx    *vf 

Time  of  transit 
in  each  section. 

Totel  time  oftnimit. 

ofgMB. 

no.  oi 
8«etiOD. 

With 

Withoat  Talre. 

1 

1 

vaiTe. 

1 

1 

2 

l/2     1-41 

2-41 

2i/2      2-82 

17 

3 

^3     1-73 

414 

3,/3      519 

25-4 

4 

v/4     2-00 

614 

4i/4      800 

go's 

5 

|/6     2-24 

8-38 

6|/5    11-20 

33-7 

6 

v/6"  2-45 

10-83 

6i/6     14-70 

35-7 

7 

V'7     2-66 

13-48 

7i/7    18-55 

87-6 

8 

l/8~  2-88 

16-31 

8i/8    22-64 

38-8 

9 

V'T    3-00 

19-31 

9|/9    27-00 

39-8 

10 

|/10  3-16 

22-47 

10/10  81-60 

40-6 
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Erom  this  table  it  is  seen  that  the  percentage  oi  gam  goes  on  in- 
creasing as  the  line  becomes  longer ;  the  gain  which  is  17  per  cent. 
for  a  line  of  two  sections,  with  only  one  apparatus  in  the  middle,  in- 
creases to  40  per  cent,  upon  a  line  of  ten  sections  provided  with  nine 
of  the  apparatus  distributed  throughout  its  length. 

The  remedy  is,  however,  far  from  being  a  radical  one,  for,  if  it 
&II0WS  pneumatic  lines  to  be  extended  in  length,  it  limits  this  exten- 
sion, and  the  same  table  which  shows  the  advantage  of  the  apparatus, 
shows  also  very  clearly  the  limit  of  the  same  extension ;  for  we  see 
that  even  with  the  proposed  improvement  it  takes  3*16  times  the  time 
to  traverse  the  tenth  section  that  is  necessary  to  pass  through  the 
first,  and  that  averaging  the  gain  over  the  whole  length,  the  mean 
time  occupied  is  represented  by  22-47  instead  of  10,  which  would  be 
the  figure  were  all  the  sections  traversed  at  the  same  speed  as  the  first. 
The  mean  speed  after  the  tenth  section  has  been  passed  in  less  than 
one  half ;  the  time  occupied  is  nearly  three  times  what  it  ought  to  be. 

The  solution  of  the  problem  of  a  line  of  unlimited  length  with  a 
constant  speed  required  a  more  complete  apparatus,  and  it  is  this  ap- 
paratus to  which  I  have  given  the  name  of  relay^  that  I  am  about  to 
describe.  Its  object  is  to  perform  in  the  most  complete  and  exact  man- 
ner the  operations  which  would  be  carried  out  by  an  attendant  who, 
under  conditions  about  to  be  described,  would  have  to  act  in  the  fol- 
lowing manner. 

The  pneumatic  line  of  extended  length  has  been,  as  in  the  case  of 
lines  established  within  the  limits  of  cities,  divided  into  sections  of 
about  one  thousand  meters  in  length ;  each  of  these  sections  is  fur- 
nished at  its  commencement  with  reservoirs  in  which  is  stored  up  the 
compressed  air,  having  the  pressure  and  volume  necessary  for  per- 
forming the  service  of  the  section.  The  case  is  exactly  the  same  as 
that  of  an  intermediate  station  in  a  city,  provided  with  means  for 
compressing  air ;  the  two  lines  up  and  down  are  arranged  in  a  straight 
line,  end  to  end,  in  such  a  way  that  a  train  received  on  the  up  line 
can  pass  without  impediment  into  the  down  line ;  the  attendant,  whose 
presence  we  assume,  would  await  the  arrival  by  the  up  line  of  a  train 
which  was  being  sent  to  him,  allowing  to  the  air  to  escape  freely  at 
the  end  of  the  section.  At  the  moment  when  the  train  passes  from 
the  up  line  into  the  down  line  he  closes  the  former  behind  the  train, 
and  opening  a  cock  communicating  with  his  own  reservoir  of  compressed 
air,  by  this  means  drives  the  train  forward  along  the  next  section ; 
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he  keeps  the  cock  open  whilst  the  train  is  passing  to  the  next  statioD, 
and  closes  it  when  informed  of  its  arrival  at  the  latter  point  by  the 
attendant  there  in  waiting. 

Sach  are  the  various  operations  which  must  be  performed  autom* 
aticall J  by  the  relay ;  the  first  apparatus  used  and  giving  certain  re- 
sults was  tried  in  the  month  of  May,  1873.  The  trials  were  made 
in  Paris,  upon  the  direct  line  from  the  Central  Station  to  the  Bourse ; 
and  in  London,  in  the  engine-room  at  Telegraph-street. 

At  Paris  the  apparatus  was  placed  under  a  cast  iron  plate,  and  was 
connected  by  special  pipes  with  the  reservoirs  of  compressed  air  in  the 
station  at  the  Tb^fitre  Francais. 

This  apparatus  fulfilled  exactly  all  the  operations  above  described 
as  having  to  be  performed  by  the  attendant  supposed  to  be  placed  at 
the  intermediate  station.  The  escape  of  the  air  took  place  in  front 
of  the  relay,  where  a  portion  of  the  tube  was  perforated  on  all  sides 
so  as  to  give  a  passage  to  the  air  equal  to  twice  the  section  of  the  tube. 
The  closing  of  the  line  behind  the  train,  and  the  opening  of  commu- 
nication with  the  compressed  air  reservoirs  were  governed  by  a  kind 
of  trigger,  and  acted  upon  by  the  train  directly  it  had  passed  through 
the  relay.  The  duration  of  the  blowing  was  determined  by  a  piston 
rising  in  a  cylinder  through  the  eflFect  of  the  internal  pressure ;  the 
rising  of  this  piston  was  regulated  by  the  counter- pressure  in  such  a 
way  that  the  blowing  continued  somewhat  longer  than  the  time  neces- 
sary. The  moment  a  train  arrived  at  its  destination  or  entered  a 
further  section  the  pressure  being  destroyed  in  the  line  the  weight  of 
the  regulating  piston  caused  it  to  fall  and  remain  in  position  to  await 
the  arrival  of  another  train. 

The  success  of  this  apparatus  was  complete ;  it  enabled  a  certain 
number  of  trains  to  be  passed  to  and  fro  between  the  Central  Station 
and  the  Bourse  with  a  saving  of  more  than  half  the  time.  The  return 
journey  was  equally  rapid,  for  the  trains  were  sent  by  pressure  as  far 
as  the  relay,  the  escape  of  air  taking  place  through  the  perforated 
part  of  the  tube ;  the  rest  of  the  journey  was  accomplished  by  means 
of  vacuum  from  the  Central  Station. 

The  objection  made  to  this  apparatus  is  its  delicacy ;  it  contains 
within  it  a  piece  easily  broken,  this  piece  is  the  valve  employed  to 
close  the  line ;  if  a  foreign  body  hinders,  even  partially,  its  action 
the  relay  becomes  nothing  but  an  obstacle  preventing,  in  the  moat 
absolute  manner,  the  passage  of  the  trains. 
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To  remedy  this  objection  it  becomes  necessary  to  do  away  with  this 
valve  which,  after  the  description  which  has  just  been  given,  would 
seem  to  be  the  essential  feature  of  the  apparatus,  since  it  is  that  which 
separates  the  outlet  from  the  inlet.  It  could  only  be  removed  by  sup- 
pressing the  outlet,  and  to  enable  the  latter  to  be  dispensed  with,  the 
counter-pressure  must  be  taken  away. 

It  is  this  chain  of  observation  which  has  guided  me  to  the  formation 
of  the  plan  which  I  now  proceed  to  set  forth,  and  which  completely 
solves  the  problem.  The  line  is  double  acting ;  by  means  of  special 
apparatus  which  are  also  relays,  it  is  kept  constantly  exhausted  of  air 
and  there  is  consequently  no  longer  any  counter-pressure  nor  are  there 
any  valves  in  the  pressure  relays. 

By  the  side  of  the  line,  which  we  may  assume  to  be  of  unlimited  length 
are  laid  two  secondary  tubes  connecting  the  reservoirs  of  vacuum  and 
compressed  air  for  the  supply  of  the  relays,  which  are  placed  in  con- 
Tenient  positions  along   the  course  of  the  line.     These  relays  are  of 
two  kinds ;  those  destined  to  exhaust  the  line  of  air  are  placed  five 
kilometers  apart  where  it  is  intended  that  trains  shall  be  sent  along 
the  line  at  intervals  of  a  quarter  of  an  hour.     The  reason  for  their 
being  placed  at  this  distance  apart  is,  that  a  rather  less  space  of  time 
is  needed  for  exhausting  five  kilometers,  and  there   is,  therefore,  no 
advantage  gained  by  placing  them  nearer  together.    They  are  of  a  very 
simple  form,  a  piston  rising  in  a  cylinder  carries  with  it  a  valve  clos- 
ing the  line,  and  a  slide  opens  the  communication  with  the  vacuum 
reservoirs ;  the  piston  is  raised  in  the  cylinder  on  the  passage  of  a 
train,  by  the  counter-pressure  which  follows  the  moving  power,  it  closes 
the  line  behind  it,  and  at  once  starts  the  exhaustion  of  the  section  of 
line  which  has  just  been  traversed  by  the  train.     The  valve  of  this 
relay  has  none  of  the  objections  attaching  to  that  of  the  former  relay, 
seeing  that  it  opens  of  itself  after  the  exhaustion  of  the  section  ap- 
pertaining to  the  vacuum  relay  has  been  completed,  an  operation 
which  is  generally  accomplished  in  half  the  time  prescribed  for  the  in- 
terval  between    the    passage  of  two  trains.      Moreover,  as   these 
relays  are  placed  every  five  kilometers,  and  at  least  one  half  of  them 
are  in  places  provided  for  compressing  and  exhausting  the  air,  they 
are  under  the  eyes  of  the  attendants.     The  pressure  relays  placed  one 
kilometer  apart  become  simple  blowers,  opening  on  the  passage  of  a 
train,  and  blowing  all  the  time  the  train  is  traversing  the  section ; 
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they  merely  coDsist  of  a  piston  pushing  a  counter- weight  acting  upon 
a  slide,  which  is  the  pressure  slide,  and  the  regulating  piston  which 
stops  the  admission  of  air  after  the  blowing  has  lasted  the  proper 
time ;  the  compressed  air  enters  the  line  by  a  kind  of  grating  whidi 
uncovers  openings  having  twice  the  sections  of  the  line,  and  the  blow- 
ing is  governed  by  the  train  itself  which,  acting  upon  a  trigger,  lets 
fall  a  counter-weight  placed  upon  the  piston  working  the  slide.  The 
blowing  is  instantaneous ;  it  is  stopped  by  the  action  of  the  regulating 
piston  which  closes  the  communication  leading  to  the  line,  and  shuts 
up  the  compressed  air  in  a  small  chamber  between  the  point  where 
the  communication  is  thus  closed  and  the  slide.  The  effect  of  this 
compressed  air  at  the  moment  when  the  pressure  is  lost  in  the  line, 
that  is  to  say,  at  the  moment  when  the  train  has  passed  through  the 
section,  is  to  raise  the  piston  acting  upon  the  slide,  and  to  restore 
everything  into  position  for  the  arrival  of  another  train.  This  appa- 
ratus, which  is  the  main  feature  of  the  new  system,  is  extremely  sim- 
ple, and  does  not  require  personal  supervision  in  its  working.  It  is 
accompanied  by  a  reservoir  of  compressed  air  of  sufficient  capacity 
for  the  section. 

I  need  not  here  discuss  in  detail  the  means  by  which  the  compressed 
air  and  vacuum  are  to  be  brought  to  the  reservoirs  serving  the  re- 
lays. Any  of  the  methods  usually  employed  for  this  class  of  work 
can  be  made  use  of,  but  the  most  economical  process  would,  of  course, 
be  selected.  In  a  populous  country  the  engine  stations  might  be 
numerous,  and  the  power  employed  small.  In  thinly  inhabited  coun- 
tries they  might  be  20  or  25  kilometers  apart,  and  the  power  would 
then  have  to  be  greater. 

I  now  proceed  to  the  consideration  of  the  speed  with  which  the 
boxes  will  travel  in  a  pneumatic  line  of  unlimited  length,  in  which, 
by  the  methods  described  above,  the  vacuum  will  be  kept  at  0'5 
meters  of  mercury,  and  the  pressure,  admitted  by  the  relays  at  in- 
tervals of  1000  meters,  equal  to  0*76  meters  of  mercury ;  the  tube 
to  be  one-tenth  of  a  meter  in  diameter. 

My  point  of  comparison  will  be  the  speed  in  the  tubes  of  the  Paris 
system,  where  a  pressure  of  0*4  meters  of  mercury  gives  a  speed  of 
20  meters  per  second,  in  a  line  1000  meters  long,  and  0-066  meters 
in  diameter. 
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The  increase  of  diameter  will  increase  the  speed  in  the  propor- 
tion 


V 


100  _  10 
—    or  — 

65  8 


Ba;  25  meters  per  second. 

The  fact  that  the  line  if  kept  exhausted  of  air  will  reduce  the  fric- 
tion in  each  length  of  1000  meters  to  an  average  equal  to  that  of 
600  meters  at  most,  for  at  the  beginning  of  each  section,  that  is  to 
say,  at  the  moment  when  the  train  passes  the  pressure  relay,  there  is 
no  column  of  air  traveling  with  it ;  at  the  termination  of  the  section 
only,  will  the  column  of  air  which  drives  the  train  have  a  length  of 
1000  meters.  If  the  vacuum  were  perfect,  the  average  friction  length 
of  the  column  of  air  would  be  but  500  meters.  The  diminution  in 
the  frictional  length  of  the  column  of  air  gives  an  increase  of  speed 
in  the  proportion 

/ 1000  ^  33 
^  600"       24 

The  speed,  raised  to  25  by  the  increase  of  diameter,  now  becomes 

^^ 
25  X  —  =  36  meters. 
24 

We  have  then  the  increase  of  the  differences  of  pressures,  which 
is  also  in  the  ratio  of  the  roots 


V? 


/26  J- 50  ^  115 
40  ~"       "65" 

The  application  of  this  last  ratio  indicates  a  speed  of  nearly  70 
meters  per  second. 

This  is  an  enormous  speed,  and  would  in  all  probability  be  attended 
with  some  inconveniences,  but  it  is  evident  that  we  should  work  with 
the  highest  speed  possible. 

I^ow,  observations  made  with  trains  running  under  similar  circum- 
stances at  speeds  of  40  to  50  meters,  have  shown  that  these  practical 
speeds  are  quite  admissible  in  regular  working.  It  is  only  necessary 
to  employ  a  very  strong  material,  arranged  in  such  a  way  that  it 
alone  shall  wear  without  wearing  the  line ;  this  end  is  attained  by  fit- 
ting the  rubbing  parts  of  the  boxes  with  a  softer  metal  than  that 
composing  the  line. 

The  two  ends  of  the  line  are  provided  with  apparatus  suitable  for 
sending  and  receiving,  in  which  precautions  are  taken  to  secure  a 
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considerable  slackening  in  the  speed  of  the  train  when  approaching 
its  destination. 

This  effect  is  obtained  by  causing  the  air  in  front  of  the  train  to 
be  compressed  in  the  last  hnndred  meters  leading  to  the  receiving  ap- 
paratus; this  compressed  air  is  allowed  to  escape  slowly  in  soch  a 
way  that  the  train  rises  slowly  into  the  apparatus. 

Pneumatic  lines  with  relays  would  certainly  be  a  valuable  means 
of  communication  for  correspondence  between  distant  places.  The 
facility  with  which  trains  can  be  multiplied  upon  these  lines  without 
considerable  expense,  the  speed  which  they  can  attain,  and  eveii  the 
small  net  cost  of  the  system,  if  too  large  a  diameter  be  not  employed, 
would  make  it  one  of  the  greatest  utility  to  the  Postal  service. 

The  speed  of  transmission  is  three  times  that  of  the  fastest  rail- 
way train,  if  the  stoppage  of  the  latter  are  taken  into  account,  and 
the  establishment  of  the  system  upon  lines  where  several  days  are 
required  for  exchange  of  letters,  would  evidently  be  of  immense 
service. 

A  line  of  this  kind  has  been  proposed  for  establishing  rapid  com- 
munication between  the  Assembly  at  Versailles  and  the  Ministerial 
offices  in  Paris ;  its  execution  would  be  a  first  step  in  this  path,  which 
is  little  known  and  which  has  been  but  little  explored. 

Useful  Effect  of  Ounpowder  in  a  Gannon.— M.  De  Saint 
Robert,  in  an  article  from  his  pen  in  the  Revue  Scientifique^  gives 
the  following  calculation  of  the  efficiency  of  a  rifle  cannon,  the  diame- 
ter of  the  bore  of  which  is  7'5  centimeters  =  3  in. — the  shell  of  which 
weighs  about  3*7  kilograms  =  8*3  lb. — and  the  firing  charge  of  which 
is  0-55  kilogram  =  1\  lb.  It  may  thus  be  estimated : — Experi- 
ment has  shown  that  the  velocity  of  the  shell  when  it  leaves  the  mouth 
of  the  cannon  is  about  400  meters  =  1300  ft. — per  second.  The  height 
from  which  the  projectile  would  have  to  fall  to  acquire  this  velocity  is 
8158  meters  =  26,800  ft.  Consequently  the  work  actually  done  by 
the  powder  is  equal  to  30*185  kilogrammeters  =  219,000  foot-pounds. 
On  the  other  hand,  Bunsen  and  SchischkofT  have  found  by  direct  ex- 
periment that  the  heat  envolved  by  the  combustion  of  a  kilogram 
of  gunpowder  is  equal  to  619-5  calories.  Hence  the  heat  evolved  by 
the  above  charge  of  0*55  kilogram  is  equal  to  340*7  calories.  The 
mechanical  work  corresponding  to  this  amount  of  heat  is  144,798  kilo- 
grammeters=  1,050,000  foot-pounds.  Comparing  this,  which  is  the 
possible  mechanical  work,  with  the  actual  work  done  on  the  projectile 
as  given  above,  the  ratio  is  0*208  for  the  effectiveness  of  the  cannon ; 
that  is  to  say,  about  21  per  cent. 
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ON  THE  NECESSITY  OF  A  MECHANICAL  UBORATORY ;  ITS  PROVINCE  AND 

ITS  METHODS* 

Bj  Professor  R.  H.  Thurston. 

1.  Introductory. — There  are  few  men  of  any  considerable  practi- 
cal experience  in  engineering  who  have  not  felt  the  great  need  of 
some  well  established  and  reliable  authority  to  which  they  conld  ap- 
ply for  special  information,  either  purely  scientific  or  more  strictly 
professional,  bearing  upon  unfamiliar  details  of  their  work. 

Probably  every  man  who  has  grown  up  in  daily  contact  with  any 
branch  of  mechanical  industry  has  seen  hundreds  and  often  thousands 
of  dollars  expended  in  the  effort  to  obtain  such  information,  and  has 
seen  the  result  accomplished,  and  the  information,  valuable  as  it  was 
to  many  besides  those  who  acquired  it,  remaining  unpublished.  The 
world  at  large  has  been  left  as  ignorant  as  before. 

Repetition  of  the  work  by  others  has  followed,  and  a  similar  ex- 
penditure of  money  has  produced  the  same  limited  result.  Where 
one  thousand  dollars  properly  expended  in  securing  the  desired  knowl- 
edge would  suffice,  were  the  results  properly  communicated  to  the 
profession,  ten  thousand  or  twenty  thousand  dollars  may  be  expended 
by  as  many  independent  experimenters,  each  ignorant  of  the  other's 
work  ;  and,  after  all,  the  hundreds  of  others  who  might  have  been 
benefited  received  no  assistance. 

In  many  other  cases  experiments  have  been  carried  on,  and  large 
sums  of  money  expended  upon  them,  without  the  slightest  really  new 
and  valuable  information  being  gained,  either  because  the  experimen- 
ters were  unaccustomed  to  such  work,  and  had  but  a  vague  knowl- 
edge of  the  real  object  to  be  attained,  and  still  less  knowledge  of  the 
proper  method  of  obtaining  it,  or  because  of  their  unfamiliarity  with 
the  best  methods  of  investigation,  or  in  consequence  of  their  ignorance 
of  .what  had  been  already  discovered  and  published  by  others. 

*A  paper  read  before  the  American  Bail  way  Master  Mechanics'  Association. 
YoTj.  LXX^Thibd  Bbribs.— No.  6.  ^Dbgbmbbb,  1875.  29 
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It  often  happens,  also,  that  a  long  coorse  of  experiments  or  a  most 
tedious,  elaborate,  and  ezpensiye  investigation  is  comparatively  bar- 
ren of  resnlts,  in  consequence  of  some  apparently  slight  neglect  which 
would  not  have  occurred  had  the  investigator  been  accustomed  to  such 
accurate  work  as  is  required. 

Again,  it  has  very  frequently  happened  that  engineers  haye  re- 
mained for  many  years  in  ignorance  of  the  real  nature  of  some  famfl- 
iar  phenomenon,  or  of  some  important  principle,  simply  becaase,  in 
order  to  enable  the  subject  to  be  intelligently  studied  in  all  its  rela. 
tions,  its  complete  investigation  required  a  comparison  of  experiments 
made  in  the  chemical  or  the  physical  laboratory,  with  the  work  of  the 
mechanic.  The  mechanical  properties  of  materials ;  the  effect  of 
temperature  upon  the  metals;  the  incrustation  and  corrosion  of  steam 
boilers ;  the  value  of  lubricants ;  the  heating  power  of  fuels ;  all  these, 
and  many  other  subjects,  require  for  their  full  investigation  the  high- 
est talent  of  the  chemist,  and  of  the  physicist,  as  well  as  of  the  engineer. 

The  serious  necessity  of  the  establishment  of  some  great  institu- 
tion which  should  be  solely  devoted  to  the  work  of  investigation  of 
such  scientific  and  professional  problems  as  are  daily  being  presented 
to  the  engineer  and  the  mechanic,  in  the  progress  of  regular  work, 
was  forcibly  impressed  upon  the  mind  of  the  writer  when — ^then  but 
a  boy  amusing  himself  in  the  workshop  and  the  drawing-room — he 
found  himself  unable  to  obtain  accurate  information  upon  even  the 
most  important  subjects  involved  in  the  design  of  the  steam  engine, 
or  in  the  proportions  of  its  details,  and  especially  information  relative 
to  those  circumstances  which  determine  the  quality  of  the  materials 
used.  The  size  of  a  piston  rod,  the  thickness  of  a  cylinder  head,  the 
proportions  of  a  crank  pin,  were  usually  determined,  in  nearly  every 
shop,  not  by  rules  based  upon  careful  investigation  of  the  strength  of 
the  material,  but  by  ^^rule  of  thumb."  The  economical  value  of  high 
steam  and  of  expansion,  the  influences  of  piston  speed,  the  laws  gov- 
erning the  deposition  of  the  salts  held  in  solution  in  spring  water  or 
in  salt  water ;  the  effect  of  surface  condensation  on  the  efficiency  of 
the  engine  and  upon  the  durability  of  the  boiler,  are  all  subjects  in 
regard  to  which  engineers  held  widely  discordant  opinions.  The  real 
effect  of  heat  and  cold  upon  materials  was  uncertain,  and  the  laws 
governing  the  resistance  of  metals  to  blows,  it  was  asserted,  were  in- 
volved in  mystery. 
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When,  in  later  years,  he  was  intrusted  with  sometimes  important 
work,  more  light  was  the  reward  of  painstaking  investigation,  but  it 
came  slowly  and  was  most  unsatisfactory  from  its  meagerness.  Ex- 
perience in  the  management  as  well  as  design  of  engines  and 
machinery  at  sea  and  on  shore,  revealed  still  more  fully  a  great  want 
of  information  in  the  most  important  branches  of  engineering  work. 
We  are  getting  on  more  rapidly  to*day,  but  still  too  slowly. 

Abroad,  some  valuable  work  has  been  done — far  more  than  in  the 
United  States,  although  something  has  been  done  here.  Our  kuowl* 
edge  of  the  strength  of  materials  rest,  upon  the  researches  of  General 
Morin,  of  Tredgold^  Hodgkinson,  Fairbairn,  and  Barlow,  of  Ghevan- 
dier,  and  Werthiem,  and  of  Yicat.  Kirkaldy,  Styffe,  and  Bauschin- 
ger  have  made  the  latest  and  most  valuable  contributions  from  foreign 
sources.  In  this  country,  a  committee  of  the  Franklin  Institute,  and 
Captain  Rodman  and  Major  Wade  of  the  Army,  Chief  Engineer  W.  H. 
Shock  of  the  Naval  Engineer  Corps,  and  a  few  others,  have  done  good 
work,  while  Commander  Beardslee,  United  States  Navy,  has  recent- 
ly added  important  facts  to  those  previously  acquired.  The  experi- 
ments of  Clark  in  England,  of  Bauschinger  on  the  Continent,  and  of 
Forney  in  the  United  States,  have  thrown  some  light  on  the  methods 
of  distribution  of  steam  in  locomotives.  The  labors  of  Tresca^  of 
Morin,  and  of  Coulomb  on  the  laws  and  facts  of  friction  are  the 
basis  of  our  knowledge  of  that  subject.  Our  own  Professor  Johnson 
gave  us  an  immense  amount  of  information  relative  to  the  values  and 
characteristics  of  American  coals ;  and  Baron  Yon  Weber  has  given 
us  important  knowledge  relating  to  the  permanent  way,  from  experi- 
ments on  European  railroads.  Thus  we  find  that  some  valuable  work 
has  been  done  in  every  line  of  research  which  has  become  the  stan- 
dard that  guides  us  in  practical  applications. 

In  nearly  every  case  we  shall  find,  on  investigation,  that  the  stan- 
dard which  conservatism  insists  upon  our  accepting  as  a  guide  in  our 
work  has  been  some  time  in  existence,  and  that  it  is  based  upon  ex- 
periments with  materials  which  were  quite  different  from  those  now 
in  our  markets,  and  that  it  was  made  when  methods  now  perhaps  ob- 
solete  were  considered  satisfactory.  In  every  field  of  labor  we  there- 
fore meet  with  more  or  less  unexplored  paths,  and  we  find  ourselves 
daily  at  a  loss  to  determine  the  best  method  of  doing  our  work.  The 
best  work  which  has  yet  been  done  in  the  most  important  branches  of - 
research  has  usually  been  of  such  a  broad  character,,  and  has  demanded. 
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the  expenditure  of  so  much  time  and  money  that  it  has  of  necesaltj 
been  done  by  governments  or  by  wealthy  corporate  bodies. 

Abroad  we  have  in  the  French  "  Conservatoire  dei  Arts  et  Metiers  /" 
and  in  the  laboratories  of  great  technical  schools  of  Europe,  may  be 
found  men  competent  to  do  good  work,  and  who  are  assisted  by  the 
pecuniary  aid  of  their  governments.  It  thus  happens  that  we  owe 
very  much  to  them.  In  this  country  the  same  system  which  gives  us 
political  freedom  operates  against  the  successful  prosecution  of  such 
work  under  the  patronage  of  government.  In  matters  of  pure  scienoe, 
as  in  the  work  of  the  Smithsonian  Institute,  in  that  of  the  coast  survey, 
and  in  the  occasional  iastronomical  or  geological  expeditions  which  are 
carried  out  at  public  cost,  the  difficulties  are  not  so  serious.  But  in- 
vestigations which  have  a  directly  practical  bearing  are  liable  to  fall 
into  the  hands  of  those  who  are  not  thoroughly  well  prepared  for  the 
work. 

It  seems  very  certain  that  a  really  successful  and  permanently 
useful  institution,  devoted  to  investigation,  must  be  partially,  if  not 
entirely,  sustained  by  private  individuals  legally  responsible,  and 
well  known  as  qualified  for  their  work. 

2.  Methods  and  investigations. — The  method  of  operation  in  the 
prosecution  of  any  investigation  may  be  detailed  in  a  few  words : — 

a.  The  investigator  must  first  know  definitely  what  phenomenon  it  is 
proposed  to  investigate.  A  vague  desire  to  know  more  of  any  given 
subject  is  by  no  means  sufficient  to  justify  entering  upon  a  work 
which  may  be  found  to  be  indefinite  in  its  extent  and  infinite  in  its 
ramifications.  As  a  rule,  the  more  completely  the  work  may  be  nar- 
rowed down  the  better.  It  must  necessarily  be  ultimately  resolved 
into  one  or  more  questions  which  may  be  stated  with  precision  before 
any  probably  intelligent  and  remunerative  work  can  be  commenced. 

For  example :  To  determine  the  effect  of  cold  upon  rails  and  ma- 
chinery, which  has  been  so  often  attempted  and  which  still  remains 
to  a  considerable  extent,  an  unsolved  problem,  we  may  find  ourselves 
compelled  to  resolve  this  question  into  several,  as,  for  instance : — 

(1.)  What  is  the  effect  of  change  of  temperature  upon  the  strength 
of  pure  iron? 

(2.)  What  upon  iron  containing  carbon  chemically  combined,  t.  e. 
steel? 

(3.)  What  upon  iron  containing  carbon  mechanically  combined  ? 

(4.)  What  upon  iron  containing  sulphur  chemically  combined? 
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(5.)  What  upon  iron  containing  phosphorus  ? 

(6.)  What  upon  iron  containing  silicon  ? 

(7.)  What  upon  iron  containing  cinder  ? 

(8.)  What  upon  steel  containing  sulphur  ? 

(9.)  What  upon  steel  containing  phosphorus  ? 
(10.)  What  upon  steel  containing  silicon  ? 

(11.)  What  upon  metal  containing  mixtures  of  these  substances  in 
the  various  proportions  frequently  met  with? 

(12.)  What  is  the  effect  of  change  of  temperature  upon  the  ductility 
of  all  these  metals  ? 

And  when  we  speak  of  the  effect  of  low  temperature  we  must  not 
forget  that  it  may  have,  and  in  fact  does  have,  an  effect  in  at  least 
two  ways :  It  will  affect  the  resisting  power  of  a  material,  especially 
under  shock,  not  only  by  the  change  of  molecular  force  which  is  due 
to  the  change  of  the  relative  distances  of  the  molecules,  but  also  by 
the  simple  fact  of  change  of  density  itself. 

ft.  Having  determined  all  of  these  several  simple  effects,  it  remains  to 
collect  them  and  to  so  group  the  results  that  the  great  law  underly- 
ing their  action  may  be  detected ;  and  then  the  often  exceedingly  dif- 
ficult task  arises  of  expressing  that  law  mathematically,  or  in  some 
other  way,  which  may  make  the  work  practically  useful.  It  is 
evident  that  this  problem  can  only  be  solved  by  a  combination  of  the 
intelligent  efforts  of  the  chemist  and  the  physicist  as  well  as  of  the 
mechanic. 

Thus  our  simplest  questions  may,  upon  examination,  be  found  to 
comprehend  complex  and  often  difficult  problems,  and  may  require 
for  their  solution  the  highest  talent  of  not  merely  one  man,  but  of  a 
number  of  specialists,  all  of  whose  labors  may  be  required  to  secure 
a  satisfactory  solution. 

e.  After  deciding  precisely  what  is  to  be  learned,  the  next  step  is 
usually  to  ascertain  how  much  has  already  been  done  of  the  work 
thus  determined  and  limited.  This  usually  requires  a  careful  ex- 
amination of  the  records  of  previous  professional  work  extending  far 
back  into  earlier  times ;  and  it  frequently  happens  that  a  vast  amount 
of  valuable  information  may  be  gleaned,  and  the  work  immensely 
shortened,  by  studying  the  results  already  made  public  by  native  and 
foreign  experimenters.  Much  of  the  finest  and  most  practically 
valuable  work  of  their  kinds  which  has  been  yet  accomplished  will  be 
found  described  in  French  and  German  engineering  works  and  period- 
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icals.     The  long  staDdard  works  of  Morin  and  of  others  already 
mentioned  are  illnstrations. 

d.  Next  after  the  labor  of  examining  and  collating  earlier  researches, 
comes  the  planning  of  the  new  investigation  proposed.  This  is  as 
necessary  a  preliminary  as  is  the  designing  of  an  engine  before  work 
is  commenced  upon  it  in  the  shop.  A  thoronghlj  considered  and 
well  matured  plan  of  operation  will  usually  prevent  any  serious  errors 
involving  expenditure  of  money,  or,  what  is  equally  important,  the 
loss  of  valuable  time. 

The  formation  of  a  plan  of  operations  requires  a  verj  definite 
knowledge  of  the  character  of  the  problem  and  an  accurate  under- 
standing of  the  relative  importance  and  probable  bearing  of  the  an- 
ticipated results,  and  a  knowledge  of  the  facilities  available  for  the 
investigation.  It  presupposes  a  knowledge  of  the  adaptation,  range, 
accuracy,  and  reliability  of  the  apparatus  to  be  used ;  and  not  less 
important  than  all  this  is  the  knowledge  of  the  extent  to  which  assis- 
tance must  be  asked  of,  and  how  far  aid  may  be  expected  from, 
special  researches  of  a  more  purely  scientific  nature.  Skill  in  exper- 
imentation thus  guided  will  theii  produce  the  best  results  attainable 
with  the  means  at  hand. 

e.  The  next  requirement  is  a  proper  collation  and  registry  of  results, 
a  work  in  which  there  is  opportunity  to  make  useful  a  considerable 
degree  of  ingenuity  and  talent. 

/.  To  make  correct  deductions  from  the  records,  is  the  final  task,  and 
this  is  an  exceedingly  important  matter.  A  lack  of  knowledge  of 
the  subject  or  of  collateral  facts  may  destroy  the  value  of  the  whole 
work. 

This  work  being  properly  done  and  the  account  of  the  researdi 
being  properly  written  out,  a  contribution  to  knowledge  will  usually 
be  found  to  have  been  secured  which  has  a  value  to  the  public,  and 
sometimes  to  individuals,  far  exceeding  that  of  the  time  and  the 
money  expended  in  securing  it.  Men  of  science  have  often  devoted 
the  best  years  of  a  life-time  to  the  investigation  of  a  single  train  of 
phenomena,  seemingly  insignificant  in  comparison  with  the  great 
facts  surrounding  them ;  yet  neither  they  nor  the  world  think  this 
a  wasteful  expenditure  of  time.  The  value  of  acquired  knowledge 
is  never  to  be  measured  by  the  value  of  immediately  apparent  results 
or  of  evident  applications ;  yet,  in  the  course  of  the  practice  of  the 
engineer  and  the  mechanic,  it  rarely  happens  that  such  experimental 
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work  as  he  is  compelled  to  take  in  hand  does  not  bring  an  immediate 
and  ample  remuneration,  while  the  ultimate  benefit  accruing  is  often 
immensely  great  in  proportion  to  what  is  paid  for  it. 

We  usually  find  that  we  help  ourselves  by  such  work  to  a  most 
satisfactory  extent,  and  at  the  same  time  are  enabled  to  give  our 
neighbors  of  our  light  without  sacrifice,  and  to  experience  the  grati- 
fication of  benefiting  the  profession  and  the  public. 

3.  Locating  a  mechanical  Laboratory. — The  location  of  such  an 
establishment  as  would  be  well  adapted  to  general  work  of  the  kind 
here  contemplated,  and  to  the  prosecution  of  special  investigation  of 
a  directly  or  indirectly  practical  character  should  be  carefully  selec- 
ted. 

The  necessity  of  frequently  calling  for  advice  and  assistance  of 
both  practical  and  scientific  men,  and  the  desirability  of  securing 
accessibility  will  prevent  its  satisfactory  operation  if  it  is  not  located 
80  as  to  be  within  reach  of  a  large  proportion  of  those  most  interested 
in  its  establishment  and  maintenance. 

The  necessity  which  will  frequently  arise  of  making  accessory  in- 
vestigations of  a  scientific  character,  in  various  branches  of  natural 
science,  will  dictate  its  establishment,  probably,  in  connection  with 
some  conveniently  situated  and  well  established  technical  institution 
of  learning,  provided  with  well  stocked  laboratories,  conducted  by 
men  capable  of  appreciating  the  importance  of  the  work  and  of  prop- 
erly pursuing  such  investigations  and  who  will  take  an  interest  in 
the  subject. 

The  institution  should  have  a  character  which  is  readily  defined. 
Its  magnitude  is  not  so  easily  determined.  It  may  be  of  very  limi- 
ted extent,  and  may  yet  do  a  vast  amount  of  good ;  or  it  may  become 
a  vast  establishment,  employing  a  large  corps  of  able  men,  making 
use  of  extensive  collections  of  valuable  apparatus  for  machinery,  and 
making  profitable  use  of  larger  capital  than  the  French  ^'  Conserva- 
toire des  Arts  et  Metiers,"  already  alluded  to,  which  has  an  annual 
income  of  nearly  seven  hundred  thousand  francs,  five  hundred  thous- 
and of  which  come  from  the  state.  In  a  large  and  growing  country 
like  ours,  peopled  by  the  most  active  and  enterprising  of  every  race, 
the  future  of  such  an  institution,  if  properly  managed,  would  be  what- 
ever its  managers  and  those  whom  they  aid  might  choose  to  make  it. 

Its  stock  of  apparatus  would  be  determined,  in  character  and  ex- 
tent,  by  the  nature  of  the  work  most  imperatively  needed.      It 
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would  probably  comprise  a  set  of  machines  for  testing  the  strength 
and  other  no  less  important  qualities  of  the  materials  of  construction, 
dynamometric  apparatus,  instruments  for  testing  lubricants,  steam 
engine  indicators,  calorimeters,  pyrometers  and  thermometers,  and 
apparatus  for  determining  the  heating  power  of  fuels.  A  mercurial 
gauge  with  the  usual  accessories  for  comparing  standard  gauges, 
standard  weights  and  measures,  instruments  for  determining  specific 
gravity,  and  other  well-known  forms  of  experimental  apparatus 
would  be  needed. 

Special  apparatus  and  instruments  adapted  to  new  methods  of  in- 
vestigation and  new.  fields  of  research  would  rapidly  accumulate,  as 
they  might  be  constructed  for  special  purposes  or  contributed  from 
outside  sources,  and  would  ultimately  form  a  collection  of  very  great 
value.  A  small  collection  of  machine  tools  would  be  needed  for  the 
purpose  of  preparing  materials  and  of  making  or  repairing  apparatus. 

4.  The  personnel, — The  personnel  of  this  establishment  would 
probably  consist  of  a  Director  who  should  be,  if  possible,  familiar  at 
once  with  the  theory  and  practice  of  the  profession  of  engineering, 
and  who  should  also  have  as  large  a  knowledge  as  possible  of  science, 
particularly  in  its  bearing  upon  his  work.  He  should  have  able  as- 
sistants of  similar  qualifications,  and  should  be  able  to  appeal  to  men 
of  science  and  to  practical  men  alike  for  advice,  with  confidence  that 
it  would  be  given  and  that  it  could  be  profited  by.  Good  mechanics 
to  take  charge  of  tools,  to  aid  in  preparing  apparatus,  and  to  assist 
in  manipulation,  and  some  unskilled  labor  would  complete  the  list. 

Such  an  institution  as  has  been  here  .briefly  described,  doing  the 
work  which  is  most  immediately  required  by  the  various  branches  of 
manufacturing  industry  and  of  engineering,  would  be  of  incalculable 
benefit  to  mankind.  As  remarked  by  the  writer  in  addressing  the 
Trustees  of  the  Stevens  Institute  of  Technology  on  this  subject,  such 
an  enterprise  ^*  would  give  to  this  country  an  institution  such  as  has 
never  yet  been  organized,  and  one  whose  value  would  prove  beyond 
estimation.  The  accumulation  of  facts,  the  valuable  application  of 
science,  and  the  directly  practical  bearing  of  the  work  which  may  be 
done,  would  in  a  comparatively  short  time  be  productive  of  richer  re- 
sults than  have  been  attained  in  constructive  science  during  many 
previous  years.  It  would  do  most  effectively  that  work  which  has 
hitherto  been  too  much  neglected,  the  application  of  scientific  knowl- 
edge to  familiar  work  and  to  matters  of  business.     It  would  do  much 


Digitized  by  VjOOQ  IC 


Thurston — On  the  Necessity  of  a  Mechanical  Laboratory,     417 

to  close  up  the  space  which  so  widely  separates  the  man  of  business 
from  the  man  of  science,  and  would  lead  to  a  far  more  perfect  system 
of  mutual  aid  than  has  yet  existed." 

It  would,  by  aiding  the  progress  of  improvement  in  our  methods  of 
work,  and  by  the  application  of  scientific  knowledge  in  practical  life, 
aid  in  the  development  of  our  material  resources,  lend  a  new  impetus 
to  the  industrial  enterprises  of  our  people,  and  assist,  to  an  extent 
which  can  probably  hardly  be  conceived,  in  the  promotion  of  our  na- 
tional prosperity. 

A  decade  of  such  work  as  could  and  should  be  done,  when  such 
facilities  are  rendered  available,  may  be  expected  to  be  more  fruitful 
of  practically  useful  results  than  a  quarter  of  a  century  of  unsystem- 
atic, desultory,  and  unorganized  efforts,  such  as  has  hitherto  been  our 
only  method  of  acquiring  information. 

6.  The  Stevens  Institvie  of  Technology  and  its  Laboratories. — 
The  convenient  location  of  the  Stevens  Institute  of  Technology,  its 
exceptionally  complete  collections,  its  special  adaptation,  in  conse- 
quence of  its  organization  as  a  School  of  Mechanical  Engineering 
and  by  the  training  of  its  ofiScers  and  employees  to  such  work,  has 
led  gentlemen  well  known  in  connection  with  railroad  work  and  with 
the  iron  and  steel  industries  to  ask  whether  it  would  be  possible  to 
induce  its  authorities  to  inaugurate  such  an  institution  as  a  part  of 
its  Department  of  Engineering. 

The  evident  interest  which  the  plan  has  awakened  among  all  classes 
engaged  in  engineering  and  mechanical  work  induced  the  writer, 
who  had  long  believed  such  a-  laboratory  to  be  one  of  the  necessities 
of  the  present  time,  to  address  the  Trustees  upon  the  subject.  This 
correspondence,  in  which  the  case  is  stated  by  the  writer,  and  in  which 
the  trustees  acquiesce  in  the  views  presented  with  an  interest  and  a 
promptness  of  action  which  exhibits  a  thorough  appreciation  of  the 
importance  of  the  subject,  will  be  read  with  interest  by  every  one. 

The  trustees  of  the  Stevens  Institute  of  Technology  have  consent- 
ed to  inaugurate  a  mechanical  laboratory,  and  it  is  to  be  hoped  that 
this  germ,  which  is  just  now  commencing  its  development,  may  grow 
into  something  as  noble  in  itself  and  as  grand  in  results  as  its  most 
interested  and  enthusiastic  friends  can  possibly  have  anticipated. 

It  is  a  pleasure  to  be  able  to  announce  also,  that  those  who  are 
most  interested  in  the  matter  are  taking  prompt  action  in  aid  of  the 
plan.     The  American  Railway  Master  Mechanics'  Association  has  its 
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standing  committee,  which  is  ready  to  do  all  that  lies  within  its  pro- 
vince, and  it  may  be  expected  to  give  valuable  aid  and  advice. 

The  American  Society  of  Civil  Engineers  have  taken  similar  ac- 
tion, and  their  committee  stands  ready  to  co-operate  with  other 
societies  and  with  individuals,  and  to  assist  also  by  advice  and  acti?e 
exertion  in  securing  means  for  the  inauguration  of  this  important 
project 

Leading  members  of  the  iron  and  steel  associations  and  of  the 
press  are  taking  an  active  interest  in  the  subject,  and  the  plan  will 
be  so  thoroughly  published  that  it  must  succeed  if  the  advantages 
apparent  are  at  all  appreciated  by  those  who  are  to  be  most  directly 
assisted. 

Stevens  Institute  of  Technology. 
Hohoken^  JV.  J. 


Gramme  Hachine. — The  following  is  an  interesting  example  of 
the  use  of  the  Gramme  machine  for  lighting  purposes.  The  premises 
(a  large  iron  foundry  in  France)  are  lighted  by  four  lamps,  each  in 
electrical  union  with  a  Gramme  machine,  which  are  placed  adjacent 
to  the  foundry,  and  1700  rotations  a  minute  are  effected  by  means  of 
a  steam-engine  used  in  the  ordinary  work  of  the  factory.  Each  set 
of  carbons  is  surrounded  by  a  diffusing  globe,  so  that  the  light  does 
not  appear  as  blinding  points,  but  as  four  large  shining  white  globes. 
The  area  of  the  building  is  about  182  feet  by  91  feet,  and  the  lamps 
are  placed  at  a  height  of  17  feet  above  the  ground  in  the  corners  of 
a  rectangle  70  feet  by  46  feet.  This  arrangement  is  found  to  suit 
admirably;  the  intensity  of  the  light  is  nearly  constant,  and  scarcely 
any  shadow  falls,  on  account  of  the  rays  from  the  four  lamps  crossing 
each  other's  paths.  The  cost,  as  far  as  at  present  ascertainable,  is 
estimated  thus  : — The  carbon  poles,  0*250  meter  each  long  =0*500 
m.  for  every  lamp ;  the  section  equaling  6  square  m.m.  The  upper 
carbon  is  consumed  in  three  hours,  the  lower  in  five  hours ;  hence 
the  two  may  be  reckoned  as  burnt  away  in  four  hours,  or  0*125  meter 
per  hour  per  lamp.  This,  at  1*75  francs  a  meter,  equals  0*22  frano 
per  hour  per  lamp ;  and  to  this  must  be  added  an  estimate  cost  of  004 
franc  for  driving  each  machine.  The  total  expense  thus  becomes 
1*04  francs  per  lamp  per  hour,  plu»  the  interest  upon  the  cost  of  the 
machine  and  charge  for  its  wear  and  tear. 
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By  Karl  Hbumann.* 

SynopHa  of  article  by  Henry  Pembebton,  Esq. 

The  views  of  different  observers  are  widely  opposed.  Stein  be- 
lieves that  the  disilluminating  effect  of  the  admixture  of  indifferent 
gases  is  the  result  of  dilution  only,  which  permits  the  oxygen  of  the 
surrounding  air  entering  the  flame,  and  transforming  all  the  car- 
bon into  carbonic  oxide.  B.  Blochmann  is  of  opinion  that  the  cause 
of  the  disilluminating  effect  of  neutral  gases,  is  that  a  relatively 
smaller  quantity  of  oxygen  comes  into  contact  with  the  combustible 
constituents  of  the  flame ;  and  that  in  the  flame  of  Bunsen's  lamp,  the 
entrance  of  oxygen  into  the  inner  zone  of  combustion  causes  decompo- 
sition of  the  gas,  giving  rise  to  hydrogen  and  carbonic  oxide  ;  there- 
fore, gases  that  under  ordinary  circumstances  burn  without  illumination. 

Frankland's  hypothesis  is  that  the  illuminating  power  of  the  gas  flame 
specially  depends  upon  its  degree  of  condensation.  In  opposition  to 
these,  F.  Wibel  shows  that  a  flame  rendered  nonilluminating  by  air 
or  an  indifferent  gas,  becomes  again  brightly  luminous  when  the  ^^  bur- 
ner "  is  heated  to  redness.  In  this  case,  the  dilution  of  the  gases  of 
the  flame  and  the  amount  of  the  absorbed  air  are  increased ;  never- 
theless, the  flame  becomes  luminous.  Wibel  draws  conclusions  from 
this,  in  direct  opposition  to  the  views  of  those  above  cited,  and  goes, 
I  think,  to  the  opposite  extreme.  His  thesis  urges  that  it  is  not  the 
diltUionj  but  the  cooling  of  the  interior  of  the  flame  by  the  entering 
gases,  that  robs  it  of  light.  This  certainly  cannot  apply  to  the  flame 
of  the  Bunsen  lamp,  for  if  he  is  correct,  the  Bunsen  flame  should 
be  cooler  than  the  luminous  one,  whilst  daily  experience  proves  that 
the  blue  burning  flame  possesses  a  much  higher  temperature. 

The  oxygen  of  the  admixed  air  cannot  be  held  to  be  the  cause  in 
this  instance  ;  for  heating  the  burner  could  not  alter  the  relation  of 
the  gases,  yet  the  flame  thereby  becomes  luminous.     Perhaps  it  may 

*From  the  Journal  fur  Gaabeleuehtung  und  Wa^iervertoryuny,  Munich,  Sept.,  1875. 


Digitized  by  VjOOQ  IC 


420  ChemUtrjf\  PhyncB^  Technology ^  etc. 

be  suggested  that  the  effect  of  heating  the  barner  is  to  restore  the 
temperature  that  had  been  lowered  by  the  incoming  oxygen,  bat  this 
is  contradicted  by  the  fact  that  the  flame  mixed  with  air  is  much 
hotter  than  the  luminous  one.  The  possibility  of  a  lower  tempera- 
ture is  therefore  not  admissible. 

It  remains  therefore  to  recognize  as  a  fact  that  the  dilution  of  com- 
bustible gases  is  one  important  factor,  and  can  alone — without  refer- 
ence to  the  temperature — disilluminate  the  flame.  It  must  be 
further  admitted  that  a  mixture  of  illuminating  gas  and  an  indifferent 
gas  requires  a  higher  temperature  to  become  illuminating,  than  the 
undiluted  gas  alone  does.  Wibel's  experiment  does  not  therefore 
prove  that  the  cooling  of  the  flame  is  exclusively  the  cause  of  the  dis- 
illumination,  for  by  the  admixture  of  indifferent  gases  its  composition 
is  very  materially  altered.  The  truth  therefore  may  well  lie  between 
the  opposing  theories  of  the  different  observers,  and  the  disillumina- 
tion  of  a  flame  containing  carburets  by  the  introduction  of  air  or  an 
indifferent  gas,  depends  not  only  upon  the  cooling  effect,  but  also  upon 
the  dilution  of  the  gases  of  the  flame,  which  dilution  may  have  formed 
a  gaseous  mixture  needing  a  higher  temperature  to  burn  luminously 
than  the  illuminating  (un  ?)  diluted  flame  itself  previously  required. 

The  support  that  Wibel's  theory  derived  from  the  behavior  of  a  flame 
from  coal  gas  and  oxygen,  is  explained  by  my  view  in  the  most  con- 
vincing manner.  As  Wibel  found,  such  a  flame  is  extremely  difficult 
to  disilluminate,  because  its  temperature  in  the  presence  of  pure 
oxygen  is  an  extremely  high  one.  The  cooling  effect  produced  by 
the  cold  oxygen  entering,  as  well  as  the  absolutely  higher  tempera- 
ture required  to  enable  the  gaseous  mixture  to  burn  luminously,  is 
nearly  if  not  entirely  compensated  for  by  the  intense  heat  produced 
by  the  concentrated,  energetic  combustion  in  the  presence  of  pure 
oxygen ;  therefore  the  disillumination  is  rendered  so  much  the  more 
difficult.  That  it  ultimately  can  be  produced  by  a  very  strong  stream 
of  oxygen,  and  by  means  of  a  net  of  wire  gauze,  may  readily  be  un- 
derstood. 

The  introduction  of  pure  oxygen  in  a  suitable  manner  into  a  flame 
renders  it  very  illuminating  by  producing  an  excessively  high  temper- 
ature, whilst  the  prejudicial  dilution  that  would  be  caused  if  air  had 
been  used,  does  not  occur.  Too  much  oxygen  or  too  little  can  pro- 
duce the  same  conditions  that  dilution  by  an  indifferent  gas  would  do ; 
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in  the  one  case  the  oxygen  penetrating  the  small  flame  and  dilating 
it  excessively,  in  the  other  the  combustion  being  too  languid  to  afford 
the  needed  temperature. 

EXPEBIMENTS  OIVBN  TO  SHOW  THB  EFFECT  OF  EXCESS  OR 
INSUFFICIENCY  OF  OXTQEN. 

An  inverted  flask  filled  with  oxygen ;  into  it  introduce  a  small  gas 
flame  from  the  jet  of  a  blowpipe.  At  first  the  outer  portion  of  the 
flame  expands  enormously,  consuming  the  lighting  part  of  the  flame, 
which  decreases  until  it  becomes  only  a  little  bright  point.  After  a 
time,  when  the  products  of  combustion  have  diluted  somewhat  the  oxy- 
gen, the  bright  point  increases  until  it  reaches  the  mantle  of  flame  ; 
the  brightly  shining  flame  presents  then  the  appearance  that  it  would 
do  in  ordinary  air.  Gradually  the  products  of  combustion  dilute  still 
more  the  oxygen,  the  temperature  of  the  flame  sinks  still  lower,  the 
flame  becomes  blue,  then  nearly  invisible,  and  finally  goes  out. 

To  show  that  cooling  alone  can  render  a  flame  non-luminous,  direct 
a  small  luminous  gas  flame  against  the  bottom  of  a  platinum  dish  or 
capsule,  so  that  the  flame  will  spread  itself  and  become  blue.  Thus 
far,  this  result  cannot  be  attributed  solely  to  the  cooling  effect,  since 
spreading  out  the  flame  might  also  mix  it  with  the  air  and  dilute  it. 
But  if  the  capsule  be  heated  on  the  opposite  (upper)  surface  to  red- 
ness with  the  powerful  flame  of  a  large  Bunsen's  burner  held  horizon- 
tally, then  with  the  rising  temperature  of  the  capsule,  the  flame 
beneath  it  will  become  brighter  and  brighter,  until  it  will  finally  reach 
its  original  brilliancy.  The  capsule  must  of  course  be  clean  and  free 
from  traces  of  soda  from  the  fingers.  This  proves  that  the  dis- 
illuminated  flame  is  again  made  luminous,  simply  by  the  temperature 
of  the  metallic  plate.  If  the  Bunsen  flame  be  withdrawn,  the  small 
gas  flame  will  remain  luminous  for  a  short  time,  and  then  as  the 
metal  cools  it  will  become  again  blue. 

In  these  experiments  the  question  has  not  here  been  discussed  upon 
what  chemical  or  physical  changes  induced  by  the  dilution  or  cooling, 
the  disillumination  depends ;  nor  has  the  disputed  point  whether  the 
material  that  heated  to  redness  becomes  luminous — ^beit  carbon  or  dense 
vapor — ^been  touched  upon ;  but  as  concerning  the  opposing  theories 
whether  cooling  or  dilution  is  the  cause  of  disillumination,  it  seems  to 
me  decided  that  at  least  three  different  causes,  each  by  itself,  can 
eause  disillumination.     In  most  cases,  two  or  all  three  act  simulta- 
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neously.     I  give  as  the  result  of  my  observations  that  disiUummatum 
can  occur — 

a.  By  cooling. 

b.  By  dilation.  The  mixture  of  illuminating  and  neutral  gasea 
can  only  bum  luminously  when  the  flame  possesses  a  much  higher 
temperature  than  the  ordinary  luminous  gas  flame. 

c.  By  energetic  oxydation  of  the  illuminating  material  (experi- 
ment 1). 

And  the  restoration  of  the  lighting  power  wiU  he  produced 

a.     By  access  of  heat  (experiment  5). 

J.  By  increase  of  the  temperature  of  the  flame  produced  by 
heating  mixture  of  gases  or  of  the  indifferent  gases  before  their  com- 
bustion. 

c.     By  dilution  of  oxygen  with  indifierent  gases. 

ON  THE   DISTANCE   BETWEEN   THE   FLAHB   AND   BURNER. 

B.  Blochmann  first  investigated  the  phenomenon  that  the  flame 
does  not  immediately  touch  the  burner  of  a  gas  jet  nor  the  wick  of  a 
candle.  This  is  seen  more  clearly  with  a  small  flame  than  with  a 
large  one.  As  the  gas  jet  is  turned  down,  the  relative  distance 
between  flame  and  burner  increases.  The  distance  between  is  much 
increased  when  an  indifferent  gas  is  mixed^  such  as  nitrogen,  car- 
bonic acid,  etc.  Blochmann  thought  therefore  that  the  dilution  was 
the  cause  thereof,  and  explained  the  fact  of  the  greater  distance  by 
stating  that  a  certain  fixed  proportion  must  exist  between  the  com- 
bustible portion  of  the  gas  and  the  air,  and  as  the  diluted  gas  required 
more  volume  for  the  same  combustible  quantity,  so  must  a  greater 
volume  thereof  be  mixed  with  the  air  before  combustion  would  occur  \ 
that  is  to  say,  the  space  between  burner  and  flame  must  be  larger. 
This  somewhat  forced  explanation  of  Blochmann  is,  I  think,  wrong, 
for  any  cold  object  held  in  a  flame  produces  a  space  between  the  flame 
and  it.     This  space  is  the  larger,  the  more  diluted  the  gas. 

It  is  more  easily  blown  out  the  more  it  is  diluted.  A  flame  diluted 
with  much  carbonic  acid  will  stand  several  inches  above  the  burner, 
and  be  blown  out  with  the  slightest  puffl 

If  the  burner  be  heated,  the  flame  will  approach  the  burner  more 
and  more  nearly  as  the  temperature  increases.  If  surmounted  with 
a  platinum  tube  heated  to  redness,  it  will  approach  and  attach  itself 
to  the  burner.     The  opening  produced  in  a  diluted  gas  flame  by  a 
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cold  iron  rod  will  close  in  proportion  as  the  rod  be  heated ;  if  the 
rod  be  made  red  hot,  it  will  close  completely.  The  above  may  all  be 
noticed  in  an  ordinary  gas  flame,  but  not  so  clearly  or  decidedly. 

The  space  between  the  burner  of  a  diluted  flame  being  larger,  is 
dependent  upon  the  fact  that  the  temperature  is  lower ;  for  at  the 
instant  of  combustion  the  evolved  heat  has  to  spend  itself  through 
the  mass  of  indifferent  gas.  As  the  heat  of  the  flame  is  low,  any 
cool  object  will  extinguish  it  in  its  immediate  proximity  by  the  further 
reduction  of  temperature. 

It  is  thus  beyond  doubt  that  in  all  these  experiments  the  cooling 
effect  produced  by  the  burner  or  other  introduced  cold  object,  is  the 
sole  cause  of  the  above  mentioned  intermediate  space.    . 


ON  THE  DEVELOPMENT  OF  THE  CHEMICAL  ARTS  DURING  THE  U8T 

TEN  YEARS.* 

By  Dr.  A.  W.  HoFMANN.f 

[Continued  from  Vol.   Ixx,  page  279.] 

Siemens'  instrument  consists  essentially  of  two  concentric  tubes  of 
glass,  the  inner  tube  being  lined  with  tinfoil  within,  and  the  exterior 
coated  with  the  same  material  without.  The  inner  tube  is  closed  at 
one  end,  and  is  sealed  to  the  outer  tube  in  such  a  manner  that  an  in- 
terval remains  between  them.  The  outer  tube  is  drawn  out  at  one 
end  to  a  thin  junction  piece,  and  a  similar  one  is  fused  to  it  at  the 
other  end.  Oxygen  circulates  in  the  interval.  If  the  wire  ends  of 
the  Ruhmkorff*s  apparatus  are  brought  in  contact  with  the  tinfoil 
coating  of  the  tubes,  the  intervening  space  becomes  luminous,  and  the 
oxygen  present  is  ozonized.  Ruminet  in  England  and  Low  in 
France,§  patented,  in  1872,  a  process  for  obtaining  ozone  by  blow- 
ing cold  air  into  the  Bunsen  flame.  There  is  no  information  as  to  the 
results  of  this  process. 

A  patent  obtained  in  England,  and  specified  far  from  clearly,  for 

*<<  Berichte  iiber  die  Entwickelung  der  Chemischen  Industrie  Wahrend  des  Letzten 
Jahrzehends." 

fFrom  the  Chemical  Newt, 
JRumine,  J3er.  Chem.  GeeelL,  t,  123. 
JLow,  Ber.  Chem.  Geeell.,  t,  740. 
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oBtaining  ozone  by  boiling  seaweed,*  may  be  mentioned  as  a 
cariosity,  and  also  the  credulity  with  which  ozone-baths,  prepared  in 
this  manner,  find  a  ready  sale,  in  spite  of,  or  perhaps  rather  on  ac- 
count of,  their  high  price.  It  appears  at  any  rate  that  an  industrial 
method  of  obtaining  ozone  is  hitherto  an  unfulfilled  desideratum. 

Only  the  highest  branch  of  industry,  that  in  which  justly  no  price 
is  considered  too  high,  as  its  object  is  health,  to  wit  medicine,  has 
found  the  present  method  sufficient  to  allow  of  the  application  of 
ozone.  The  observation  first  published  by  Schonbein,  ^^  that  the  air 
of  towns,  and  even  of  well-ventilated  rooms  in  the  country  contains 
no  ozone,"  has  been  subsequently  placed  beyond  the  reach  of  doubt 
by  Andrews,t  whilst  Schonbein's  conjecture  as  to  the  connection 
between  epidemics  and  a  deficiency  of  ozone  is  certainly  unproved. 

Latterly  Lender  has  come  forward  as  the  advocate  of  the  medical 
application  and  efficacy  of  ozone,  which  he  recommends  both  as  oz- 
onized air  and  ozonized  water  in  tuberculosis,  rheumatism  of  the 
joints,  glaucoma,  asthma,  gout,  etc.!  That  his  exertions  have  not 
met  with  the  approval  of  the  profession  appears  from  a  discussion 
of  the  Berlin  Medical  Society,  Oct.  29,  1878,  held  under  the  presi- 
dency of  Dr.  Yon  Langenbeck.||  Here  the  use  of  ozone  was  defended 
by  Lender  alone,  and  met  with  zealous  opposition.  0.  Leibreich 
argued  on  this  occasion  that  it  was  impossible  to  convey  into  the  blood 
a  body  so  unstable  as  ozone,  which  must  be  decomposed  in  the  res- 
piratory organs.  Inhalations  of  ozone  must,  therefore,  be  merely  in- 
halations of  pure  oxygen,  whilst  the  disinfection  of  sick  chambers 
may  be  effected  by  simpler  and  better  means.  Nevertheless,  it  is 
necessary  to  mention  here  the  observations  of  Schone§  and  Houzeau^ 
and  after  working  with  ozone,  its  peculiar  odor  adheres  to  the  hands 
for  some  time,  as  well  as  to  garments  of  flannel  or  other  tissues.  Its 
decomposition,  therefore,  appears  not  to  be  instantaneous.  That  the 
physiological  action  of  strongly  ozonized  oxygen  is  very  important, 
appears  from  the  recent  experiments  of  Dewar  and  MacEendrick.** 

*BerL  Chem,  Oetell.,  v,  643. 

t Andrews,  Nature,  1874,  p.  866. 

JLender,  OoseherCt  Deutsche  Klinik,  1872,  1878. 

\\Klmische  WochmachHft,  1878,  688,  689. 

JSchone  BerL  Chem,  Oes,  1873,  1226. 

f  Houxeau,  Ann.  Chim,  Phys.  (4,)  xxyii,  16. 

^Dewar  and  MacKendrick,  R,  See  Edinb.    Proe,  Session  1878, 1874. 
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Oxygen  ozonized  by  induction,  and  containing  at  most  10  per  cent, 
of  ozone,  killed  small  animals  which  were  allowed  to  mhale  it,  such 
as  rabbits,  mice,  and  small  birds,  the  latter  two  in  20  minutes. 
Respiration  was  rendered  slower,  the  pulse  was  enfeebled,  and  the 
blood  in  all  parts  of  the  body  was  rendered  venous.  This  remark- 
able phenomenon  is  considered  by  the  observers  as  due  to  the  high 
specific  gravity  of  ozone  (24th,)  which  exceeds  that  of  carbonic  acid 
(22d,)  and  thus  retards  the  diffusion  of  the  latter  out  of  the  blood. 
The  irritant  action  of  ozone  upon  the  mucous  membrane  and  its  de- 
structive efftct  upon  tissues  are  recognized  both  by  these  observers 
and  by  earlier  authorities.  Redfern  considered  in  1857  that  in  his 
experiments  oxygen  containing  l-240th  of  ozone  proved  fatal  to  small 
animals  in  30  seconds,  producing  congestion  and  emphysema  of  the 
lungs  after  enlargement  of  the  right  ventricle.* 

Lender  has  established  an  ozone  manufactory  for  medicinal  purposes. 
It  is  announced  that  ozone  inhalations  may  be  had  at  about  T^d.  per 
cubic  foot,  or  £1  per  cubic  meter.  The  method  of  preparation,  and 
the  strength  in  ozone,  are  not  stated.  Ozonized  water,  according  to 
the  degree  of  concentration,  costs  from  6d.  to  Is.  per  bottle.  This 
ozonized  water  was  very  carefully  tested  by  Cariusf  with  the  unfavor- 
able result  that  in  1000  grms.,  00087  to  00095  grm.,  or  less  than 
1-lOOOth  per  cent,  of  ozone,  was  present.  Chlorine  and  hypochlo- 
rous  acid  were  not  detected.  On  the  other  hand,  Behrens  and  Jacob- 
8en|  say  that  nothing  but  hypochlorous  acid  is  found  in  commercial 
ozone-water.  According  to  the  experiments  of  Carius,  the  absorp- 
tion coefficient  of  ozone  in  water  is  so  small  that  the  above-mentioned 
figures  border  very  closely  upon  the  highest  possible  quantity. 

How  great  would  be  the  influence  of  a  cheap  source  of  ozone  upon 
manufactures  appears  at  once  from  the  fact  that  in  the  nascent  state 
this  body  oxidizes  nitrogen  to  nitric  acid.  The  presence  cf  the  latter 
body  in  thunder-rain  has  long  ago  been  found  to  result  from  this  cir- 
cumstance. The  manufacture  of  ozone  would^  therefore,  involve 
nothing  less  than  the  synthesis  of  this  important  mineral  acid,  hitherto 
only  procured  from  nitre. 


♦Andrews,  Nature,  1874,  366. 
fCarius,  J3er.  Chem.  Get,  v.,  620,  and  vi.,  806. 

JBehrens   and  Jacobsen,    VierteJjahrschrift  /,  iV.  Pharm.  von   Wittstein,    xxii,  280, 
1875. 
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That  in  grass-bleaching  and  in  disinfection  by  means  of  ethereal 
oils  we  have  from  time  immemorial  made  use  of  ozone — ^generated  in 
the  one  case  by  the  growth  of  grass,  and  in  the  other  by  the  hydro- 
carbons— can  only  serve  to  intensify  onr  longing  for  the  technical 
production  of  ozone.  Upon  such  a  process  depends  the  method  of 
bleaching  ivory,  as  it  has  been  conducted  since  1850  in  Meyer's 
walking-stick  manufactory  at  Hamburg,  and  subsequently  at  other 
places.  The  ivory  is  immersed  for  weeks  in  photogen,  or  other 
volatile  oils,  exposed  to  strong  sunshine  and  to  air,  whereby  the  lat- 
ter is  ozonized  and  bleaches. 

The  first  patent  for  the  application  of  ozone  was  recently  granted 
fn  England.  In  order  to  form  acetic  acid  from  alcohol  without  fer- 
mentation, the  inventors*  obtain  ozone  by  blowing  air  through  a  flame 
and  bringing  it  in  contact  with  a  current  of  alcohol.  A  practical 
verification  of  the  procedure  has  not  been  furnished. 

HYDROGEN. 

Of  the  three  properties  to  which  the  industrial  applications  of  hy- 
drogen are  applicable  two  are  of  so  striking  a  nature  that  they  can- 
not have  escaped  the  earliest  observers.  To  them  it  appeared  as  the 
combustible  principle,  the  "volatile  sulphur  ;"t  subsequently,  it  was 
regarded  as  the  long-soughtfor  phlogiston,^  or  as  the  "inflammable 
air,"  of  which  all  combustible  gases  were  mere  varieties.  In  modern 
times,  this  previously  vague  knowledge  has  been  rendered  definite, 
recognizing  in  hydrogen  the  greatest  heat  of  combustion,  and  conse- 
quently the  property  of  producing  the  highest  degrees  of  heat  and 
light,  properties  which  met  with  a  practical  application  at  an  early 
date. 

The  low  specific  gravity  of  hydrogen  did  not  escape  the  earliest 
observers.  Being  scarcely  ponderable,  it  excited  the  idea  of  impon- 
derable bodies,  and  its  specific  lightness,  as  well  as  its  great  heat  of 
combustion,  soon  met  with  a  striking  application. 

A  third  attribute  is  of  a  less  manifest  nature.  Occasionally  destroy- 
ing colors,  but  often  obtained  without  any  brilliant  and  striking 
phenomena,  hydrogen  in  its  nascent  state  is  capable  of  entering  into 
many  combinations,  of  which  it  is  incapable  when  pre-existing  in  a 

•Turner  and  Vanderpool,  Bfr,  Chem,  Oet.t  vi,  1563. 
f(>emery,  *'  Memoirs  do  1' Academic,"  1700. 
{Cavendish,  1766. 
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free  state.  It  liberates  chlorine,  oxygen,  and  other  elements  from 
their  compounds,  and  takes  their  place ;  or  it  is  deposited  in  com- 
poands  not  fully  saturated,  and  fills  up  the  vacancies.  This  attribute 
is  most  weighty  for  the  most  recent  development  of  chemistry,  as 
well  as  of  great  technological  importance.  Unawares,  this  property 
has  been  made  use  of  for  ages.  Upon  it  depends  the  transmutation 
of  indigo-blue  in  the  vat  into  indigo-white,  and,  consequently,  one  of 
the  oldest  and  most  important  branches  of  the  art  of  dyeing. 

(To  be  continued.) 


THE  THEORY  OF  VENTIUTION. 

Abstract  from  a  paper  in  the  Proceedings  of  the  Royal  Society, 
entitled,  **  On  the  Theory  of  Ventilation — An  attempt  to  estHblish 
a  positive  basis  for  the  calculation  of  the  amount  of  fresh  air  re- 
quired for  an  inhabited  air  space,"  by  Surgeon  Major  F.  De  Chau- 
MONT,  M.D. 

This  paper  is  the  record  of  a  very  large  number  of  observations 
made  by  the  writer,  with  the  assistance  of  two  officers  in  the  British 
service,  in  the  rooms  or  wards  of  barracks  and  hospitals,  chiefly  at 
night,  upon  a  basis  of  the  evidence  of  the  sense  of  smelling ;  the 
observations  being  accompanied  with  corresponding  examinations  of 
the  constituents  of  the  vitiated  air.  While,  however,  the  ^*  sense  of 
smell"  is  made  the  ostensible  basis  of  the  theory,  it  is,  in  fact,  merely 
used  as  a  measure  of  the  quantity  of  carbonic  acid  (CO2)  present,  and  an 
exceedingly  elaborate  set  of  computations  and  tables  are  made  to 
bring  into  correspondence,  and  remove  the  error  of  observation  which 
was  found  to  attach  to  the  relationship  of  the  smell  of  odors,  which 
have  organic  origin,  with  the  presence  of  inodorous  gas.  The  pro- 
portions of  Vapor  and  Humidity,  were  also  considered  in  the  com- 
putations very  fully,  but  with  the  result  of  extreme  divergency,  which 
attaches  to  the  ratio  of  vapor  in  a  normal  atmosphere. 

In  the  words  of  Doctor  DeChaumont:  ''  It  is  generally  admitted 
that  ic  is  organic  matter;  either  suspended,  or  in  the  form  of  vapor, 
that  is  the  poison  in  air  rendered  impure  by  the  products  of  res- 
piration. It  is  also  admitted,  that  it  is  the  same  substance  that  gives 
the  disagreeable  sensation  described  as  ^^  closeness  "  in  an  ill-venti- 
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lated  air  space.  Although  the  natnre  of  organic  matter  may  vary  to 
a  certain  extent,  it  will  be  allowed  that  a  condition  of  good  ventila- 
tion may  be  established  if  we  dilute  the  air  sufficiently  with  fresh  air, 
so  that  the  amount  of  organic  matter  shall  not  Ya,rj  sensibly  from  that 
of  the  external  air.  Unfortunately,  all  the  methods  devised  for  the 
determination  of  organic  matter  in  air,  are  both  difficult  and  unsatis- 
factory, so  much  so,  that  they  are  almost  practically  impossible  in  a 
ventilation  inquiry.  Observations,  however,  as  far  as  they  have 
gone,  seem  to  show  that  the  amount  of  organic  impurity  bears  a 
fairly  regular  proportion  to  the  amount  of  carbonic  acid  evolved  by 
the  inhabitant  of  an  air  space,  and  as  the  latter  can  be  easily  and 
certainly  determined,  we  may  take  it  as  a  measure  of  the  condition 
of  the  air  space." 

Notwithstanding  this  change  of  basis  of  investigation,  the  observa- 
tions were  really  proceeded  with  on  the  original  method  of  compara- 
tive odor,  *' closeness,"  the  accuracy  of  which,  does  not,  from  the  dis- 
crepancies of  result,  and  the  extreme  profundity  of  the  mathemati- 
cal operations,  in  reconciling  them  with  each  other,  strike  one  as  very 
satisfactory  for  general  use.  The  method  of  observation  was  as  fol- 
lows :  '^  On  first  entering  the  room  from  the  outer  air  (observations 
in  prisons  were  not  included  in  the  investigation,  because  of  the  general 
difficulty  of  entering  cells  directly  from  the  open  air),  the  sensation 
was  noted  just  as  it  occurred  to  the  observer.  Five  grades  of  sensa- 
tion were  attempted,  and  denominated  *^  fresh  or  fair,"  '^  not  close," 
''close,"  *' very  close,"  "  extremely  close."  The  condition  of  the 
last  two,  however,  proved  so  little  dissimilar  that  they  were  neces- 
sarily merged,  so  that  four  grades  of  terms  only  remained.  The  air 
was  then  collected  in  two  jars  or  bottles,  and  set  aside  with  lime 
water  for  subsequent  analysis,  and  the  temperature  of  dry  and  wet 
bulb  thermometers  in  the  room,  at  the  time  of  observation,  was  noted. 
Samples  of  the  external  air,  with  temperatures  at  about  the  same 
time  were  taken. 

This  statement  of  the  nature  and  extent  of  each  observation  ;  when 
it  is  added  that  the  number  of  observations  reached  247,  and  of 
chemical  analysis  reached  473,  and  that  all  were  tabulated  and  com- 
pared for  elimination  of  varied  results  ;  will  convey  to  the  reader  an 
idea  of  the  extreme  elaboration  of  study,  which  will  be  as 
satisfactory  as  an  exhibition  of  the  figures  made  in  the  steps 
of  calculation.  It  is  obvious,  that  to  preserve  any  given  condition  of 
air  in  a  continuously  occupied  room,  by  dilution ;  the  supply  of  fresh 
air  per  given  unit  of  time,  must  have  a  constant  ratio  to  the  quantity 
of  impurity  evolved  by  the  inmates,  in  the  same  time ;  independent 
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from  the  size  of  the  room,  and  equal  to  the  assumed  ratio  of  im- 
purity of  condition.*  Dr.  De  Ghaumont  quotes  as  authorities  for  the 
volume  of  carbonic  acid  gas  expired  per  hour,  by  a  sleeping  inmate 
of  a  room :  Angus  Smith,  0-405  cubic  feet ;  Dr.  Parkes,  0'600  cubic 
feet;  Pettenkofer,  0705  cubic  feet. 

Based  on  his  results,  and  upon  these  authorities,   the  following 
table  gives  a  comprehensive  view  of  Dr.  De  Ghaumont*s  figures : 


Limit   of    carbonic 
acid  (CO2)  found  m  the 
air,    per    cubic    foot; 
being:  the  excess  of  car- 
bonic   acid    over    the 
mean  external  quan- 
tity of  0-0004. 

Cubic  feet  of  ftesh  air  per  Inmate  per  hour 
needed   to   preserve  the  proportion  of  car- 
bonic acid  for  the  several  grades. 

Penomlnation  of  Sensation. 

Angus  Smith's 
estimate, 
c  =  0-405 

Dr.  Parkes' 
estimate, 
e  =  oaoo 

Pettenkofer's 
estimate, 
e  =  0-706 

Fresh,  fair,  or  not  close . . 
Rather  close,  a  little  smell 
Close 

0-0001831 
0-0003894 
0-0006322 

0-0008583 

2460 

1155 

710 

530 

8280 

1540 

950 

700 

3850 
1810 
1115 

Very  close,  bad, extremely 
close 

825 

The  estimate  of  Dr.  Parkes  is  approved  by  Dr.  De  Chaumont,  and  it 
is  stated  that  the  existing  Army  Regulations  of  Great  Britain  con- 
template a  delivery  of  1200  cubic  feet  per  head  per  hour,  in  bar- 
racks, and  his  sleeping  hours  are  passed  in  an  atmosphere  to  be  rated 
between  "rather  close,**  and  "  close,"  to  the  sense  of  smell. 

In  considering  separately  the  condition  of  barracks  and  of 
hospitals,  it  was  found  that  in  the  latter,  the  "  sense  of 
smell "  detected  respiratory  impurity,  accompanied  by  a  far 
less  proportion  of  carbonic  acid.  Grouping  the  observations 
on  each  separately,  there  were  for  "fresh,  fair,  or  not  close," 
0  000196  of  carbonic  acid  present  in  each  unit  of  volume  of  air 
in  barracks,  to  0000157  in  hospitals.  Whence  it  follows  that  to  pre- 
serve relative  freshness  of  the  two  places,  when  3000  cubic  feet  per 
hour  is  requisite  for  barracks,  there  will  be  4000  cubic  feet  per  hour 
demanded  for  hospitals.  The  condition  of  the  air  in  the  two  cases, 
for  less  pure  ratings  in  the  demonstration  of  sensation,  more  nearly 
corresponded ;  so  that  on  the  whole  list  they  very  nearly  coincided. 

*  In  the  shape  of  a  formula  this  proportion  becomes  d  =  -  where  d  =  yolume  of 
fresh  air  per  inmate  per  hour,  e  =  volume  of  carbonic  acid  expired  per  inmate  per 
hour,  and  q  =  the  limit  of  yolume  of  carbonic  acid  admissible. 
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The  final  conclusions  of  the  paper  are  as  follows : 

*^  Oondition$  a$  to  the  Standard  of  good  Ventilation. 
Temperature  {dry  bulb),  63°  to  65°  Fah. 
do.  (wet  bulb),  68°  to  61°  Fah. 

"  N.  B. — The  temperature  should  never  be  much  below  60°,  but  it 
may  be  found  difficult  to  prevent  its  rising  in  hot  weather.  Id  anj 
case,  the  difference  between  the  two  thermometers  ought  not  to  be 
less  than  4°  and  ought  not  to  exceed  5°. 

'^  Vapor  ought  not  to  exceed  47  grains  per  cubic  foot  at  a  temper- 
ature of  63°  Fah.,  or  5  grains  at  a  temperature  of  65°  Fah. 
^^  Humidity  ought  not  to  exceed  0  73  to  0*75. 
^^  Carbonic  Aeidj  respiratory  impurity,  ought  not  to  exceed  00002 
per  foot.     Taking  the  mean  external  air  ratio  at  0  0004,  this  would 
give  a  mean  internal  air  ratio  of  00006." 

In  review  of  this  paper,  it  may  be  said,  especially  as  applied  to 
this  country,  that  it  is  scarcely  a  satisfactory  consideration  of  the 
necessities  of  ventilation  in  continuously  occupied  rooms.  The 
connection  between  organic  impurities  and  the  presence  of  carbonic 
acid,  is  by  no  means  as  simple  &s  here  assumeJ.  Recognizing  that 
organic  substances  are  either  in  suspension  in  the  humidity  or  vapor 
in  the  air,  or  bear  some  more  intimate  relation  to  the  humidity  or 
vapor ;  in  other  words,  that  they  are  not  independent  gases,  following 
the  laws  of  diffusion;  then,  it  follows,  that  their  rate  of  absorption 
or  diffusion  varies  in  some  ratio  (perhaps  not  directly  as)  with  that  uf 
the  humidity  or  vapor. 

The  rate  of  diffusion  of  a  vapor  as  compared  with  the  rate 
of  diffusion  of  carbonic  acid,  is  exceedingly  high.  Taking,  for 
instance,  the  average  temperature  between  thdt  of  expired 
breath  (90°),  with  that  assumed  by  Dr.  De  Chaumont  for  the  room, 
(65°)  =  77  J°;  the  tension  of  aqueous  vapor  is  so  low  that  its  specific 
gravity  becomes  about  00196,  while  that  of  carbonic  acid  is  1-5290. 
As  the  rates  of  diffusion  of  the  two  gaseous  bodies  vary  nearly  as  the 
reciprocals  of  the  square  roots  of  their  densities;  equal  volumes  of 
vapor,  or  of  carbonic  acid,  would  be  diffused,  in  the  ratio  of  7*14  to 
0*81.  The  best  conclusion  the  writer  of  this  article  can  reach,  favors 
the  presumption  that  about  equal  weights  of  moicsture  and  of  carbonic 
acid  are  evolved  (in  all  ways)  by  the  person ;  at  rest  or  otherwise,  in 
a  uni   of  time.     The  volumes,  therefore,  to  be  dispersed  are,  in  coo- 
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sequence  of  the  extreme  levity  of  the  vapor,  as  78  to  1.  It  conse- 
quently requires  8-8  time9  longer  to  diffuse  the  vapor,  than  the  time 
which  is  needed  to  diffuse  the  carbonic  acid ;  and  this  ratio  is  further 
increased,  by  the  difference  of  the  relative  rates  of  diffusion  which 
would  ensue  from  the  presence  of  the  different  proportions  of  the 
gaseous  bodies  already  in  the  air,  to  10  or  12  times  longer.* 

Now,  although  the  conditions  of  humidity  for  each  observation 
have  been  carefully  noted,  compared  and  averaged  in  the  paper,  the 
final  resulting  ratios  of  organic  impurity  to  carbonic  acid  present 
(whether  the  sense  of  smell  be  allowed  as  sufficiently  accurate  test, 
or  the  chemical  analysis  be  accepted  as  the  ground  of  the  theory  of 
ventilation)  apply  only  to  the  average  temperatures  of  63°  to  GS** 
Fah.,  and  corresponding  humidity  of  73  to  75  per  cent.  These  con- 
ditions may  subsist  in  England,  or  at  least  may  not  be  differed  from 
to  the  degree  of  affecting  the  average  result,  but  in  this  country  as  in 
Northern  or  Eastern  Europe,  neither  the  external  or  internal  tem- 
perature is  supposable. 

It  would  also  have  been  much  more  satisfactory,  if,  with  all  the 
labor  and  care  of  making  these  observations,  an  estimate  of  real 
quantity  of  fresh  air  accompanying  them  had  been  recorded.  It  is 
stated  to  be  sure,  that  ''  the  army  regulations  contemplate  1200  cubic 
feet  per  inmate  per  hour,  but  practical  inquiry  has  shown  that  this 
amount  is  generally  fallen  short  of,''  but  nothing  is  said  from  which 
the  abdclute  quantity  of  fresh  air,  at  any  time  of  observation,  can  be 
inferred.  The  writer  of  this  article,  after  inspection  of  the  best 
English  an«]  French  hospitals,  is  confident  that  this  quantity  of  air 
is  not  usually  supplied  whenever  the  external  temperature  ranges 
below  60°  Fah. 

With  little  difficulty,  it  would  be  possible  to  arrange  a  room 
in  England  (or  even  in  this  country),  from  which ;  without 
change  ot  air,  and  without  removal  of  organic  impurities,  to  any 
large  extent;  the  carbonic  acid  would  disperse  freely.  Conceive  a 
room  with  the  windows  and  doors  tight  and  closed,  and  without  open- 
ing at  the  bottom,  but  with  an  ample  ventilation  in  the  ceiling.     This 

*  It  must  be  noted  that  diffusion  of  vapor  (when  in  gaseous,  not  vesicular  condition) 
probably  follows  the  laws  of  diffusion  of  gases,  while  evaporation  from  a  moist  sur- 
face is  influenced  (accelerated  or  retarded)  in  ratios  of  the  tension  of  the  vapor  in 
contact  with  the  surface;  ceasing  altogether  when  the  tension  is  that  due  a  saturated 
▼apor,  of  the  temperature  of  the  moist  surface. 
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ventilatioD  might  be  gaarded  by  gauge  screens  to  preclade  both  car- 
rents,  if  the  external  and  internal  temperatures  diflfered  materiallj, 
but  at  mean  temperature  of  nine  months  in  the  year,  in  England,  no 
such  guarding  will  be  needed.  In  such  a  room  no  circulation  of  air 
from  the  outside  would  take  place,  while  following  the  laws  of  diffu- 
sion, the  ratios  of  carbonic  acid  and  of  nitrogen,  after  reaching  some 
maximum  of  no  large  proportion ;  not  much,  if  any,  above  the  con- 
dition of  <^/re«A,"  would  become  constant ;  while  with  the  degree  of 
saturation  usual  in  England  for  nine  months  in  the  year,  very 
little  of  the  vapor  of  exhalation  would  be  dispersed,  but  would  merely 
be  condensed  on  the  walls  and  windows  of  the  room  in  streams — ab- 
sorbing in  liquid  form,  the  offensive  organic  substances. 

This  extreme  suppositious  case  is  a  type  of  what  actually  occurs  in 
hospitals  in  England,  in  degree.  A  limited  ventilation  is  provided  by 
inadequate  supply,  while  ample  discharge  outlets  admit  of  escape  of 
carbonic  acid  by  diffusion.  Except  the  hospitals  for  the  insane,  the 
same  defect  subsists  in  general  in  hospitals,  in  this  country ;  although 
the  immense  dryness  of  our  winter  air  so  promotes  this  diffusion 
of  vapor,  as  to  make  our  winter  ventilation  comparatively  tolerable. 

The  assertion  that  50  to  70  cubic  feet  of  air  per  inmate  per  min- 
ute is  requisite  for  dormitories  in  barracks  or  hospitals  might  be  al- 
lowed to  go  unquestioned  on  the  ground  of  the  more  of  a  good  thing 
the  better.  Of  course,  if  this  quantity  be  taken  as  the  night  venti- 
lation, at  least  one-half  more  is  needed  for  the  day  supply  of  a  sick 
ward.  But  any  recommendation  which  carries  with  it  an  imprac- 
ticability of  performance,  is  likely  to  be  as  productive  of  harm  as 
if  it  were  absolutely  wrong  of  itself.  It  is  not  necessary  for  the 
health  of  well  or  sick  that  they  should  exist  in  currents  of 
air ;  it  is  not  possible  in  mid-winter,  in  our  climate,  or  in 
England  to  provide  and  heat  such  quantities.  It  is  not  feasi* 
ble  to  arrange  a  building  for  any  moderate  or  reasonable  cost  to  ad- 
mit them,  and  it  may,  without  argument,  be  asserted  that  it 
is  not  desirable.  The  old  device  of  the  geometrician  was  ^'  reductio  ab 
adsurdum,''  and  it  will  apply  to-day.  Any  propositions  which  lead 
to  such  variance  from  possibilities  must  have  erroneous  data. 

The  probable  solution  is,  let  us  get  rid  of  the  organic  substance, 
and  endure  a  little  larger  proportion  of  carbonic  acid.  We  know  the 
former  to  be  deleterious  and  the  latter  to  be  innoxious.  B. 
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and  ail  Art  of  infinite  importance  to  the  Chemist,  Mineralogist,  MeUUIurgist,  Qeologist^ 
Agriculturist,  Engineer  (Mining,  Civil  and  Military),  etc.,  etc.  By  Wm.  Albzakdbr 
Ross.  Crown  4to,  cloth,  346  pp.,  4  colored  plates  and  numerous  engravings.  Price,  $15.00. 

Mining  Engineering*  A  Practical  Treatise  on  Cual  Mining.  By  Gbo.  G.  AHDRi, 
F.ii.S.   To  be  completed  in  Twelve  Monthly  Parts,  at  $2.00  each.   Parf  1  to  7  now  rtatfy. 

Steam  Boilers.  A  Practical  Treatise  on  Boilers  and  Boiler-Making.  By  N.  P.  Buroh. 
JUnttrnted  with  1,163  wood  engravingBf  and  50  largM  folding  platea  ofwyrking  drawingt. 
Handsomely  half-bound  in  morocco,  cloth  sides,  $30.00. 

Iron  and  Steel.  The  Journal  of  the  Iron  and  Steel  Institute.  Edited  hy  Jno.  JoNSf, 
F.G.S.,  and  David  Forbbs,  F.R.S.    No.  1,  1875.    Plate;    $3.75. 

Cement.  Experiments  on  the  Strength  of  Cement,  chiefly  in  reference  to  the  Portland 
Cement  used  in  the  Southern  Main  Drainage  Works.  By  Jobr  Grant.  PlaUt,  8vo, 
cloth,  $4.25. 

Applied  Science.  Progressive  Lessons  in  Applied  Science.  By  Edward  Sabo, 
Part  1. — Geometry  on  Paper.  Part  2. — Solidity,  Weight  and  Pressure.  Crown  8vo, 
cloth.    Price,  $1.25  each. 

Sexton's  Pocket  Book  fbr  Boiler  Makers  and  Steam-lJsenu  Com- 
prising a  variety  of  useful  information  for  Employer  and  Workman,  Government  In- 
spectors, Board  of  Trade  Surveyors,  Engineers  in  charge  of  Works  and  Ships,  Foremen 
of  Manufactories,  and  the  general  Steam-using  public.  By  Mauricr  Jorr  Srxtov. 
Royal  32mo,  roan,  $2.00. 

Practical  Geometry  and  Engineering  Drawing.  A  Course  of  Desoriptive 
Geometry,  adapted  for  the  requirements  of  the  Engineering  Draughtsman,  including 
the  Determination  of  Cast  Shadows  and  Isometric  Projection,  each  chapter  being  fol- 
lowed by  numerous  Examples.  To  the  above  are  added  Rules  for  Shading,  Snad» 
Lining,  etc.,  together  with  Practical  Instructions  as  to  the  Lining,  Coloring,  Printing, 
and  general  Treatment  of  Engineering  Drawings.  By  Groroe  S.  Clarke.  Demy  4to, 
cloth,  20  platen,  $7.20. 

Proceedings  of  tke  Association  of  Municipal  and  Sanitary  En- 

gineers  and  Snrreyonu     Volume  1,  1878-4.    Edited  by  Lbwib  AnoBLLy 
.  Inst.  C.E.    8vo,  cloth,  $5.26. 

Water  Snpply.  The  Present  Practice  of  Sinking  and  Boring  Wells,  with  Geological 
Considerations  and  Examples  of  Wells  executed.  By  Erhbbt  Spor.  Illuetrated  by  278 
Diagrame  and  Engravinge  to  Scale.     Crown  8vo,  cloth,  t3.00. 

Slide-Talre.  On  Designing  Valve  Gearing.  By  Edward  J.  Cowliro  Welch.  With 
Diagrams.    Foolscap  8vo,  cloth,  $2.50. 

Dry  Rot.  A  Treatise  on  the  Origin,  Progress,  Prevention,  and  Cure  of  Dry  Rot  in  Tim- 
ber. Remarks  on  the  Means  of  Preserving  Wood  firom  Destruction  by  Sea  Worms, 
Beetles,  Ants,  etc.    By  Tnos.  Allrh  Brittor.   Colored  platee.  Crown  8vo,  cloth,  $3.00. 

Worlksliop  Receipts.  For  the  use  of  Manufacturers,  Mechanics,  and  Scientific  Ama- 
teurs.   By  Brrbbt  Spor.    Crown  8vo,  cloth,  $2.00. 

it%  New  and  Compiete  CkUalogue  Sent,  Mail  JFree,  on  Application. 
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THB  MOST  EM  urSHT  AVTHOKfl  of  tike  d*y,  raeh 
as  Hob.  "W*  IS.  Olodstone.  Prof.  Mox  Mailer*  Prof.  Hnx- 
loy.  ]>r.  IF.  B.  Oarpontor,  Prof.  Tyodoll,  KIckordI  A^ 
Proctor*  Edward  ▲•  Freeoum,  Frances  Poorer  Oobke* 
The  ]>ake  of  Arsjll.  blames  Aatkony  Fronde*  AUVod 
Rnsscll  TTaUacc*  Mrs.  Muloch,  Mrs.  OUpkaaC*  Miss 
Tkackcray*  Jeaa  lacelovr,  Oco.  MacDoaald*  Wai. 
Black*  Aatkoay  TroUope*  B.  B.  Blackaiore»  Jaltft  Ka« 
vaaaskf  Mrs.  Parr,  Benrjr  KlBc>lcar*  Mrs.  Macqnoid* 
Fraads  "W.  Ifeirman,  TkoauM  Garljrie*  £rekmaa-Gka- 
trtan,  IV.  TT.  Story,  Bobert  Buckanan,  Teaaysoa* 
Brosralas*  •»!  rnanj  othcta,  ure  reprcMntad  In  Um  ptgca  of 

UTTELL'S  LIVING  AGE. 


In  1876,  Thk  Litiro  Agb  anten  upon  its  thirty-tMrd  year.    Having  absorbed  its 
petitor,  **  EVERT  SATURD AT*"  it  ia  now  without  a  riyal  in  it§  special  field.    OrigiiiaSy 
mended  by  President  Adams,  Judge  Btoiy,  Ckancellor  Kent,  hlaboriana  Sparks,  Presoott,  ^ 
Tlcknor,  and  many  others,  it  has  never  failed  to  receive  the  warmeat  support  of  the  best 
journals  of  the  country,  and  haa  met  with  constantly  increaelng  success. 

.  A  weekly  magazine,  of  sixty-four  pages*  Thb  Lrvnro  Aob  gives  men  tbaa 

double-oolunm  ootkvo  pages  of  reading-matter  yearly,  forming  four  large  volumes.   It  presents  in  aa 
inexpensive  form*  oonsiiMriDg  its  grMt  amount  of  matter,  with  freshness,  owing  to  its 


M  attempted  by  no  other  publleatlOB,  the  best  Essays,  Reviews,  Crit- 
bvel  and  Discovery, Poetry.  Scfentifle,  Biographical,  Uistorieal,  sad  pDBti- 


-         w  ,         «         I  weekly  1 

and-withaMtlA^bofoiyoofN   '^^  "'        ""  '  .-.-  -^—  ^...^  -^«  -*    . 

icisms,  Talen.  Sketches  of  1 

cal  Information,  from  the  entire  body  of  Foreign  Periodical  Literature. 
During  tba  ooming  year,  the  Berial  and  Short  Stories  of 

VBDBM  TiTnAT>Xaa'Q-  S«^3E12IXO-Sa- 

wOl  be  given,  together  with  an  kmoimt,  tmeq^lfroached  6f  any  otharperiodioeU  <a  the  vorld,  of  the  rsosl 
valuable  Literary  and  Scientific  matter  of  the  day  from  the  pens  or  the  above-named  and  many  oOier 
foremost  Essavists,  ScientistB,  Critics,  Dlsoovorers,  and  Editors,  representing  every  department  of 
Knowledge  ana  Progress. 

In  short,  The  Lxviiro  Aqk is Invaluahle  aa  attme, labor,  and  money-Baving  pabUeaftion.  It  finr- 
Bishes  the  only  satisfactorily  fresh  and  COMPLBT&  compQation  of  a  literature  uiat  is  indlapennUe  t» 
American  readers ;  ~  indispenmxbU  beeanae  It  ftinbrariea  tne  prodnotlona  of 

in  all  hranchoaof  literature,  Sdanoe,  Art,  and  PolitUss.   Attention  is  invited  to  the  foUowii^  i 


"  Ouffbt  to  find  a  plaee  in  every  Ameilcaa  Home. 

**  la  no  other  alnjrle  publication  can  there  be  fonnd  so 
snooh  or  sterling  literary  exoeUence."— iT.  Y.Evenkitg 

*'  Tbrough  Its  pages  slone  it  is  poMtble  to  be  as  tbor" 
osgbly  well  informed  in  current  literature  at  by  the 
penual  of  s  long  list  of  monthlies.  , .  .  /r  reproduce* 
ftlebesiihomfkts  uf  thBhm  inimd$  of  the  eivilited  world, 
upon  cOltopietqfaoiMg  imUrettr  ^Philadelphia  imipiirtr 

**  Simply  Indnpensable  to  any  one  who  deslrea  to  keep 
abrsast  of  the  thought  of  the  age  in  anv  deparbnent  of 
selenoeor  literature.  "—.BMtoa  Jomrwu, 

*'  A  more  attractive  periodical  cannot  be  found  in  the 
United  States.  Wherever  there  la  ealtoxe  and  bresdth 
of  view  it  isanpreeiated.  and  the  more  it  is  appreciated 
the  blither  win  rise  the  tone  of  American  Ilteratare  and 
the  teste  of  American  readers.'*  ->  CAieogs  ik^er-Otrssa. 

'  The  best  of  all  our  eclectic  publications."  -^  The  Ifa- 


"siSaf 


,  nA  <*g  gMggtf-,  _^  monthly  that  csBweaery  iwefc 


bifioinpairable  In  the  riohneM,  variety;  and  stedUig 


worth  ofits  articles,  and  equal  to  several  ordinary  maga- 
slnes  In  the  amount  of  matter  presented.**— 2^  Stand' 

**  brows  richer  and  richer  the  longer  it  Uvea.   There  is 
no  other  known  wsj  of  getting  so  much 
tat  so  mue  money."  —  Chrietiam  r"'-  - 

"It  is  a  ihtfr^g^  oompOation  — 

literature  of  the  dax»  whether  relating  to~  history;  biog- 

"  A  pure  and  peipetoal  reyrvotr  end  fountainof  entei^ 


I  so  much  good  readbg 

t  Beoiiter.Soeton. 

n  ef  what  Is  bestln  the 


"The  best  periodical  in 
Oityter,  D.J) 


-^w 


Its  pages  teem  with  the  choicest  literatnre  of  the 
"—ITT.  Tribmne. 


*^  With  i  t  alono  a  reader  may  lUriy  keep  up  with  all  tist 
is  Importent  in  the  Ittemtvre,  history.  v^^T^.  saA 
science  of  the  day.^'-  The  Methodist,  Jf . V. '    ""   - 


*«  The  ablest , 

Ikiest  poetry  of  tlie . „_. 

together." —lUisofs  State  Jkmrmal, 


lysithc  most  enteitaining  ■tarlea.tbs 
e  Ermilsb  language  are  here  gathcnd 

_  _^ji$  State  Journal. 

More  tbaii'ever  indispensable,  in  QwsedsTsef  fl» 
— »ttbIlcation  In  expensive  EngltabBevtewa,  <  '  ^ 
t  the  jrreai  aaeatlons  of  current  Inqniry.l 
Max  Muller,  Huxley,  Tyndjai,aadniany  c 


Stent  publication  In  expensive  EngllsbSevtewa,  ef  artt- 
es  on  the  jrreai  aaeatlons  of  current  Inqniry, 

men  ss  Max  Muller,  Huxley,  r— ^-"  — ^ '- 

— MilftauJtet  Jfrnil^  8mH$m. 

'*  Its  publication  in  weekly  numbers  gives  to  it  agrsst 
advantage  over  its  monthly  contemporaries  In  the  aplrfc 
sndfteshnsssof  Its  eotttents^ne/*ae<)lr,  Ommfraneuee. 
"  Of  all  periodicals  In  the  world,  ifa  mancantskeen^ 


\/i  au  iforiuui v«4»  ut  ttu«  w  VI «»,  u  m  iiiwii  wwu  i*k.«  i~tj 

one,  he  shudld  by  all  mcana  take  Tub  Lxvxvo  Aqb.  . . . 
There  is  nothing  comparable  to  it  In  trae  valua  In  tts 
^periodical  lii  "     ' 

'The  more  noted  now  novels  appear  as  aerials.aad  tto 


whole  range 


periodical  literature.*' -Jfi^Mte  J 


more  distfngulahed  foreign  thinkers  In  criticism,  scieneih 

and  art  are  represented  in  tts  pages. . .  .   Itia  Aeeair 

compilation  that  presents  with  a  satisAuMory  coa»le»^ 

ness,  ss  well  as  flreshness  the  best  lltantnxw  of  the  sl> 

most  innumerable  and  generally  Insceesaible  Karopeoi 

quarterlies,  monthireak  aBdweekIies»— alltsncais  e» 

bcschigthe  prsduetlons  of  the  ablsst  and  mostealinred 

writersUving.   It  ia,thertfore.  HidiepeaeaNe  fa  nerv  est 

whadeelreea  Oorouffh  eompendiiunofaUtAai  fsoAoMfe 

and  notewortkif  m  tne  Kterary  teortd.'* — Boetom  J^otL 

'*  It  bss  no  eqnallu  any  country ."-/^ktledk^pMs  Pm$. 

*  pottage.  An  extra  oopyMntmrfistaaayeiiagetthw 

hers  nemittineheCoEe  January  iat*  for  the  y«ar  MOTk  wUi 


istlflai."-'ifim.  Bebert  C,  RVsClbvy.. 
PuBUBHXD  Wbsklt  at  f  8.00  ayear,7We 
np  a  olnb  oif  five  new  subscribers.    New  snbM 
nodira  tka  intervaiiloK  nontbers  gfOtfM* 

CLUB  PRICES  FOR  THE  BEST  HOME  AND  FOREIGN  LITERATURE. 

["  Possessed  of  *  Ltttsll's  Lmivo  Aas'  and  of  one  or  other  of  our  vivadons  Ameciekn 
Has,  a  subscriber  will  find  himself  in  command  qf  the  whole  titwUion.'* — PhUadelpkia  E»e*ng  Baildin.] 

For  $10.60  TtfB  LiTTKa  AOE  and  either  one  of  the /oair-db/far  monthly  MjEkgaiinea  (or  ^Koner't 
Weekly  or  Bazar^  or  Appleton* a  Journal .  weekly)  will  be  tent  for  a  year,  with  jxtttoffe  prepaid  an  bath; 
at,  tot  $9.60,  Thx  LiYxara  Aob  and  Scribner's  St.  HiehoUu, 

ADDBiss  LITTELL  &  GAY,  17  Broinfieia  St.,  Bostoo. 
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Franklin  Institute. 


Devoted  to  Science  and  the  Mechanic  Arts.   Established  1826. 


The  Franklin  Institute  has  pnhlished,  for  nearly  a  half  century,  a  Monthly  Journal  de- 
voted to  the  interests  of  Applied  Science  and  the  Industrial  Arts.  This  Journal  has,  for 
years,  occupied  the  position  of  the  leading  organ  of  Technology  in  the  country,  and  is  1*0- 
garded,  hoth  at  home  and  abroad,  as  a  standard  work  of  reference. 

The  Journal  numbers  among  its  regalar  contributors  the  moft  eminent  scientists  and 
engineers  in  the  country.  The  value  of  its  communications  is  heightened  by  the  frequent 
publication  of  plate  and  woodcut  illustrations,  and  the  constant  reproduction  of  its  articles 
in  home  and  foreign  journals  testifies  to  the  esteem  in  which  it  is  held  by  its  contemporaries. 

The  approaching  Centennial  Exhibition  will  receive  a  full  share  of  attention ;  the  pro- 
gress of  the  buildings  will  be  noted,  and  other  information  of  interest  furnished.  During 
the  Exhibition,  notice  will  be  taken  of  such  exhibits  as  may  claim  attention  on  account  of 
novelty,  or  show  progress  in  the  arts. 

StLbscription  Price  $5.00  per  year.   Single  Copies  50  Cents. 
RATES  OF  ADVERTISING. 

I'YSAR.  6  MOITTHS.       3  MOHTHS.       1  MOITTH. 

1  PAGB,       $60  00     $82  OO     $18  OO     $10  OO 
H   '*  82  00      18  00     14  OO       6  OO 

^   ««  18  00      14  00      10  OO      4  00 

Communications  for  the  Journal  should  be  addressed  to  the  Editor;  all  business  letter! 
to  the  Secretary  of  the  Franklin  Institute,  Philadelphia,  Pa. 


HALL  OP  THE  PRAUKLIIT  INSTITUTE. 

Philadelphia,  November  10th,  1875, 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  Pronation  of  the  Mechanic  Arts,  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legacy  Medal  and  Premium  to  Job  A.  Davis, 
for  the  Vertical  Feed,  as  applied  to  the  Davis  Sewing  Machine ;  and 
Mud  medal  and  premium  will  be  delivered  to  him  unless  wimin  three  months 
from  this  date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention 
.  i«  lodged  with  the  undersigned. 

S.  SBSPBEBD  EOLMAN, 

Dee.  St.  Aovuftar, 
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Rr\Uf^rt     "Drio-o-Q      Civil  and  mechanicai 
ODert   iiriggs,        engineer, 

Consulting  Engineer  on  the  following  branches  : 

FIRST,  The  oonstructioQ  and  arrangement  of  heavy  machinery.  Iroa 

Work,  Sugar  Apparatus,  Steam  Engines  for  all  uses. 

SECONDLY,  The  application  of  Heat  in  the  Arts,  Evaporation  in  Vacuum, 
Drying,  Definite  Temperatures,  Warming  Public  or  other 
Buildings,  Steam  Boilers  in  all  varieties,  Steam  or  Hot  Water 
Apparatus,  Ventilating  by  Forced  Ventilation. 

THIRDLY,  The  disposition  and  strength  of  materials  in  Stnictoiesof 
Iron,  Bridges,  Roofs,  Girders,  etc.,  etc. 

FOURTHLY,  The  supply  of  Cities  or  Towns  with  Water,  Reservoirs,  Pipe- 
lines, Engines,  Boilers,  etc. 

FIFTHLY,  The  Manufacture  of  Coal  Gkw,  Construction  of  Works,  with 
all  Details. 

IN  any  of  the  above  branches.  Plans,  Specifications  and  Estimates,  embra- 
cing all  information,  can  be  supplied  at  brief  notice.  Preliminaiy  infor- 
mation and  approximate  estimates  can  be  furnished  readily.  Consultation  will 
.be  held  with  Architects  on  such  of  the  above  subjects  as  are  required  in  their 
plans  or  specifications. 

Qlg^^  f  Franklin  Institute  Building, 

i  Seventh  Street,  below  Market, 

Officb  Hours,  10  a. M.  to 2  p. M.  Philadelphia. 

Consultations  should  be  arranged  by  appointment. 

THE 

American  Journal  of  Insanity. 


"The  Amerioan  Joamal  of  Inianitj"   is  published  qaarterlj,  at  the  State  Lucatie 
.Asylom,  Utica,  N.  Y.    The  first  namber  of  eaoh  rolame  is  issaed  in  July. 

TEBUS  OF  STTBSCBIPTION, 
Five  Dollars  per  Annum,  in  Advance. 

Exobanges,  Books  for  Beview,  and  Business  Communications,  may  be  sent  to  the 
:Bditor,  directed  as  follows :  "  Journal  of  Insanity,  State  Lunatic  Asylum,  Utioa,  N.  T." 


The  Journal  has  now  entered  upon  its  thirty-second  year.  It  was  established  by  tbe 
'lato  Dr.  Brigbam,  the  first  Superintendent  of  the  New  York  State  Lunatic  Asylum,  and  after 
bfs  death  edited  by  Dr.  T.  Romeyn  Beck,  author  of  "Beck's  Medical  Jurisprudence;"  and 
■inoe  1854,  by  Dr.  John  P.  Qray  and  the  Medical  Staff  of  tbe  Asylum.  It  is  the  oldest 
journal  devoted  especially  to  Insanity,  its  Treatment,  Jurisprudence,  etc.,  and  is  particularly 
valuable  to  the  medical  and  legal  professions,  and  to  all  interested  in  the  subject  of  Insanity 
.  and  .Psychological  Science. 
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HALL  OP  THE  FRANKLIN  INSTITUTE. 

Philadelphia  November  10th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts,  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Arts, 
awarded  The  Scott  Legacy  Medal  and  Premium  to  Sholes  &  Gliddekb, 
of  Philadelphia,  Pa.,  for  improvements  in  Type  Writing  Machines;  and  said 
medal  and  premium  will  be  delivered  to  them  unless  within  three  months  from 
this  date,  satisfactory  evidence  of  the  want  of  originality  of  said  invention  is 
lodged  With  the  undersigned.  ^    ^^^^  HOLMAN. 

Deo.  St.  AOTUABT 


BOOK  A  JOB  PRINTER 

Every  variety  of  work  executed  pertaining  to  Printing  upon  the 

HOE,  ADAMS, 

And     other     Steam     Fovrer    Presses. 
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HELLER  &  BRIGHTLY,  EnsinMring  aad  Survtyiag  !•• 

iininieiits,  33  N.  8«v«iith  81,  Pkiladalpkia.   ^^|^  V^li^ 

Iflthoiit  deorsMlDc  ilM  of  anj  part  of  our  *'  Ba-     *  ^ 

fjIneaH'  Trsmali "  we  bare  ndoead  (Im  iraigbt  ob«> 
Kalf.    Ab  ordinary  Trmaiit  Teleocopo  inogiiiQM  from     J 
]A  to  IS  dlamoun,  oor  now  Transit  Telcooope  ( length      " 


lOM  InelMa,  •bows  objeets  erect  and  not  inverted) 
;nifleajB  diametere  and  will  read  time  on  a  wateb- 

"   srijpdon    ' :::     _ 

Transit  (welfht  6 4  lbs.)  and  Plummet  Lam^aee  Vaa 
iciueeri 

a  report  

dinted  by  Franklin  Inst,  to  examine  R.  *  B's  new 


Bwnl 

^alat  968  Itet.    For  dascrljpdon  of  our  new  Mining 

ini' 

Btr 
J« 
poinU 
Transit :  '[l>«o.  1871 .1    "  It  ezhlblu  sevwal  noTeltiea 
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of  ooastrootion  whioh,  in  tbe  opinion  of  tbe  oommlt- 
«ee,  render  It  raperior  to  tboee  now  In  nee.  and  in  lu 
•pinion  tbe  deriation  wbieb  tbey  have  made  from  the  ^^^ 
•eaaen  s^lae  of  Traneit  are  decided  improTements."  ^4 
Jomm  0.  HuDTwnis,  Cbtirman. 


W.   KUBBLXB.  r.  8BBLHOX«Si 

Kuebler  &  Seelhomlv 


MAVUFACTUBBBB   OF 


MATHEMATICAL  AND  OPTICAL  INSTRUMENTS, 

No.  925    Sansom   Street; 

PHILADELPHIA. 

W«  call  the  attention  of  Engineer*  to  our  Patented  improvement  on  Teleaoopo* 

WM.  J.  YOUNG  &  SONS. 

SUCCESSORS  TO 

ffEl,Tn;,  ffEl,Tn{lllg., fEl.Tom^lia, 
ENaiNEERING 

A2!n:> 

ASTRONOMICAL 

i¥o.  49  Jf,  SMVMJfTM  ST, 

Beg  leave  to  remind  the  Engineering  Profession  that  every 
Important  Improvement  in  this  country  has  originated  from 
this  house,  j«i7,*T4,fm. 

Digitized  by  VjOOQ  IC 


UUK  I'iksT  hWn  VEAKS. 


A  HISTORICAL  SKETCH  of  the  FBANELIN  nrSTITIJTE. 


From  its  organization  to  the  present  time.     1  vol.  8vo.  96  pp. 

Price  in  fine  Cloth,  30  cents.  In  Paper,  15  cents. 

For  Sale  at  the  Hall,  Seventh  St. ,  below  Market. 

D.  S.  HoLMAN,  Actuary 

HALL  OP  THE  FRANKLIN  INSTITUTE. 

Philadelphia,  November  10th,  1875.  • 

Notice  is  hereby  given  that  the  Board  of  Managei*s  of  the  Franklin  Institute 
of  the  State  of  Pennsylvania  for  the  promotion  of  tlie  Mechanic  Arts,  have,  in 
accordance  with  the  recommendation  of  the  Committee  on  Science  and  the  Ai-ts, 
awarded  The  Scott  Legacy  Medal  and  Premium  to  Benjamiit  Tatham 
and  J.  W.  Brittin,  for  tlieir  Safety  Catch  for  Elevatoi-s;  and  said  medal  and 
premium  will  be  delivered  to  them  unless  within  three  months  from  this  date, 
satisfactory  evidence  of  the  want  of  originality  of  said  invention  is  lodged  with 
the  undersigned. 

D.  SHEFHEBS  HOLUAN, 

Dec.  St.  Actuary. 

PRICES    AS   LOW 

A8   FOB 

Ifiveted  Columfis. 

For    Lithographs,    Rates,    et<;. 
address 

Zeystone  Bridge  Co., 

Pittsburgh,  Pa. 

OR 

J.  E.  Linvilld,  President 

218  S.  4th  St.,  Phila. 

HALL  OP  THE  FRANKLIN  INSTITUTE, 

Philadelphia,  October  13th,  1875. 

Notice  is  hereby  given  that  the  Board  of  Managers  of  the  Franklin  Institute  of 
the  State  of  Pennsylvania  for  the  promotion  of  the  Mechanic  Arts  have,  in  accord- 
ance with  the  recommendation  of  the  Committee  on  Science  and  the  Arts,  awarded 

The  Scott  Legacy  Medal  and  Premium  to  R.  B.  Goodyear,  of  Philadelnhia, 

Pa.,  for  his  improvement  in  Box  Motion  for  power  looms  ;  and  said  medal  ana  pre- 
mium will  be  delivered  to  him  unless  within  three  months  from  this  date,  satisfactory 
evidence  of  the  want  of  originality  of  said  invention  is  lodged  with  the  undersigned. 

D.  SHEPHEBB  HOLICAN. 

Oct.  3t  AOTUART, 
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Three  Valuable  Works. 


yiYHTttOM'H  MECnAHICH.— A  Pocket  Book  of  Mtxriiaoics  ami  EagtiK^riuir.  Contaiuiaf 
a  Mi-moraiHlam  of  Fact«  and  Coooection  of  Practice  aDd  Tlipriry.  By  Joav  W.  NT»TBO]f,  C.E.  E]«Tf.>iath 
edition.  Rerised  and  greatlj  eolarged  bj  tbe  addition  of  ralaablf'  ori<(ioal  maltor.  Fallj  Illivtr^ted. 
lemo.    Pocket  Book  form.    Uilt  edges.    $3.50. 

"Nothing  M>«nis  i*t  be  wanting  which  an  engineer  expects  to  Hud  in  liis  p<ickpt  hor>k.  Th«>  tAbl«e 
are  more  than  ordioarilj  complete." — Eteetric  Engimetrimg  Jtoffozine. 

MEADE^H  HATAL  COMHTRrC^riOH.— A  Treatise  on  Naxal  An  l.it«^tun  mud  Ship. 
t'Oilding:  or,  an  £tp<ioitioD  of  the  Klemcntary  Principlee  involved  iu  the  Science  and  l^ctice  of  Naral 
Constmction.  ConipiI«<)  from  varioufl  Standard  Antlioritiea.  By  Oimmnnder  RirhanI  V.  !Ue«u}«>,  CT.S  X. 
Pully  Illoatnted.    Sto.    Evtra  cloth.    110.00. 

HOTEN  ON  BVILDllVf*  C'OlVflTRrCT'lON.— Airangedtomett  the  reqiiirenientt«  cf  thr 
Syllabaii  of  tbr*  Science  and  Art  Dei>artment  of  the  Committee  of  Council  on  Education,  South  Keoaing- 
ton,  London.  With  32/1  Woodcut",  "^vu.  Cloth.  $3.60.  It  containB  chapters  on  WaUing  an<i  Arrh^-^ 
Brickwork,  Maoonry,  Carpentry,  Floore,  Partitions,  Timber  Ko<*f«,  Iron  Roitftf.  Slating  PlumbfT?^'  Work. 
Cast  Iron  Oirder<i  and  Joinery. 

**Thl(t  i«  a  most  usefol  elementary-  iKok.  and  will  commend  iti^eif  a»-  a  text  book  for  our  engineerinz 
schools,  architects,  builders,  and  engineers.*' — JV.  T.  Engintering  and  Mining  Journal. 

For  Sale  l>y  IJookscllej-^  ^renei-silly,  or  will  be  sent  h\  Mnil.  Pr>«ipAiil  on  recei|»i 

of  the  price.  l»y 

J.  B.  LIPPINCOTT  &  CO.,  Publishers, 

7 IS  and  717  Market  St.,  Phila. 


ITLJ^^KllTS  IITSTITTJTE 

TERMS  AND  PRIVILEGES  OF  MEMBERSHIP. 


Each  Member,  and  Adult  Holder  of  Second  Class  Stock,  when  not 
in  arrears  for  Dues,  is  entitled  to  attend  the  Meetings  of  the  Institute,  the 
use  of  the  Library  and  Reading-Hoom.  and  to  Tickets  for  himself  and  a 
Lady  to  the  Lectures. 

Contributing  Members  i)ay  Five  Dollars  each  year.  The  payment  of  Fifty 
Dollars  in  any  one  year  secures  Life- Membership,  without  Annual  Dues. 

Shares  of  Stock,  Ten  Dollars. 

Second  Class  Stock  has  an  annual  tax  of  Three  Dollai's  ])er  Shai^,  enti- 
tling the  holder  of  One  Share  to  the  privileges  of  Membership. 

The  Holder  of  Ten  or  more  Shares  of  First  Class  Stock,  is  entitled  to 
all  the  privileges  of  3Iembership,  without  payment  of  Annual  Dues. 

Minor  Children,  Wards  and  Apprentices  of  Members  not  in  arrears, 
by  payment  of  two  Dollars,  have  use  of  Libraiy  and  Reading  Room,  and 
admission  to  Lectures,  or  Lectures  alone  for  One  Dollar. 

Minors,  holding  a  Share  of  Second  Class  Stock,  by  paying  One  Dollar  and 
Fifty  Cents  per  year,  have  use  of  Librai-y  and  Reading  Room,  and  admis- 
sion to  Lectures. 

The  Journal  of  the  Franklin  Institute,  Published  Monthly,  subscrip- 
tion, Five  Dollars  per  year,  in  advance.  Members  and  Stockholders,  not 
in  arrears,  can  have  one  copy  at  Three  Dollars  per  year,  in  advance. 
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